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Dear  Sir. 


On  Wednesday,  Sept.  19th,  1804, 1  began  a  journey  to  the  falls 
of  Niagara.  I  was  detained  by  rain  until  three  o'clock  in  the  after- 
noon, and  then  rode  to  Watertown  :  twenty-six  miles.  The  next 
day  I  proceeded  to  Sheffield  :  forty-one  miles.  At  Litchfield,  and 
afterwards  at  Canaan,  I  had  expected  to  find  my  destined  com- 
panions in  this  excursion ;  but  missed  of  them  in  both  places. 
At  the  latter,  after  a  solitary  ride  of  between  fifty  and  sixty  miles, 
I  found  some  gentlemen  going  to  Sheffield,  whose  company  made 
the  remainder  of  the  way  very  agreeable.  The  day  was  remarka- 
bly cold  for  the  season,  and  was  followed  by  a  severe  frost :  the  ice 
at  Sheffield  being,  the  next  morning,  about  the  thickness  of  a  dollar, 
^nd  the  tender  vegetables  generally  destroyed.  During  the  prece- 
ding nine  years  there  has  not,  in  those  parts  of  the  country  where 
I  have  journeyed,  been  a  frost,  sufficiently  intense  to  destroy  veg- 
etables of  this  class,  until  about  the  middle  of  October. 

At  Sheffield,  1  found  two  gentlemen  designing  to  set  out  for 
Kaatskill, "^  and  with  them  I  proceeded  very  pleasantly  on  the 
journey.     The  road  turns  directly  West  from  Sheffield,  and  en- 

*The  name  of  this  town  was  originally  spelled  KaafsJcill.,  but  has  since  born  alter- 
ed by  the  Legislature  to  CatskilL—Pub. 
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ters  the  Slate  of  New-Vork  in  tlu^  township  of  I  lillMlale.  I'he 
part  of  it,  which  is  in  Massachusetts,  is  alt«:rjj;itelv,  a  forest,  and  a 
collection  of  sohtary  settlements. 

Ahout  a  mile  and  a  half  from  Shefheld  we  passed  hv  a  number 
of  workmen,  employed  in  sawiiii^,  i^rindiiij^,  and  polishini^  marble. 
Immense  quarries  of  this  mineral  are  found  in  the  ran^e  of  hills, 
at  the  loot  of  which  their  works  were  erected.  It  is  white,  and 
generally  of  the  same  texture  with  that  at  West-Stockbridge. 
The  workmen,  however,  showed  us  some  specimens  of  a  much 
finer  quality,  and  very  beautiful.  The  business  is  here  in  its  in- 
fancy ;  but,  if  pursued  with  industry  and  prudence,  can  scarcely 
fail  of  being  profitable. 

The  ascent  of  the  Taghkannuc  range,  on  the  Eastern  side,  is 
gradual  and  easy  ;  on  the  Western,  the  declivity  is  longer  and 
steeper.  From  the  bottom  of  this  range  the  tributary  streams  of 
the  Hudson  run  through  a  country  twenty  miles  in  breadth,  with 
a  rapidity  not  less  than  that,  with  which  those  of  the  Hooesten- 
nuc  run  five  miles.  Both  the  valley,  and  the  bed  of  the  Hudson, 
therefore  are  much  nearer  the  level  of  the  ocean,  in  this  latitude, 
than  those  of  the  Hooestennuc.  This  conclusion  is  obvious,  al- 
so, from  an  attention  to  the  current  of  these  rivers.  That  of  the 
Hooestennuc,  from  Canaan  to  Derby,  is  almost  universally  rapid; 
and  is  interrupted  by  several  falls,  and  rifts.  The  whole  perpen- 
dicular descent  of  these  must  be  more  than  two  hundred  feel ; 
and  that  of  the  general  current,  much  more.  From  Canaan  to 
the  Sound,  the  length  of  the  river,  as  measured  on  the  road  is 
seventy-two  miles  ;  and  this  distance,  although  the  road  follows 
the  course  of  the  river  in  a  remarkable  degree,  is  yet  short  of  the 
truth.  Almost  all  thi.-^  distance  is  a  continued  ripple.  Three 
hundred  feet  will  be  a  moderate  allowance  for  such  a  descent 
throughout  such  a  distance.  In  the  Hudson  there  is  not  even  a 
rapid,  below  Troy. 

The  first  township,  through  which  we  passed,  after  leaving 
Shefiield,  was  Egremoiit  in  iNhissachusetts,  bordering  upon  the 
Western  line  of  the  State,  ami  lying  on  the  summit  and  Eastern 
declivity  of  Taghkanmn  .      The  soil  of  this  township  is  generally 
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qood.  The  settlement  is  comparatively  recent.  The  inhabit- 
ants live  on  scattered  plantations;  and  suffer  the  usual  inconven- 
iences, both  moral  and  physical,  of  such  settlements.  Their 
number  in  1790,  was  759  ;  in  1800,  835  ;  and  in  1810,  790. 

From  the  ridge  of  this  mountain  there  is  a  handsome  view  of 
the  Green  Mountain  range,  and  a  noble  one  of  the  Kaalskill 
mountains. 

The  stone  found  on  Taghkann'jc,  so  far  as  we  had  an  oppor- 
tunity to  observe  it,  is  principally  blue,  shining  schist;  like  that, 
formerly  mentioned,  on  Saddle  mountain. 

After  we  began  to  descend  from  the  ridge,  we  saw  on  the  left,  be- 
tween two  steep  declivities,  a  small  and  very  beautiful  valley  ;  of  a 
rich  soil  and  verdure,  so  narrow, and  so  deep,  as  to  be  styled  without 
impropriety, a  ravine.  In  this  retired  spot  stood  a  few  humble  dwel- 
lings, which  appeared,  as  if  every  storm,  both  of  the  natural  and  the 
political  world  would,  pass  over  them  without  disturbing  their 
peaceful  inhabitants.  No  spot  has  presented  to  my  eye  more  for- 
cibly the  idea  of  being  sequestered  from  intrusion  and  bustle. 
It  was  a  valley  of  Switzerland  :  and  I  felt  as  if  it  would  be  easy 
to  find  in  this  little  cluster  the  cottage  of  Venoni. 

When  we  had  passed  the  line,  which  divides  Massachusetts  from 
New-York,  the  appearance  of  the  country,  in  many  respects,  was 
changed  in  an  instant.  The  houses  became  ordinary,  and  ill-re- 
paired. A  great  number  of  them  were  taverns  ;  generally,  how- 
ever, of  so  wretched  an  appearance,  as  must,  one  would  think, 
prevent  the  entrance  of  any  traveller.  Not  a  church,  nor  a 
school-house,  was  visible  till  we  reached  Claverack  ;  at  the  dis- 
tance of  sixteen  or  eighteen  miles.  About  the  taverns,  early  as 
it  was,  were  gathered  a  number  of  persons  from  the  neighbour- 
hood ;  idling,  and  drinking,  away  their  time  ;  rude  in  their  ap- 
pearance, and  clownish  in  their  manners. 

From  the  ridge  to  Claverack  the  whole  country  is  slate  ground  ; 
the  soil  tolerably  good,  and  the  surface  an  alternation  of  hills  and 
vallies.  There  is  so  much  sameness  in  the  succession,  as  to  make 
the  whole  prospect  tame,  and  dull;  without  any  thing  pictur- 
esque, or  even  sprightly.     The  houses,  also,  are  generally  indif- 
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Icrcnl  :  niid  tin'  ntirirnlturc  on  a  lHini])lc  j-cnlc.  I  oui^ht  to  add; 
lliiil  tlii-  Iract  is  cxtrnsivciv  < :iihi\  atcnl  bv  tenants ;  and  belong? 
to  one  branch  of  the  fHmily  of  Livingston. 

We  dined  at  a  very  good  inn  in  C'lavcrack  ;  a  pleasant,  and 
very  ancient,  Dutcli  Fcttlcniciit.  This  town  is  abont  four  miles 
iVom  Hudson  :  and  contains  <i\ly  or  seventy  substantial  houses, 
built  in  the  Dutch  manner;  two  (  liurches,  a  Dutch,  and  an  Kpis- 
copal  :  a  court  hou«e  :  and  a  jail  :  all  of  them  ordinary  buildings. 
The  site  of  Claverack.  is  a  hand-oinc  elevation,  near  a  sprightly 
mill-stream,  which  is  bordered  with  intervals. 

Ai:riculture  in  this  neighbourhood  seems  to  be  at  a  stand. 
Neither  improvement,  nor  cnterprize,  meets  the  eye  ;  and  every 
thing,  except  the  passing  of  a  great  number  of  waggons,  wears 
the  appearance  of  stillness  and  seclusion. 

Claverack  is  the  shire  town  of  the  County  of  Columbia.  In 
1700.  it  contained  3,'2G2  inhabitants;  in  1800.  4.114;  and  iu 
1310,  3.09.3. 

On  the  Hudson,  there  are  many  clusters  of  houses  and  stores. 
which  are  gathered  at  the  end  of  every  considerable  road,  termi- 
nating at  the  bank  in  what  is  called  a  landing.  Trade;  is  the  mo- 
five,  whicli  at  the  first  settlement  summons  to  these  places  ad- 
venturers, of  every  sort,  from  every  quarter.  Together  with  a 
collection  of  discreet  and  virtuous  people,  there  is  sometimes  an 
uidiappy  proportion  of  loose,  lazy,  shiftless,  and  un[)rincipled  in- 
habitaul^.  They  are  of  the  clan,  which  I  have  heretofore  men- 
tioned under  tho  na?ne  offoroters; 

It  is  a  peculiar  characteristic  of  the  ignorant  and  vicious  part 
of  such  aggregations  to  feel,  that  their  settlement  intimately  re- 
sembles great  trading  towns.  To  exhibit  this  resemblance  to 
each  oIIk  r.  and  to  strangers,  is  always  a  favourite  object  of  their 
attention.  Too  ignorant,  however,  to  discern  in  what  the  real 
respectability  of  such  towns  principally  consists,  and  too  vicious 
willingly  to  adopt  what  is  excellent  in  their  character,  they  em- 
ploy lhemselv<'s  in  copyinir  the  fashions,  follies,  and  vices,  of 
cities.  To  be  first,  and  excessivc^in  fashions  ;  to  make  a  parade 
m  the   midst  of  poverty;  to  be  pert;  to  gamble ;  to  haunt  tav- 
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ems;  to  drink;  to  swear;  to  read  newspapers;  to  talk  on  polit- 
ical subjects ;  to  manage  tlic  affairs  of  the  nation,  and  neglect 
their  own;  to  profess  themselves  infidels  ;  to  seem  to  know  every 
thing,  and  plainly  to  care  nothing,  about  religion  ;  to  array  them- 
selves against  its  Ministers,  its  friends,  and  its  interests ;  and  to  be 
wise?'  in  their  own  co)ictit,  than  seven  men,  who  can  render  a  reason  ; 
are  strong  features  of  the  character  of  such  men. 

Another  peculiar  cliaracteristic  found,  in  many  of  the  inhabit- 
ants, in  such  seltloments,  is  a  bold  spirit  of  commercial  adven- 
ture. They  chiedy  come  together  for  the  purposes  of  trade;  and 
generally  have  neither  (he  capital,  skill,  experience,  nor  caution, 
which  are  indispensable  to  success  in  business  of  this  nature. 
With  a  full  conviction  of  their  competency,  they  contract  debts, 
and  trust  their  property  to  persons  whom  they  have  never  seen, 
without  fear,  and  almost  without  thought.  They,  therefore,  bar- 
gain with  Qxavy  body,  who  will  bargain  w^th  them.  Their  dar- 
ling object  is  to  have  the  reputation  of  doing  a  great  deal  of  busi- 
ness ;  and  the  question  whether  it  is  done  with  advantage  or  not, 
seems  to  give  them  little  anxiety.  You  will  not  wonder,  that 
many  of  them  speedily  become  bankrupts. 

Another  trait  in  the  character  of  such  settlers  is  expensiveness. 
To  be  like  the  inhabitants  of  great  cities,  they  feel,  that  they 
must  in  some  measure  resemble  them  in  show.  This  spirit  dis- 
plays itself  in  dress,  buildings,  furniture,  and  modes  of  living ;  and  is 
often  the  gulf  which  swallows  up  the  property,  and  ruins  the  family. 

The  road  from  Claverack  to  Kaatskill  is  disagreeable;  wander- 
ing through  a  solitary  country,  composed  chiefly  of  rough  and 
barren  hills,  and  containing  a  very  few  indiflferent  houses. 

At  the  ferry  we  were  obliged  to  wait  a  long  time  ;  and,  what  was 
worse,  were  compelled  during  this  time  to  hear  two  men,  mere 
brutes,  professedly  talki:i^.  and  actually  swearing  and  cursing, 
about  politics,  and  religion.  Of  these  subjects  neither  of  them 
knew  any  thing,  except  a  few  words,  to  which  each  attached  no 
other  signification,  except  that  some  of  these  were  the  words  of 
his  own  party,  or  sect,  and  the  remainder,  words  of  that,  which  he 
opposed.     Our  passage  was  in  other  respects  safe  and  pleasant. 

Vol.  IV.  3 
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Kaatskill  is  a  town,  built  on  a  creek,  or  mill-stream,  of  the 
same  name.  It  contains  about  o!U'  hundred  houses;  almost  all 
built  on  a  single  street,  near,  and  parallrl  with,  the  creek,  and  in 
a  direction  from  South- Kast  to  North- West.  Several  of  the 
houses  are  built  of  brick.  These,  and  some  others,  which  are 
of  wood,  are  good  buildings.  A  hin;h  and  steep  hill  rises  in  the 
North-East  at  a  small  distanccN  leaving  an  easy  slop(^  at  the  bot- 
tom, of  sufficient  breadth  for  this  street  and  its  appendages.  The 
soil  is  clay  ;  in  wet  seasons  very  muddy  ;  and  in  dry,  very  dusty. 
Naturally  it  is  cold  and  barren  ;  but  capable,  with  good  husband- 
rv,  of  producing  plentiful  crops.  Many  of  the  grounds,  heretofore 
enclosed,  are  now  sulTered  to  lie  waste  ;  a  decisiv*.'  proof,  that 
they  are  of  little  value. 

The  business,  done  at  Kaatskill,  is  considerable  :  consisting 
principally  in  the  importation  of  foreign  commodities,  from  New- 
York,  and  elsewhere,  and  in  the  exportation  of  wheat,  flour,  and 
lumber.  Much  of  this  business  is  done  in  the  way  of  barter;* 
and  is  attended  with  all  the  evils,  incident  to  those  modes  of  ex- 
changing property,  in  which  tliere  is  no  settled  standard  of  dealing. 
One  of  the  chief  benefits  of  money  is,  that  it  furnishes  the  parties 
in  all  contracts  with  a  known  rule  of  estimation;  by  which  they 
can  determine  the  value,  and  price,  of  their  commodities,  and 
understand  perfectly  the  nature  of  their  bargains. 

Kaatskill,  i.  c.  the  creek  which  bears  this  name,  is  navigable 
into  the  heart  of  the  town  for  vessels  drawing  nine  or  ten  feet  of 
water.  The  channel  of  the  Hudson  is,  here,  one  third  of  a  mile 
distant  from  this  shore.  An  island,  bordering  upon  the  channel, 
formed  probably  by  the  slime  of  the  creek,  is  coimected  with  the 
shore  by  a  beach,  formed  in  the  same  manner.  On  this  beach  the 
inhabitants  have  begun  to  build  a  causey,  which  is  to  unite  the  isl- 
and with  the  main,  and  to  give  them  access  to  the  channel  of  the 
Hudson.  This  work,  an  honourable  proof  of  enterprise  in  these  in- 
habitants, has  since  been  coni{)leted;  and  an  opening  made  from 
Kaatskill  to  the  ocean  for  mercantile  vessels  of  any  burden. 

•  1804. 
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Kaatskill  contains  two  congregations :  an  Episcopal,  and  a 
Presbyterian.  The  Episcopalians,  aided  by  the  funds  of  Trinity 
church  in  the  City  of  New- York,  have  erected  a  neat  church. 
The  Presbyterians  meet  in  the  Court-house.*  There  arc  here  a 
few  Baptists  ;  and  a  smaller  number  of  Methodists.  There  are 
in  the  township,  also,  two  Dutch  churches  ;  one,  live  miles  North, 
and  the  other,  four  miles  West,  of  the  town. 

There  are  two  academics  in  this  town  5  one  of  them  incorpo- 
rated. 

The  prospects  from  the  high  grounds,  near  the  village,  all 
present  two  very  interesting  objects  ;  the  Hudson,  anu  the 
Kaatskill  mountains.  Otherwise  they  are  dull  and  discouraging, 
destitute  of  the  tine  scenes  of  nature,  and  the  pleasing  traces  of 
art. 

Kaatskill  is  the  shire  town  of  the  County  of  Greene ;  which 
contains,  also,  the  townships  of  Coxackie,  Greenville,  Freehold, 
Canton,  Durham,  New-Baltimore,  and  Windham.  The  Kaats- 
kill mountains,  so  far  as  they  are  entitled  to  any  distinction,  have 
their  whole  course  in  this  County.  The  number  of  its  inhabit- 
ants, in  1800,  was  12,584.  It  then  contained  four  tow^nships.  In 
1810,  its  inhabitants  amounted  to  19,536.  The  township  of 
Kaatskill  contained  in  the  year  1790,  1,980  inhabitants;  in  the 
year  1800,  2,408  ;  and,  in  1810,  4,245. 

I  found  my  expected  companion.   Professor  D ,  of  Yale 

College,  and  Mr.  D ,  of  New-Haven,  at  Kaatskill.     Here  we 

spent  our  time  very  agreeably  in  a  circle  of  good  friends  till  Mon- 
day, September  24th ;  when  we  rode  to  Bristol,  in  the  County  of 
Schoharie,  through  the  townships  of  Canton,  and  Freehold ;  as 
they  were  then  named.  You  will  observe,  that  the  local  divisions 
of  this  State  are  continually  changing  :  especially  in  the  more  re- 
cent settlements.  It  is  impossible  for  a  traveller,  therefore,  to 
follow  these  changes,  unless  he  were  to  have  frequent  recourse 
to  the  records  of  the  State. 

Our  journey  proceeded  in  a  turnpike  road;  a  branch  of  the 
Greenwoods  turnpike,  from  Hartford  to  Albany,  commencing  at 

*  They  have  since  built  a  handsome  church. 
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Canaan,  in  Connecticut,  and  passing  to  Wattles'  fenv  on  the 
Susqnrhaimab.  Thence  it  i?  proposed  to  ('xt<'nd  it  to  the  Coun- 
^v  of 'rriiniKull.  on  the  Southern  shore  of  Lake  Krie.  Tho  road 
1^  well  made.  After  leaving  Kaatskili  wr  [)assed  hy  two  ham- 
lets, huilt  on  the  creek  :  in  one  of  which  is  the  best  mill-scat 
ihat  I  hare  met  with.  The  dam  is  formed  by  a  ledpe  of  lime- 
stone, the  front  of  which  is  perpendicul.n.  :irid  so  high,  as  to  be 
on  a  level  with  the  floor  of  the  fourth  stor}  of  the  mill.  This 
building  stands  on  the  side  of  the  creek,  in  a  spot  perfectly  safe  ; 
the  water-wheels  are  overshot;  and  the  wholo  expense,  laid  out 
upon  the  dam,  is  incurred  bvplacinsja  singlestick  of  timber  upon 
the  brow  of  the  ledge,  and  by  forming  a  flume,  perhaps  four  or 
five  feet  in  length.  It  cannot,  I  think,  have  exceeded  ten  dol- 
lars. The  stream  is  abundant,  and  never  failing.  The  interiour 
furnishes  immense  quantities  of  wheat.  Navigable  water  is 
scarcely  four  miles  distant.  More  than  thirty  thousand  barrels 
of  tlour  are.  or  may  easily  be,  manufactured  iiere  in  a  season. 

Hetween  these  hamlets,  and  near  the  bank  of  the  creek,  there 
-  a  rave,  said  to  extend,  in  a  winding  direction,  thirty  rods  in 
length.  The  account  must,  I  think,  be  conjectural ;  for  the  en- 
trance is  so  ragged,  as  to  discourage,  etfectually,  all  investigation. 

The  cofintry  from  Kaatskili  through  the  township  of  Canton  is 
.  dull,  dreary,  region.  The  ground  is  clay  ;  the  soil,  lean,  and 
tilled  with  slate;  the  forests  low,  and  unthrifty;  the  houses  few, 
and  miserable  ;  and  the  cultivation  wretched.  Such  of  the  in- 
habitants as  we  saw,  corresponded  in  their  appearance  with  all 
the  particulars  of  this  description.  Few  spots,  within  my  knowl- 
edge, wear  a  more  forbidding  aspect.  The  dullness  of  the  scene 
was  however  relieved  by  fine  views  of  the  Kaatskili  mountains. 

Canton,  which  since  this  journey  has  changed  its  name  to  Cai- 
ro, is  a  counterpart  of  the  region  already  described.  Its  surface 
appeared  to  my  eye,  as  if  it  had  been  anciently,  and  fre(|uently, 
burnt  over  by  the  Indians;  and  not  unlVr^jucntly  by  those  who 
-ucceeded  them.  Tho  srjttb  ni'iit^.  \vlii(  h  \\v  -aw,  wen;  few,  re- 
^rnt.  and  wrrtrhrd. 
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From  Canton  wc  entered  Freehold ;  passing  through  a  settle- 
ment, called  New-Durham,  and  since  incorporated  into  a  town- 
ship by  the  name  of  Durham.  Here  the  face  of  the  country 
changed  in  an  instant.  The  surface  became  a  succession  of  long, 
easy  declivities  on  the  North-Eastern  margin  of  the  Kaatskill 
range,  together  with  beautiful,  open  vallies,  lying  between  them. 
The  soil,  a  mixture  of  loam  and  clay,  is  rich,  and  abundantly  pro- 
ductive of  both  grass  and  wheat.  The  inhabitants  have  availed 
themselves  of  their  advantages.  This  settlement,  when  we  were 
on  the  ground,  was  of  little  more  than  twenty  years  standing; 
yet  it  was  thoroughly  cleared,  well-cultivated,  and  divided  by 
good  enclosures  into  beautiful  farms.  Indeed  every  thing,  here, 
wears  the  appearance  of  prosperity.  Almost  all  the  inhabitants 
are  emigrants  from  Connecticut ;  and  have  preserved  the  habits 
of  their  native  country.  Of  this  we  saw  sufficient  proof  in  their 
school-houses,  and  their  church.  The  congregation  consists  of 
two  hundred  families.  Among  them  there  has  lately  prevailed 
*an  extensive  revival  of  religion,  a  rich  reward  for  their  efforts  to 
establish  the  worship  of  God. 

From  Durham  the  road  rises  by  a  very  easy  and  regular  as- 
cent to  the  ridge  of  the  Kaatskill  mountains,  here  divided  into 
two  arms  at  the  distance  of  more  than  twenty  miles  from  the 
Northernmost  of  the  three  principal  summits.  From  the  ridge, 
at  this  place,  are  seen  the  valley  of  the  Hudson,  Saddle  Moun- 
tain, and  the  Taghkannuc,  and  Green  Mountain  ranges.  This 
valley  is  here  at  least  forty  miles  wide.  Its  extent  Northward 
and  North-Eastward  is  vast ;  exhibiting  a  remarkable  specimen 
of  the  grandeur,  produced  by  amplitude  ;  but  is  not  ornamented, 
nor  even  relieved,  by  variegations  of  natural  or  artificial  beauty. 
To  the  West,  nothing  was  visible  but  huge  piles  of  mountains, 
separated  by  deep  and  narrow  vallies. 

Into  this  valley  our  road  descended  very  gradually  along  the 
declivity  of  the  Northern  ridge.  Here  we  found  a  few  lonely 
plantations,  recently  begun  upon  the  road.  The  Southern  ridge, 
or  rather  the  South-Western,  is  a  rude  and  lofty  mountain.  At 
the  bottom  runs  a  sprightly  mill-stream,  winding  in  several  pla- 
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ces  through  rich  intervals;  a  small  number  of  them  cleared,  and 
covered  with  flourishini;  verdure.  Occasionally  wc  passed  a 
cottage;  and  heard  the  distant  sound  of  an  axe,  and  of  a  human 
voice.  All  else  was  j^randeur,  gloom,  and  solitude.  The  moun- 
tains on  cither  hand  seemed  to  shut  out  the  few  inhabitants  of  the 
valley  from  the  rest  of  mankind.  If  1  can  conjecture  the  feelings 
of  a  Swiss,  and  the  habit>  which  he  must  he  supposed  to  derive 
from  the  circumstances  of  his  native  country,  I  should  believe, 
that,  in  this  spot,  he  might  easily  imagine  himself  to  be  still  in 
Switzerland. 

VVe  reached  our  destined  inn  soon  after  sunset.  It  was  kept 
by  a  plain,  but  very  friendly  and  obliging  Dutchman,  named 
Rechtmeyer;  who  had  been  planted  here  a  considerable  time ; 
and  had  an  excellent  f^irm  under  good  cultivation.  One  of  his 
sons  was  the  first  uneducated  Dutchman,  whom  1  have  heard 
speak  English  so  perfectly,  that  1  should  not  have  suspected  him 
to  have  been  of  Dutch  extraction. 

The  latter  part  of  our  journey  lay  in  the  township  of  Bristol, 
and  the  County  of  Schoharie.  It  was  incorporated  in  1797;  and 
contained  in  ICOO,  1,083  inhabitants. 

In  the  m(^rning,  September  25th,  we  proceeded  on  our  route 
through  a  part  of  Blenheim,  a  part  of  JelTerson,  a  corner  of  Stam- 
ford, and  through  the  townships  of  Harpersfield,  and  Kortright, 
to  Meredith :  thirty-seven  miles.  The  first  part  of  our  way  lay  in  the 
valley,  already  described.  The  Northern  ridge  receded  gradual- 
ly toward  the  North-)Vest:  the  Southern  continued  its  former 
Western  direction,  and  increased  its  height,  and  rudeness,  until  it 
terminated  on  Schoharie  creek  ;  eight  miles  from  Rechtmeyer's. 
When  we  arrived  at  the  creek,  we  found  the  bridge  swept  away 
by  a  late  flood.  T\\\s  stream  rises  in  the  neighbourhood  of  Kings- 
ton ;  and  runs  directly  North  to  the  Mohawk,  about  eighty  miles. 
Its  bed  is  deep,  and  rocky  ;  its  course  rapid  ;  and  its  waters  du- 
ring every  considerable  rain  swollen  instantaneously  by  torrents 
from  the  mountains  into  a  deluge.  Its  banks  for  a  great  distance 
are  formed  by  the  ends  of  these  eminences,  rising  on  both  sides  in 
a  long  succession,  and  abutting  upon  Ihe  river  in  the  form  of  huge 
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promontories.  The  appearance  of  these  heights,  and  of  the 
whole  neighbouring  region,  is  singularly  shaggy,  wild,  and  horrid; 
nor  is  the  prospect  cheered  by  a  smiling  object. 

We  were  necessitated  to  ford  the  river.  Happily  we  found  a 
waggoner  on  the  spot,  who  directed  us  to  a  place,  where  we 
crossed  it  without  much  difficulty.  On  the  opposite  bank,  how- 
ever, we  were  compelled  to  make  our  horses  climb  up  a  rocky 
precipice,  scarcely  practicable,  and  attended  with  no  small  dan- 
ger. 

From  the  Schoharie  we  entered  Blenheim  ;  ascending  a  moun- 
tainous acclivity,  near  three  miles  in  length.  This  township,  so 
far  as  it  was  visible  from  the  road,  we  found  an  almost  absolute 
forest;  as  we  afterwards  did  those  of  Jefferson  and  Stamford.  I 
can  scarcely  conceive,  that  an  agreeable  residence  will  ever  be 
found  in  either  of  these  places. 

Blenheim  was  incorporated  since  the  year  1790;  and  Jeffer- 
son, since  the  year  1800.  The  former  contained,  in  1800,  775 
inhabitants  ;  and,  in  1810,  1,319;  and  the  latter,  in  1810,  1,740. 
Stamford  was  incorporated  in  1792;  and  contained,  in  1800,  924 
inhabitants;  and,  in  1810,  1,658.  It  Hes  in  the  County  of  Dela- 
ware. In  this  part  of  our  road  we  crossed  two  of  the  head  waters 
the  river  which  bears  that  name;  and  found  them  mere  mill- 
brooks. 

Harpersfield,  which  is  in  the  same  County,  is  a  settlement  of 
some  standing.  The  surface  is  irregular ;  the  hills  are  sudden  : 
and  the  valleys  are  narrow.  The  face  of  the  country  is  much 
inferiour  in  beauty,  and  the  soil  in  fertility,  to  Durham.  The 
houses  are  comfortable;  and  the  inhabitants  have  built  them- 
selves a  decent  church,  added  to  it  a  steeple,  in  this  region  a 
singularity,  and  settled  a  Clergyman.  When  I  speak  of  a  Cler- 
gyman, with  any  qualification  in  the  phraseology,  I  always  intend 
a  man  regularly  educated  for  the  Ministry,  and  regularly  inducted 
into  that  office. 

In  the  year  1790,  Harpersfield  contained  1,726  inhabitants.  It 
was  then  an  extensive  tract  of  country,  and  belonged  to  the  Coun- 
ty of  Montgomery.     The  present  Harpersfield  contained,  in  1 800, 
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1,013  inhabitants;  and.  in  1810,  1.091.      It  is  now  in  the  County 
of  Delaware;  wliirh  ha'^  Ixtn  lormed  since  liiti  census  of  1790. 

All  the  hills  and  nioui. tains  in  tiiis  ^^•^ion,  run  from  South-East 
to  No^th-^VL'^t.  in  the  same  direction  with  the  Kaat-kill  ran^e  ; 
some  of  tiuMii,  however,  inclining  more  towards  the  North,  and 
others  towards  the  West.  It  i>  observed  by  Evans,  in  the  me- 
moir, accompanying  his  map  of  the  British  Colonies,  that  the 
Kaatskill  mountains  are  the  termination  of  the  Alleghany  range  ; 
and  that  the  country  AVestward  of  them  is  a  continued  plain,  of 
the  same  elevation  with  these  mountains.  These  assertions, 
which  originally  excited  in  my  mind  no  small  astonishment,  havo. 
been  extensively  believed,  as  well  as  often  repeated.  Nothing, 
however,  can  be  farther  from  the  truth. 

The  Kaatskill  mountains  are  a  range  of  lofty  eminences,  of  no 
great  breadth  ;  the  most  elevated  summits  of  which  are  far  high- 
er than  any  other  land  in  the  State.  Westward  of  them  the 
country,  throughout  a  considerable  extent,  is  a  rude  collection  of 
hills,  and  of  interjacent  vallies,  often  so  narrow,  and  deep,  as  strong- 
ly to  resemble  ravines.  The  loftiest  of  these  eminences  is  a  mere 
hillock,  compared  with  the  height  of  the  Kaatskill.  All  of  them, 
so  far  as  I  had  opportunity  to  observe,  run  in  a  North-Western 
direction,  at  right  angles  with  that  of  the  Alleghany  range.  The  Al- 
leghany range  terminates  near  the  head  waters  of  the  Genesee  riv- 
er, and  is  visible  from  the  great  Western  road  to  Niagara.  The 
space  between  the  Kaatskill  and  its  dependencies,  and  the  Allegha- 
ny range,  or  that  occupied  by  the  head  waters  of  the  Susquehan- 
nah,  is  filled  up  with  hills  and  vallies,  running  in  a  great  variety  ol 
directions;  so  great,  that  to  the  eye  on  elevated  ground  the 
whole  region  appears  to  be  a  mere  mass  of  confusion. 

From  Ilarpersfield  we  entered  Kortright.  The  settlements  on 
the  road,  in  this  township,  are  less  numerous  than  in  Harpers- 
field.  The  principal  of  them  is  formed  in  a  pleasant  valley, 
and  on  the  bordering  hills,  which  are  handsomely  arched,  hi 
such  objects  we  felt  not  a  little  intere^-^ted,  as  having  been  for 
some  time  strangers  to  them.  The  soil  and  the  houses  of  Kort 
right  differ  little   from   thos(>  in   IIarper.iln;ld.      W<'  saw  neithn 
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chiircli  nor  scliool-house.     In  1300,  Kortright  contained  1,513  in 
habitants,  and  in  1810,  2,993. 

From  Kortright  wo  entered  Meredith.  This  township,  as  to  its 
surface,  is  entirely  distinguished  from  every  other  on  this  road  ; 
being  formed  of  smotuh,  easy,  elegant  rising  grounds,  and  of  val- 
lies,  of  corresponding  ijcauty.  Durham  can  boast  of  liner  pros- 
pects, and  of  a  handsome  surface;  but  the  surface  in  Meredith  is 
far  more  inviting  to  the  eye  than  that  of  Durham. 

From  the  house  of  Mr.  I^aw,  a  handsome  mansion  in  the  cen- 
tre of  the  town,  tlie  prospect  stretches  to  the  South,  over  a  valley 
ultimately  bounded  by  mountains,  at  the  distance  of  thirty  miles; 
and  to  the  North,  over  another  valley,  which  extends  ten  miles. 
The  hill,  which  limits  the  Northern  prospect,  is  covered  with  a 
magnificent  growth  of  white  pines  ;  one  of  which,  having  fallen 
down,  was  measured  by  Mr.  Law,  and  was  found  to  be  two  hun- 
dred and  forty-seven  feet  in  length.  This  cluster  is  the  only  con- 
siderable one,  composed  of  full  grown  trees,  of  this  kind,  which  I 
have  seen.  A  few  years  since,  such  trees  w^ere  in  great  num- 
bers along  the  Northern  parts  of  Connecticut  river;  but  they  are 
now  very  generally  destroyed.  It  is  not  improbable,  that  the 
next  generation  may  never  see  a  white  pine  of  the  full  size ;  and 
may  regard  an  exact  account  of  this  noble  vegetable  production 
as  a  mere  fable. 

The  soil  of  this  township  is  rich ;  being  the  same  with  that, 
mentioned  heretofore  in  the  dcsciiption  of  Hartford.  We  saw 
oats,  here  six  feet  in  length  ;  and  were  informed  by  Mr.  Law  that 
they  frequently  grew  to  seven. 

The  central  parts  of  this  tovi^nship  labour  under  a  singular,  as 
well  as  very  great  inconvenience  ;  the  want  of  water  for  domes- 
tic uses.  Weils  have  been  dug  to  very  great  depths,  but  without 
any  success.* 

The  central  square  mile  in  Meredith  is  laid  out  in  lots,  of  a 
moderate  size,  for  the  accommodation  of  merchants,  mechanics, 
y.nd  others,  not  employed  in  farming.  The  turnpike  road,  which 
passes  through  the  middle  of  this  plat,  is  here  crossed  by  another 

*=  One  has  been  dug  since,  which  yields  a  tolerable  supply  of  water. 
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road,  passing  throui;h  the  middle  of  it,  also,  iVom  North  to  South. 
Around  ihc  point  oC  inttTscclion  i^  hiid  a  piibhc  S(piarc,  intended 
to  ho  tlic  site  ot'  a  chnrch.  an  academy,  town-house,  school-hou- 
ses, c^c.  The  i^round  is  naturally  handsome,  and  the  situation  very 
pleasant.  It  i<  not  improbable,  Iberefore,  that  on  this  spot  may 
be  hereafter  added  the  beaulies  of  art,  to  tho>e  which  it  derives 
from  nature.  For  these  advantai^es,  and  many  more  important 
ones,  which  will  seriously  contribiite  to  their  Tuture  prosperity, 
the  inhabitants  ot'  this  township  will  be  indebted  to  the  taste, 
good  sense,  and  good  principb  s.  of  I\lr.  Law  ;  almost  the  only 
person,  I  am  sorr}'  to  say,  who  in  directing  the  concerns  of  a 
new  settlement  has.  within  my  knowledge,  furnished  occasion  for 
remarks  of  ihis  nature. 

jMeredith  is  in  the  fullest  sense  a  new  settlement.  In  the  year 
1800,  it  contained  only  213  irdiabitants  ;  and  in  the  year  1810, 
726.  I'eculiar  efforts  have  l;cen  made  by  Mr.  Law  to  introduce 
into  Ibis  township  sober,  industrious,  virtuous  settlers.  In  this 
maimer  he  has  probably  secured  its  prosperity,  both  moral  and 
physical,  for  a  centurv.  Since  the  date  of  my  journal  the  iidiab- 
itants  have  built  an  academy,  in  which  they  assemble  for  public 
worship. 

In  the  morning  vc  left  Meredith,  and  pa-scd  through  Franklin, 
and  a  corner  of  Sidney,  to  Unadilla  :  twenty-eight  miles.  The 
first  part  of  our  road  throu^h  Meredith,  and  the  Eastern  part  of 
Franklin,  was  almost  wholly  a  forest.  As  soon  as  we  left  Meredith 
the  hills  began  to  be  steep,  and  rough  ;  and  the  country  to  lo^e  its 
beauty.  From  this  forbidding  tract  we  entered  a  settlement  on  tin 
Ouleout.  a  handsome  mill-strcram.  which  is  a  branch  of  the  Susijue- 
haimah.  The  valley,  through  which  it  runs,  extends  from  East  to 
West  a  considerable  distance.  The  borders  of  the  Ouleout  are 
in  a  long  succession  formed  by  rich  intervals,  divided  into  mead- 
ow and  arable,  and  covered  alternately  with  a  lively  verdure, 
and  good  crops  of  niaize.  and  other  species  of  corn  :  the  river 
winding  through  them  with  a  course  elegant  and  delightful.  The 
settlement  is  for  some  miles  a  thinly  built  village,  composed  of 
neat,  tidy  houses.     The  inhabitants  are  Baptists  and  Presbytcri- 


LETTER  I.  23 

ans.  One  of  these  classes  liad  raised,  and  was  building,  a  church. 
Every  thing  on  this  spot  indicated  prosperity.  Fronn  Meredith 
to  this  settlement  the  road  descended  with  a  disagreeable  rapidi- 
ty. Here  we  found  it  very  pleasant.  When  we  lelt  this  village 
it  became  again  disagreeable.  The  rapid  declension  was  renew- 
ed. The  country  wore  a  forbidding  aspect.  The  hills  were 
steep,  and  shaggy ;  and  the  vallies  narrow,  rude,  and  lean.  The 
houses,  also,  were  thinly  scattered  ;  and  many  of  them  denoted 
great  poverty.  Both  Franklin  and  Sidney  are  in  the  County  of 
Delaware.  In  the  year  1800,  Franklin  contained  1,390  inhabit- 
ants; and,  in  the  year  1810,  1,708.  Sidney,  in  the  year  1810, 
contained  1,388. 

When  we  arrived  at  the  Susquehannah,  we  found  the  only  inn- 
keeper on  the  Eastern  side  of  the  river  unable  to  furnish  us  a 
dinner.  To  obtain  this  indispensable  article,  we  were  obliged, 
therefore,  to  cross  the  river.  The  ferry-boat  was  gone.  The 
inhabitants  liad  been  some  time  employed  in  building  a  bridge ; 
but  it  was  unfinished,  and  impassable.  There  was  nothing  left 
us,  therefore,  but  to  cross  a  deep  and  rapid  ford.  Happily,  the 
bottom,  was  free  from  rocks  and  stones,  and  the  passage  from  the 
danger,  which  we  encountered  in  fording  the  Lower  Amonoosuc: 
a  stream  of  about  the  same  breadth,  and  depth,  as  the  Susque- 
hannah at  this  place. 

About  four  miles  from  the  ferry  we  came  to  an  inn,  kept  by  a 
Scotchman,  named  Hanna.  Within  this  distance  we  called  at 
several  others  ;  none  of  which  could  furnish  us  a  dinner.  I  call 
them  inns,  because  this  name  is  given  to  them  by  the  laws  of  the 
State ;  and  because  each  of  them  hung  out  a  sign,  challenging 
this  title.  But  the  law  has  nicknamed  them ;  and  the  signs 
are  liars.  It  is  said,  and  I  suppose  truly,  that  in  this  State 
any  man,  who  will  pay  for  an  inn-keeper's  license,  obtains  one  of 
course.  In  consequence  of  this  practice,  the  number  of  houses, 
which  bear  the  appellation,  is  already  enormous.  Too  many  of 
them  are  mere  dram-shops  ;  of  no  other  use,  than  to  deceive,  dis- 
appoint, and  vex,  travellers,  and  to  spread  little  circles  of  drunken- 
ness throughout  the  State.     The  government  probably  derives 
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from  Ihcm  a  sinali  pecuniarv  hciiclU;  l)ut  the  piiiposc,  Tor  wliicli 
the  license  is  given,  is  frustrated.  No  inquiries,  if  I  am  correctly 
informed,  are  made  conceniiiiLT  tlir  rharacter  of  tho-o,  to  whom 
I'ney  are  distributed.  Not  a  (|urstion  is  asked,  whether  they  are 
al)le,  or  unable,  to  entcrlain  tiaveihM's  ;  whether  (hey  are  men  of 
fair  n  [)Utaiion,  or  of  none.  No  system  is  formed  :  no  restric- 
tions are  prescribed.  The  object  is  left  to  chance  ;  and  the  li- 
censes are  offered  for  sale,  as  goods,  wares,  and  merchandize. 
The  effects  of  this  negligence  in  the  government  of  the  State,  are 
deplorable.  A  traveller,  after  passing  from  inn  to  inn  in  a  te- 
dious succession,  finds  that  he  can  get  nothing  for  his  horse,  and 
nothing  for  himself.  At  the  snme  time  he  is  molested,  by  night 
and  by  day.  by  a  collectic»n  of  dram-drinkers,  who  olTend  his  eye 
hv  (heir  drunkenness,  and  his  ear  with  their  profaneness,  and  ob- 
scenity :  while  they  prevent,  or  disturb  his  sleep,  by  the  noise 
and  riot  of  their  intoxication.  In  many  parts  of  this  State,  wheth- 
er the  object  of  the  traveller  be  food  or  lodging,  he  must  diligent- 
h  enquire,  at  a  suflicient  previous  distance,  for  a  comfortable 
place  of  entertainment ;  and  must  shorten,  or  lengthen,  his  jour- 
i]ev,  so  as  to  suit  these  indispensable  purposes. 

If  these  evils  resulted  merely  from  the  recent  settlement  of  the 
country,  they  certainly  ought  to  be  borne  without  a  complaint. 
Partially  this  is  the  cause.  But  they  arc  chiefly  owing  to  the 
multiplication  of  these  houses,  and  to  a  criminal  neglect  of  requi- 
riii'^the  proper  qualifications,  as  an  indispensable  pre-requisite  to 
giviuLr  th<3  license.  Were  only  one  inn  peimitted,  where  there 
are  now  five  or  six,  proj)er  houses  might  usually  be  selected;  suffi- 
cient custom  secured  to  enable  the  inn-k( cper  to  furnish  the  re- 
quisite accommodations  ;  and  the  traveller  find  a  supper,  and  a 
lodging,  where  now  he  can  obtain  luither  food,  nor  sleep. 

We  at  length  procured  a  diimer;  and  finding  no  house  at  a 
proper  distance,  when,*  we  could  be  lodged,  concluded  to  stay 
where  we  were.  Our  fare  was  indeed  bad  enough  ;  but  we  were 
sheltered  from  the  weather.  t»iii  imi-kee|Mr.  beside  fiirnishiiiL': 
us  with  such  other  accommodation-,  as  his  hou^e  aliorded,  added 
to  it  the  plea"»un'««  o(  \\\<  ronq>any  :   and   plainly  considered  him- 
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self  as  doiii^  us  no  small  fiivoiir.  In  that  peculiar  situation,  in 
which  the  tongue  vibrates  with  its  utnnost  ease  and  celerity,  he 
i;epeated  to  us  a  series  of  anecdotes,  dull,  and  vulgar  in  the  ex- 
treme. Yet  they  all  contained  a  seasoning,  which  was  exquisite: 
for  himself  was  in  every  case  the  hero  of  the  talc  :  and  the  mc- 
rum  sal  of  Athens  could  not  have  been  more  delightful.  7'o  add 
to  our  amusement,  he  called  for  the  poems  of  Allan  Ramsay  ;  and 
read  several  of  them  to  us  in  what  he  declared  to  be  the  true 
Scottish  pronunciation  ;  laughing  incessantly,  and  with  great  self 
complacency,  as  he  proceeded.  For  his  ability  to  read  in  this  man- 
ner, I  found  he  valued  himself  more  than  for  any  other  character- 
istic ;  and  he  often  declared  to  us,  that  he  had  found  but  one 
man  in  America,  who  could  read  the  Scottish  dialect  as  well  as 
himself.  The  man,  it  seems,  is  a  native  American  ;  and  for  this 
attainment  only,  was  held  by  our  landlord  in  extravagant  estima- 
tion. I  never  before  saw  a  Scotchman,  who  did  not  possess  a 
strong  attachment  to  his  native  country.  But  our  host  appeared 
to  value  Scotland  for  no  other  reason,  than  because  it  had  given 
birth  to  so  respectable  a  personage  as  himself. 

The  road,  on  which  we  had  travelled  since  we  left  Kaatskill, 
is  called  the  Susquehannah  turnpike.  It  commences  at  Kaatskill, 
and  terminates  at  Wattles's  ferry  ;  is  well  made  ;  but  passes  over 
ground,  too  uneven  to  be  pleasant.  A  new  turnpike  road  is  be- 
gun from  the  ferry  ;  and  intended  to  join  the  great  Western  road 
from  Utica,  either  at  Cayuga  bridge,  or  Canandagua.  This  route 
will  furnish  a  nearer  journey  to  Niagara  than  that,  which  is  used 
at  present. 

The  township  of  Sidney  terminates  at  the  river.  That,  in 
which  we  now  were,  is  named  Unadilla,  and  lies  in  the  County 
of  Otsego.  It  is  composed  of  rough  hills  and  vallies,  with  a  hand- 
some collection  of  intervals  along  the  Susquehannah.  On  a  re- 
markably ragged  eminence,  immediately  North-West  of  the  river, 
we  saw  the  first  oaks,  and  chesnuts,  after  leaving  the  neighbour- 
hood of  Kaatskill.  The  intervening  forests  were  beech,  maple, 
&c.  The  houses  in  Unadilla  were  scattered  along  the  road, 
which  runs  parallel  wiih  the  river.     The  settlement  is  new  ;  and 
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appears  like, most  otliers  of  a  similar  date.  Rafts,  containine; 
each,  from  twenty,  to  twenty-five  thousand  feet  of  boards,  are 
from  this  township  floated  down  the  Sus(juchannah  to  Baltimore. 
I'liadilla  contained  in  1800,  828  inhabi(:ints  ;  and,  in  1810,  1,430. 

'J'hursday,  Sep(.  J7th,  we  left  our  inn,  and  rode  through  Ox- 
ford township,  ami  No.  13  in  Norwicli.  to  the  Nortli  line  of  No. 
10  in  the  same  township,  I  presume,  also,  we  must  have  crossed 
a  corner  of  Jericho,  before  we  entered  Oxford;  but  as  I  am  ig- 
norant of  the  dividins;  line  between  these  townships,  may  easily 
have  mi-laken  this  fact.  The  whole  distance  was  thirty-one 
miles. 

The  lirst  two  miles  of  our  road  along  the  Susquehannah  were 
tok  rably  good  ;  and  with  a  little  labour  capable  of  being  excel- 
lent. We  then  crossed  the  Unadilla  :  a  river  somewhat  smaller, 
but  considerably  longer,  than  the  Susquehannah  proper;  quite  as 
deep  ;  and  as  diflicult  to  be  forded.  Our  course  to  this  river 
was  South-West.  We  then  turned  directly  North  along  the 
banks  of  the  Unadilla;  und,  travelling  over  a  ragged  hill,  passed 
through  a  noble  cluster  of  white  pines  ;  some  of  which,  though 
not  more  than  three  feet  in  diameter,  were,  as  1  judged,  not  less 
than  two  hundred  feet  in  height.  No  object  in  the  vegetable 
world  can  be  compared  with  this. 

The  way  which  we  were  advised  to  take,  was  an  obscure  path, 
cro.ssing  a  tract,  which  lay  in  an  acute  angle,  formed  by  the  com- 
mon road.  AVe  were  assured,  that  we  should  save  five  miles  out 
often,  of  our  distance.  About  five  miles  of  our  way,  we  had  no 
other  than  a  horse  track  ;  with  the  aid  of  which  we  crossed  two 
deep  vallies,  and  two  lofty  hills  :  the  last  of  them  a  mountainous 
height.  Our  path  was  alternately  miry,  rocky,  and  steep  ;  so 
steep  at  times,  as  to  oblige;  us  to  lead  our  horses.  To  add  to 
our  trouble,  we  were  several  times  at  a  loss  concerning  our  road  ; 
3nd,  the  country  being  an  absolute  forest,  were  unable  to  inquire. 

After  descendincr  \\ni  last  of  these  hills  we  found  the  common 
load,  on  the;  marifin  of  the  river  C'henango.  Here  we  soon  left 
the  township  of  Oxlord,  and  entered  that  of  Norwich.  In  this 
T>nrt  of  our  joiiiiu'v  wr  pa^si-d  throuirli  a  corner  of  Jericho,  and  the 
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whole  breadlli  of  Oxford  ;  both  of  llicm  in  tlic  County  of  Che- 
nango. I  have  already  exhibited  the  appearance  of  these  town- 
ships in  the  parts,  through  which  we  passed.  The  town  of  Ox- 
ford is  built  on  the  Chenango,  four  or  five  miles  West  of  our 
course.  It  is  said  to  be  a  pretty,  flourishing  village,  of  conside- 
rable size  and  business. 

Oxford  contained  in  1800,  1,405  inhabitants,  and  in  IGIO, 
:2,983.  Jericho  contained  in  1800,  939  inhabitants,  and  in  1810, 
1,608. 

Oxford  is  the  shire  town  of  this  County.*  The  soil  of  the 
township  appeared  generally  to  be  good. 

The  remainder  of  our  journey  lay  within  the  township  of  Nor- 
wich. A  township  in  this  State  you  will  remember,  is  a  very 
ditFerent  thing  from  what  the  same  word  indicates  in  New-Eng- 
land. There  it  denotes  a  tract,  often  less,  and  not  very  frequent- 
ly more,  than  six  miles  square.  Here  a  township  is  most  com- 
monly a  considerable  extent  of  country.  Windham,  for  instance, 
contains  more  than  one  third  of  the  County  of  Greene  ;  and  Ba- 
tavia,  almost  the  whole  County  of  Genessee  :  a  tract,  little  less 
than  the  State  of  Connecticut.  To  this  mode  of  division  the 
present  state  of  population  gives  birth.  As  inhabitants  of  town- 
ships, the  people  of  this  State  are  entitled  to  a  great  part  of  the 
privileges  and  subjected  to  a  great  part  of  the  duties  which  belong 
to  its  citizens.  For  this  reason,  whenever  a  sufficient  number 
of  persons  have  planted  themselves  in  a  given  tract,  of  such  ex- 
tent, that  they  can  act  without  serious  inconvenience  in  the  prop- 
er business  of  a  township,  such  a  tract  is  incorporated  for  this 
purpose.  When  you  read,  therefore,  in  these  letters,  that  a 
township  in  this  State  contains  several  thousand  inhabitants ;  you 
will  remember,  that  the  ground,  occupied  by  them,  is  in  most  in- 
stances of  sufficient  extent  to  form  several  such  townships  as 
those  in  Connecticut,  or  Massachusetts. 

Norwich,  through  which  la)  the  remainder  of  our  journe}^  this 
day,  contains  six  squares,  and  a  large  gore,  or  irregular  tract ; 
equal  in  the  whole  to  seven  New-England  townships.  The  parts, 
*  Norwich  is  now  the  shire  town.   (ISIS.") 
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throiiuh  wlin  li  \\c  (ravelled,  were  No.'s  15  and  10.  Our  road 
pass^cd  wholly  alon^  ihe  river  Chenaniro  ;  partly  on  intervals,  and 
partly  on  the  risini^  grounds,  by  win*  h  they  wcie  bordered.  The 
surface  was  ai^reeable  :  and  the  road  i^ood. 

This  river  is  little  less  than  the  Susquehannah.  before  its  junc- 
tion with  the  I'nadilla  ;  and  of  considerably  greater  lei^gth.  It 
rises  in  Cazenovia  ;  and,  running  a  South-Eastern,  Southern,  and 
South-\Vestern  course,  unites,  after  receiving  the  Tioghniogha, 
with  the  Susquehannah  between  the  townships  of  Chenango  and 
Inion.  It  is  a  beautiful  stream.  Two  ranges  of  hills  run  paral- 
lel with  its  course  for  a  i^reat  distance.  Between  them  spreads 
an  expansion,  composed  partly  of  declivities,  and  partly  of  inter- 
\als,  extending,  after  we  entered  i(,  more  than  ihirt\  miles  in 
length,  and  from  half  a  mile  to  two  or  three  miles  in  breadth. 
Down  the  river  it  extends  many  miles  farther.  The  part  of  this 
valley,  through  which  we  passed,  particularly  the  first  twenty 
miles,  is  much  more  beautiful  than  any  other  spot,  which  we  saw 
in  our  journey,  except  the  valley  of  the  Mohawk.  The  intervals, 
especially,  arc  possessed  of  all  the  elegance,  and  fertility,  found 
in  those,  which  lie  tar  up  Connecticut  river.  These  fine  grounds 
are  devoted  to  the  several  objects  of  cultivation,  suited  to  the  cli- 
mate; and  bountifully  reward  the  labours  of  the  husbandman. 
By  the  hills,  which  are  of  considerable  height,  handsomely  varied 
in  their  summits,  and  in  several  places  finely  tufted  with  groves 
of  white  pine,  this  region  is,  to  the  eye,  sequestered  from  the 
world.  Like  the  vale  of  Ca^hmire,  it  seems  capable  of  yielding, 
within  itself,  ample  means  of  happiness  to  a  great  number  of  vir- 
tuous inhabitant*.  At  a  future  period,  when  the  population  of 
these  States  shall  be  far  advanced,  men  of  intelligence  and  virtue 
may,  perhaps,  seek  a  retreat  from  the  folly,  bustle,  and  vice, 
which  haunt  the  residence  of  wealth  and  splendour,  in  the  beau- 
tiful vale  of  Chenango. 

We  fared  thi>  day  nnich  better  than  the  preceding. 

Norwich  was  incorporat(;d  in  1793.  In  1800.  the  number  of 
it:^  irdiabitants  was  2,219;  in  1810,  thai  part  of  it.  whirh  -till  re- 
tained the  nariK'.  ronlaiurd  J.o'jO. 
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Tuesday  moriiing,  Sept.  28th,  we  left  Norwich,  and  rode  to 
Cazenovia,  throu  ,di  the  townships  of  Sherburne  and  Hamilton  ; 
pursuing  our  course  along  the  Chenango  to  its  head  waters,  about 
sixteen  miles.  The  settlements,  here,  seemed  to  have  been  lit- 
tle more  than  beoun  ;  and  terminated,  soon  after  we  left  the  Che- 
nango, in  an  absolute  forest. 

Before  we  left  the  valley,  we  crossed  a  tract  of  muddy  road, 
such  as  1  formerly  described  in  the  account  of  Littleton.  After 
we  ascended  the  hills,  in  which  the  Chenango  finds  its  springs,  we 
struggled  through  six  or  eight  miles  more  :  the  mire  being  deep, 
and  encumbered  with  roots  and  stones.  These  hills  lie  partly  in 
Hamilton,  and  partly  in  Cazenovia.  They  are  rough,  and  un- 
pleasant. The  soil,  however,  is  good.  The  settlements  are  ab- 
solutely new;  and  the  inhabitants  are  labouring  under  all  the 
inconveniences,  and  hardships,  attendant  upon  the  difficult  task 
of  clearing  a  wilderness. 

Sherburne  contained  in  1800,  1,282;  and,  in,  1810,  2,488  in- 
habitants. Hamilton  contained  in  1800,  2,363;  and,  in  1810, 
2,220  inhabitants. 

Both  these  townships  have,  I  suppose,  been  divided  since  the 
year  1800;  and  both,  in  tracts  farther  Eastward,  have  considera- 
ble settlements.  The  County  of  Chenango,  also,  has  been  di- 
vided ;  and  the  Northern  division,  including  these  townships,  is 
named  the  County  of  Madison. 

Within  a  few  miles  of  the  town  of  Cazenovia,  the  face  of  the 
country  was  suddenly  changed.      The   steep  hills,  and  narrow 
vallies,  gave  place  to  a  succession  of  easy  rising  grounds,  and 
open   expansions.      To  us  this  change  was  peculiarly  pleasant 
We  were  wearied,  by  labouring  down  rapid  descents,  and  climb 
ing  steep  acclivities :  and  our  eyes,  long  straightened  in  their  ex 
cursions,  and  tired  by  a  confinement  to  the  same  disagreeable  ob 
jects.  were  delighted  with  being  able  to  expatiate  over  an  exten 
sive  region.     We  also  found  the  road  better,  and  a  chain  of  set 
tlements  continued  to   the  town   of  Cazenovia.     We  arrived  a 
sunset. 

Vol.  III.  5 
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The  liiiM'  WHS  |)r(  nliarlv  iinlorinnalc  A  roirimrnt  of  iiiilitirt. 
collrcto<l  from  the  sm  loiiiulini^  «M)iiiitr),  h:id  just  hocn  tlisnii<:soil, 
alh  I-  .1  icviow.  Manv  of"  the  o(Vi(  crs  and  soldiers  had  rome  from 
SIP  h  a  dislaiico,  (ha(  it  was  too  late  Tor  thiMn  to  return  home. 
The}  had,  therefore,  taken  lod<;ini;s  here  (or  the  ni^ht.  Tumult 
and  disorder  are  ineichMit  to  oeeasions  of  this  nature  ;  here  they 
were  increased  In  pn  iiliar  ein  uin^tanees.  'JMie  ollieers,  lately 
commanding  the  rrj^^iment.  were  men  o(  worth  and  n^putalion. 
They  po>«sessed  also  a  consiih  rahle  share  of  militar>  skill,  ^j>int, 
and  amhition.  I'ndcr  their  (li<ri|)jiiu>  the  re<;iine!it  had  become 
distinpuisluHJ  for  peculiar  im[)rovements  in  every  part  of  the  mili . 
tary  character;  and  had  prideil  itself  not  a  little  on  this  distinc- 
tion. AN  hen  these  ollieers  were  displaced  hy  the  government  of 
the  State,  all  the  non-(()mmi<>ioned  olhcers  in  th(^  regiment,  as  a 
testimony  oi'  thtMr  disgust,  resigiunl  (heir  plact>  ;  hut  their  rc- 
>ignation   was  not  accepted. 

The  iHwly  appointed  ollieers  were  of  opposite  politics,  and  as 
opposite  characters.  'J'hey  were,  as  we  were  informed,  destitute 
of  all  military  knowledge,  and  ignorant  even  of  the  most  ordinary 
exercise.  NVhen  they  tirst  appeared  upon  the  parade,  the  soldier? 
professed  to  be  wholly  unac«piainle(l  with  (heir  dtity.  and  inten- 
tionally p(  rformed  eveiy  manoMivre  in  the  most  a\\kward  and 
impro])er  manner.  At  length,  the  ollieers.  mortified  beyond  ex- 
pression, besought  them  in  terms  of  very  humble  supplication  to 
do  their  duty.  The  soltliers  replied,  that  if  the  ollieers  would  be 
>o  good  as  to  teach  them  how  it  should  be  done,  they  would  read- 
ily obey  their  instructions.  This,  however,  the  soldiers  well 
knew  they  were  unable  (o  do.  The  evil  was,  then^fore,  without 
remed>'. 

The  troop,  attached  to  this  regiment  :  a  fine,  volunteer  com- 
pany of  young  men.  dre>>etl  in  a  hand<;ome  unitorm.  u  ell  accou- 
tred and  well  mounted;  refused  absolutely  to  obey  the  new  offi- 
cers; and  compelled  the  government  o(  the  State,  either  to  dis- 
band them,  or  continue  their  former  oflicers  in  command.  The 
latter  part  of  the  alternative  the  government  chose,  as  the  Ies5 
evil  ;  not  imj)r(»b[d)!\  bccau-e  it  would  hazard  the  loss  of  the  few- 
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est  votes.  These  men,  therefore,  still  held  their  commissions, 
except,  perhaps,  the  captain.  At  his  house  the  troop  had  this 
day  engaged  a  dinner.  But,  when  they  found,  that  the  field  otli- 
cers  of  the  regiment  were  to  dine  at  the  same  table,  and  to  take 
precedency  of  their  own  officers,  they  withdrew,  to  a  man. 

This  little  tale  exhibits,  in  a  clear  light,  the  depraving  efficacy 
of  ambition  on  the  minds  of  those,  who  are  seized  by  the  love  of 
place  and  power.  Nothing  could  more  forcibly  display  the  grov- 
elling tendency  of  this  character,  than  the  measures  adopted  by 
the  government  of  the  State  on  this  occasion. 

Such  expedients,  as  these,  rend  asunder  the  sinews  of  govern- 
ment. Subjects  cannot  tail  to  discern  in  them  the  selfishness,  in- 
justice, and  tolly,  of  their  rulers.  The  law  loses  its  dominion  ;  and 
the  government,  its  utility.  The  contempt,  and  reprobation,  di- 
rected immediately  to  those  who  are  appointed,  are  instinctively 
transferred  to  those  who  appoint;  and  from  the  officer,  to  the 
law,  under  which  he  acts.  Besides,  the  concessions,  here  made 
by  the  magjistrate.  were  made  to  revolt;  and  can  terminate  in 
nothing  but  the  encouragement  of  disobedience.  The  govern- 
ment, which  thus  yields,  will  soon  be  obliged  to  yield  regularly ; 
and  at  no  great  distance  of  time  will  be  a  government  in  name 
only. 

I  shall  not  now  descant  on  the  morality,  and  policy,  of  reward- 
ing with  offices  of  trust,  and  profit,  those  who  are  of  our  party, 
merely  because  they  are  ot  our  parti/ ;  or  those,  who  support  our 
political  advancement,  merely  because  they  support  it.  This 
subject  I  may.  perhaps,  resume  at  another  time.  At  present,  1 
shall  only  observe,  that  it  is  a  prostitution,  alike,  of  princip^le  and 
decency :  and  that  within  a  moderate  period  it  may  subvert  the 
freedom  of  any  country. 

We  arrived,  when  the  contusion,  to  which  I  have  alluded,  was 
at  its  height ;  and  ibund  the  only  inns  in  the  town  preoccupied. 

Mr.  B .  a  respectable  inhabitant  of  this  town,  having  become 

acquainted  with  our  situation,  very  politely  invited  us  to  his  house; 
where  we  found  e^  ery  proof  of  refined  hospitality,  and  spent  the 
evening  in  the  company  of  intelligent.  tViendly,  and  well-bred 
gentlemen. 
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The  town  of  Cazenovia  is  a  j)ictt}  settlement,  built  on  the 
South-Easlrrn  (juarter  of  a  small  lake,  bearing  the  same  name. 
Tliis  beautiful  piece  of  water  is  about  four  miles  in  length  from 
North  to  South,  and  from  half  to  perhaps  three-quarters  of  a  mile 
in  breadth.  A  mill-stream  enters  it  at  the  Southern  end;  and, 
passing  through  it.  carries  its  waters  onward  to  the  Oneida  lake. 
It  is  principally  supplied  by  subjacent  springs.  Its  temperature 
is.  then.'fore,  cool,  and  its  waters  are  salubrious. 

The  houses  in  this  town  are  chiefly  built  on  a  single  street,  run- 
ning from  East  to  West.  Generally  they  arc  decent,  and  some 
of  them,  neat.  Col.  Lincklaen,  a  native  of  Holland,  and  agent 
of  what  is  here  called  the  Holland  company,  has  built  a  handsome 
seat,  with  pretty  appendages,  on  the  Eastern  border  of  the  lake. 

By  this  gentleman,  1  was  informed,  that  a  considerable  part  of 
the  lauds,  which  had  been  sold  under  his  agency,  had  already 
gone  through  the  hands  of  several  successive  proprietors.  What 
is  true  of  these  lands  is  extensively  true  of  the  whole  of  what  is 
called  the  Western  Country  of  this  State.  The  persons,  by  whom 
these  lands  arc  purchased,  have,  in  many  instances,  been  of  the 
class,  which  I  have  menti(^ned  before  as  pioneeis,  or  foresters. 
7'he  character  of  these  people,  and  the  manner  in  which  they 
conduct  the  business  of  forming  plantations  in  the  wilderness,  I 
have  heretofore  exhibited.  To  that  exhibition  I  shall  add  noth- 
ing here,  except  that,  when  they  have  sold  their  tirst  farm,  they 
purchase,  and  sell,  in  the  same  manner  a  second,  a  third,  and 
som(ttimes  a  fourth;  and  (hat  their  progress  from  East  to  West, 
removes,  and  has  already  removed  them,  from  New-England  to 
New-York,  from  New-York  (o  the  State  of  Ohio,  and  from  the 
State  of  Ohio  to  Louisiana.  In  this  manner  Ihe  strong  columns 
of  civilized  men  regularly  push  before  them  these  Arabian  troops  ; 
and  will  at  no  great  distance  of  time  follow  them  to  to  the  Pacific 
Ocean.  I  am,  Sir,  yours,  <Sic. 
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Holland  Company — Face  of  tlie  country  from  Sullivan  to  Canandagua — Manilas — 
Varieties  of  names  given  to  townships — Onondaga — Salt  Spring;;, — Marcellus — 
Early  fall  o(  Snow — Skeneateles  Lake — Aurelius — Cayuga  Bridge — Accouat  of 
Lakes  in  this  region — Junius — Geneva — Seneca  Lake. 

Dear  Sir, 

The  Holland  Company  originally  purchased  in  this  vicinity 
60.000  acres  of  land;  a  large  tract  in  the  neighbourhood  of 
Whitesborough,  lying  about  tifty  miles  North-Eastward  from  Caz- 
enovia ;  and  almost  the  whole  County  of  Genesee,  at  the  West- 
ern end  of  this  State.  I  have  already  mentioned,  that  they  have 
also  made  a  considerable  purchase  in  the  Western  parts  of  Penn- 
sylvania. Their  whole  possessions  in  these  two  States  are  con- 
siderably more  extensive  than  Connecticut. 

Saturday,  Sept.  29th,  we  left  our  hospitable  friends  at  Cazenovia; 
and  proceeded  through  the  townships  of  iVIanlius,and  Onondaga,  to 
Marcellus :  thirty  one  miles.  For  three  miles  our  road  lay  along 
the  beautiful  lake,  which  I  have  mentioned,  and  was  very  pleas- 
ant. It  ought  to  be  remarked,  that  the  fever  and  ague  is  here 
unknown  ;  and  that  the  soil  of  this  neighbourhood  is  rich. 

The  Cazenovia  road  joins  the  Western  turnpike,  as  it  is  here 
called,  (that  is,  the  great  road  from  Utica  to  Canandagua)  at  the 
distance  of  four  miles ;  and  in  the  centre  of  a  pretty  settlement, 
in  the  township  of  Manlius.  Here  our  travelling  inconveniences 
chiefly  vanished.  The  road  was  excellent ;  the  surtace  smooth; 
and  the  settlement,  though  nearly  of  the  same  date,  was  much 
farther  advanced.  The  houses  were  better;  and  were  surround- 
ed with  more  conveniences.  Fruit-trees  also  abounded  ;  and 
among  them  the  peach,  growing  and  bearing,  with  the  utmost  lux- 
uriance. Indeed  from  Cazenovia  onward  the  appearance  of  the 
country  ditfercd  less  from  that  of  the  ancient  settlements  in  New- 
England,  than  from  that  of  the  country,  through  which  we  had 
lately  passed.  Still  there  are  intermingled  many  proofs,  that  it 
had  been  recentlv  settled. 
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The  houses,  visible  from  this  road,  generally  stand  on  its  sides, 
and  have  been  l)uilt  within  tiie  last  fifteen  years;  most  of  them 
indeed,  williin  (on.  Tlie  changes,  made  here  during  this  period. 
arc  'greater,  than  anv  person,  who  has  not  been  an  eyowitness  of 
thcni  will  believe  ;  and  greater,  I  suspect  than  any  which  have 
taken  place  in  the  United  States  during  an  equal  length  of  time. 
I  think  it  may  be  fairly  questioned  whether  they  have  ever  been 
paralleled  in  the  world. 

As  this  country  ditVers  materially  from  any  other  through  which 
f  have  passed;  it  will  be  necessary  to  exhibit  it  in  a  general  de- 
scription ;  particularly,  because  an  extensive  sameness  spreads 
over  it,  and  few  of  those  distinctive  features,  which  divide  other 
tracts  into  minuter  portions,  are  found  here. 

The  surface  from  Sullivan  to  the  Western  limit  of  Canandagua, 
(beyond  which  a  sensible  alteration  begins,)  is  made  up  of  hills, 
vallies,  and  plains.*  In  this  description,  I  include  about  twenty 
miles  on  each  side  of  the  road,  so  far  as  that  extent  was  visible 
on  our  route.  Throughout  the  whole  tract  I  do  not  remember  a 
single  mountain,  except  two  or  three,  of  a  moderate  height,  at 
the  distance  of  fifteen  or  twenty  miles  on  the  South.  None  of 
the  hills  are  high;  nor  are  they,  except  in  very  few  instances,  of 
a  rapid  ascent.  Each  hill  may  be  conceived  of  in  the  following 
manner.  When  you  ascend  from  a  valley  to  the  top,  you  behold 
a  vast  plain  spread  before  you,  and  on  both  hands,  where  the 
view  is  uninterrupted  except  by  forests.  These  plains  are  not 
indeed  without  inequalities  ;  but  they  are  such,  as  make  little  im- 
pression on  the  eye.  The  traveller  passes  over  them  with  sensa- 
tion«,  diff'-ring  vcTy  little  from  those,  which  are  excited  by  a  sur- 
face absohitely  level  ;  and  they  often  extend  from  six  or  eight  to 
twelve  or  fourteen  miles.  Descending  into  a  valley  he  finds  a 
long  continued  hollow,  reaching  in  length  a  great  distance,  and  in 
its  appearance  semi-cylindrical,  except  that  it  is  llattcned  at  the 
bottom,  'i'he  heights  of  (he  hills  on  either  side  arc  limit(Ml  by  a 
line  nearly  horizontal:  exactly  resemble  each  other:  and  >tretch 
many  miles  North  and  Soulli  of  the  road.     As  he  passes  ot.ward 

*  Sullivan  is  ininicui;ittly  North  ol  Cazciiovia,  auJ  En^t  of  Mauliu?. 
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ilay  after  day,  he  will  find  the  streams  the  lakes,  aiul  the  villages, 
to  be  almost  the  only  variations  from  this  picture.  Not  an  inter- 
val except  in  two  spots,  not  an  arched,  or  pointed  summit,  a  round, 
or  conical,  hill  ;  a  cliff,  or  a  precipice  ;  was  visible,  from  Utica 
to  BuiFaloe  Creek ;  a  distance  of  two  hundred  miles  ;  except  a 
small  tract  of  undulating  country  in  Bloomfield  and  Charleston, 
to  be  mentioned  hereafter.  The  traveller,  can,  therefore,  fmd 
no  difficulties  presented  by  the  surface  ;  nor  the  farmer  any  se- 
rious hindrances  to  his  cultivation.  But  the  man  of  taste  will 
find  those  varieties  wanting,  which  have  delighted  his  eye  in  other 
regions  ;  and  the  poet,  and  the  painter,  will  seek  in  vain  for  those 
objects,  which  they  have  been  accustomed  to  behold  under  the 
influence  of  fascination  ;  and  to  depict  with  enthusiasm  and  rap- 
ture. The  phrase,  beautiful  country,  as  used  here,  means  appro- 
priately, and  almost  only,  lands  suited  to  the  purposes  of  husband- 
ry :  and  has  scarcely  a  remote  reference  to  beauty  of  landscape. 
When  w^e  first  entered  this  region,  after  having  escaped  from  the 
rude  hills,  which  surround  the  head  waters  of  the  Chenango,  we 
were  not  a  little  gratified ;  but  before  we  had  travelled  in  it  a  sin- 
gle day,  it  became  dull  and  wearisome. 

Of  the  progress,  which  has  been  made  in  settling  this  country, 
you  may  form  tolerably  correct  apprehensions  from  the  following 
account.  There  are  a  few  instances,  in  which  the  forests  extend 
on  the  road  four,  five  and  six  miles.  On  the  Seneca  river  we 
found  one  spreading  perhaps  seven  or  eight.  Frequently  they 
occupy  small  distances.  The  settlements  are  either  villages  ; 
hamlets ;  or  long  continued  lines  of  farm-houses,  distant  from 
each  other,  an  eighth,  a  fourth,  a  half,  and  sometimes  three 
fourths  of  a  mile.  The  villages  are  few  ;  the  hamlets  are  more 
numerous ;  but  the  extent  is  chiefly  occupied  by  these  lines  of 
farm-houses.  There  is  nothing,  which  can  be  called  a  town,  ex- 
cept Geneva  and  Canandagua. 

The  houses  throughout  this  tract  are  almost  universally  of 
wood;  many  of  one,  and  many  of  two  stories.  A  great  number 
of  them  are  decent  buildings ;  many  are  neat ;  and  some  are 
handsome.  Taken  together,  they  exceeded  my  most  sanguine 
expectations. 
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On  the  borders  of  a  mill-stream,  and  around  ihe  mill  erected, 
upon  it,  thore  is  refxiilarly  a  small  cluster  of  houses.  Tiireo  such 
-trrams  \n;iI(M-  the  town-hip  of  Maiiliu*^.  The  road  is  hned  with 
farms,  and  houses,  throuuhout.  The  soil  is  good  ;  and  the  fields 
are  in  a  good  state  of  cultivation. 

Manlius  was  incorporated  in  1791  ;  and  is  the  hrst  township  in 
this  quarter,  beloui^in^  to  the  County  of  Onondai^a  ;  and  in  this 
quarter,  also,  the  tirst  of  those,  called  the  military  townships. 
These,  composing  the  three  Counties  of  Onondaga,  Cayuga,  and 
Seneca,  contain  a  million  and  a  half  of  acres;  and  were  given, 
after  the  close  of  the  Revolutionary  war^  to  the  oflicers  and  sol- 
diers belont{inii  to  the  State  of  New-York.  The  number  of  these 
townships  is  twenty-live;  and  each  contains,  sixty  thousand  acres. 
\V'ithin  them,  however,  are  two  considerable  reservations  :  one 
belonging  to  ihe  Onondaga,  and  the  other,  to  the  Cayuga,  Indians. 
This  tract,  generally  considered,  is  one  of  the  best  in  the  West- 
ern country. 

There   is  something  singular,   and    I   think   ludicrous,  in   the 
names,  given  to  townships  in  dilTerent  parts  of  this  country.     In 
the  tract  under  consideration,  they  are  chiefly  derived  from  an- 
cient heroes.     This  may  be  considered  as  characteristical  of  the 
nature  of  the  grant,  and  the  spirit  of  those,  to  whom  it  was  made. 
To  exhibit  their  love  of  learning  and  wisdom,  they  have  added  to 
these  the  names  of  Solon,  Tully,  Locke,  Cato,  Cicero,  and  Galen; 
and,  to  evince  their  taste  for  poetry,  they  have  annexed  those  of 
Flomer,  Virgil,   Ovid,  Milton,  and  Dryden.      In  the  County  of 
Tio^ia.  which  lies  directly  South  of  the  military  tract,  we  are 
presented  with  a  new  set  of  names;  such  as  Oghquaga,  Chenan 
go,  Tioga,  Owego,  Chemung,  <kc.      In  the  County  of  Oneida  we 
find  the  names  of  Arcadia,  Ilybla,  Penelope,  Lucretia,  Pomona 
Flora,  and   Rurabella;  and  in  the  County  of  Herkimer,  immedi 
ately  East  of  that,  we  have  Unanimity,  Frugality,  Persev(*rancc 
Sobriety,  Enterprise,  Industry,   Economy,   and  Regularity.     In 
the  County  of  St.  Lawrence,  North  of  these,  we  find  another  set 
Kilkenny,  Killarney,  Killdare.  Ballybcen,  Ennis,  St.  Patrick,  and 
Crumack.     In  another  spot,  still,  we  have  the  following  cluster 
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Coeyman's,  Guilderlandt,  Watervliel,  Boght,  Coxsackie,  Cobbles- 
hill,  and  Schoharie.  I  think  you  will  aij:ree  with  me,  that  all 
these  could  not  have  come  together  by  any  common  means;  nor 
in  the  exercise  of  that  ingenuity,  which  falls  to  the  share  of  or- 
dinary men. 

Manlius  contained  in  the  year  1800,  989  inhabitants  ;  and,  in 
1810,  3,821. 

The  township  of  Onondaga  is  composed  of  a  remarkable  valley, 
called  Onondaga  Hollow,  and  the  flat  hills  on  both  sides.  On 
the  Eastern  elevation  the  soil  is  inferiour  to  that  of  Manlius;  and, 
what  we  had  not  seen  since  we  left  Unadilla,  is  covered  with  a 
forest  of  oaks. 

Onondaga  Hollow  is  a  deep  valley,  or,  to  describe  it  more  ex- 
actly, a  plain,  sunk  far  below  the  level  of  the  bordering  country. 
The  limit,  at  the  base  of  the  hills  on  each  side,  is  almost  abso- 
lutely straight ;  and  therefore  remote  from  beauty.  The  bottom 
is  a  level,  nearly  perfect;  and  was  originally  a  lean,  shrub  oak 
plain.  Its  breadth  is  more  than  three  fourths  of  a  mile.  On  the 
South  it  has  a  boundary  of  distant  hills  :  on  the  North  it  is  unlimit- 
ed. Through  the  middle  of  it  runs  Onondaga  creek  ;  which  emp- 
ties its  waters  into  a  lake,  bearing  the  same  name,  and  is  here 
crossed  on  a  good  bridge.  What  is  singular  in  this  countr} ,  it  is 
bordered  for  a  considerable  distance  by  two  narrow,  ribbon-like 
intervals.    . 

Within  this  township  are  the  celebrated  springs,  called  the 
Onondaga  salt-springs ;  scarcely  rivalled  in  the  world,  if  they  are 
at  all  rivalled,  in  their  utility  to  mankind.  These  springs  rise  in 
a  marsh  at  the  head  of  Onondaga  Lake,  sometimes  called  from 
them  the  Salt  Lake.*  This  piece  of  water  is  about  seven  miles 
long,  and,  where  widest,  three  broad.  It  is  very  deep.  The 
water  on  the  surface  is  perfectly  fresh  ;  but  at  a  moderate  distance 
beneath  is  salt.  The  cause  of  this  fact  is  obvious.  The  lake  re- 
ceives its  waters  from  both   fresh  and   salt  sources ;  and   the  salt 

*  This  account  of  the  salt-sprins^s  I  have  derived  from  a  memoir  of  Benjamin  De 
Witt,  Esq.  M.  D.  and  from  the  verbal  information  of  Mr.  Byington,  of  the  company 
of  Wood  and  Byington,  principal  occupants  of  the  salt-works  at  this  time.  [1804.] 
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wa(er  being  spocilkallv  hcavitr,  suljsides.  Accordiu;^  lo  iJr.  De 
Witt's  estimate,  taking  the  specitic  gravity  of  rain  wat»  r  at  I.  that 
of  these  springs  is  from  1*078  to  I'llO.  The  temperature  is 
from  .50^  to  53^-,  and  that  of  the  lighlrst  and  the  heaviest  was  the 
same. 

The  water  of  these  spring-  is  remaiKahly  impregnated  with 
salt.  Fifty  gallons  yield,  by  boiling,  a  bushel  of  ^aH,  weighing 
tifty-six  pounds.      It  contains  a  ctinsiderably  quantity  of  lime. 

'l\]v  bead  of  the  lake  i';  surrounded  for  some  distance  by 
mar-by  ground  ;  interspersed  with  a  few  trees  and  bushes,  and 
abounding  in  flags  and  wild  grass.  IMie  salt-springs  issue  chiefly 
from  the  marsh,  near  the  banks  by  which  it  is  enclosed,  and  at 
various  distances  from  the  waters  of  the  lake.  I'he  principal 
springs,  which  are  most  higbly  impregnated  with  salt,  and  which 
supply  the  greater  number  of  the  manufactories  at  present  es- 
tablished, issue  from  the  mur-ii  in  a  group,  at  the  foot  of  the  de- 
clivity, commonly  called  the  Salt  Point;  near  the  spot  where 
the  Onondaga  creek  joins  the  lake.  On  this  point  is  built  the 
village  of  Salina.  There  are  many  other  salt  springs  in  different 
parts  of  th(i  marsh  ;  some,  along  the  shores  of  the  lake,  several 
miles  farther  down  ;  and  others,  at  a  considerable  distance  up  the 
creek.  All  these  are  not,  however,  equally  replenished  with 
this  mineral. 

These  springs  issue  perpendicularly  from  the  marsh  through 
small  orifices.  The  water  is  conveyed  into  cisterns;  and  thence 
into  pot-ash  kettles,  containing  generally  about  eighty  gallons, 
and  placed  over  furnaces.  W  hen  they  are  fdled,  they  are  made 
to  boil  briskly,  until  the  lime  is  deposited,  and  ri'moved.  The 
salt  then  begins  to  crystallize  ;  and  the  boiling  is  sidFered  lo  pro- 
ceed gently,  until  the  water  is  chiefly  evaporated.  The  salt  is 
then  taken  out,  and  drainrd  dry. 

Dr.  l)e  Witt  obtained  from  half  a  pint  of  this  water,  1  ;J  oz. 
Averdupois  of  salt,  and  2G  gr.  of  calcareous  earth.  A  gallon  of 
the  water,  therefore,  contains  8,816  gr.  or  20  oz.  and  76  gr.  of 
salt,  and  416  gr.  of  calcareous  earth.  y\ccordinLj  to  this  experi- 
ment,  this  water  contains  more  than  one  sixth  of  its  own  weight 
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in  salt.  It  also  includes  carbonic  acid  gas,  and  a  snnall  quantity 
of  the  sulphuric  acid. 

Mr.  Byington  informed  me,  that  the  customary  estimate  of  the 
salt,  actually  obtained  in  the  works,  was  56  pounds  of  salt  from  50 
gallons  of  water.  This  is  believed  to  be  the  strongest  natural 
brine,  hitherto  found  in  the  world.  Dr.  De  Witt  supposed  the 
water  to  be  impregnated  almost  to  saturation.  Mr.  Byington 
told  me  that  salt  could  not  be  dissolved  in  it,  except  in  exceed- 
ingly small  quantities. 

The  latter  of  these  gentlemen,  also,  informed  me,  that  the 
quantity  of  salt,  made  in  the  year  1803,  amounted  to  96,000  bush- 
els ;  and  that  in  1804  it  would  extend  to  100,000.  A  duty  of 
four  cents  on  the  bushel  is  paid  to  the  State. 

This  salt  is  forbidden  by  law  to  be  sold  for  more  than  sixty 
cents  per  bushel.  Nothwithstanding  the  expense  of  transporta- 
tion, therefore,  it  is  obtained  on  very  moderate  terms  by  all  the 
inhabitants  of  the  Western  country,  even  at  the  greatest  distance. 
Nor  is  this  all.  The  regions  round  the  lakes  Ontario,  Erie,  and 
Huron,  are  supplied  with  salt  from  these  springs.  Even  this  is 
not  all.  Messrs.  Wood  and  Byington  have  contracted  to  furnish 
the  merchants  in  Pittsburgh,  (Penn.)  with  4000  barrels,  contain- 
ing five  bushels  each,  in  the  years  1805,  1806,  and  1807.  This 
is  to  be  delivered  by  the  contractors  at  Oswego,  near  the  South- 
Eastern  corner  of  Lake  Ontario.  The  transportation  from  the 
springs  to  this  place  is  wholly  by  water,  except  twenty  yards.  At 
Oswego  it  will  be  shipped  for  Queenstown  •,  and  thence  convey- 
ed by  land  eight  miles  to  Chippewa.  There  it  will  be  shipped 
again  for  Presque  Isle,  on  the  South-Eastern  shore  of  Lake  Erie. 
Thence  it  will  be  transported  by  land  to  Le  Boeuf,  by  a  portage 
of  fifteen  miles ;  and  thence,  by  French  creek,  and  Alleghany 
river,  to  Pittsburgh.  From  Pittsburgh  it  will  be  conveyed  as 
far  as  the  falls  of  the  Ohio,  for  the  general  supply  of  the  inhabit- 
ants on  both  sides  of  that  river. 

From  these  facts  you  will  learn  the  importance  of  these  springs; 
and  will  naturally  ask  whether  they  are  so  copious  as  to  supply- 
such  an  extent  of  country  ;  especially  when  it  shall  be  generally 
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iiiliahiled.  I  answer  willioiit  hesilation,  that  the  quantity  of 
water  i^  sufficient  for  the  whole  of  the  tract,  to  which  I  have  re- 
hrntJ.  The  deticiency,  if  it  exist,  will  not  he  found  in  the  quan- 
tity of  water,  but  in  the  difficulty  of  maiiufacturin*^  it  into  salt. 
I'his  is  accomplished  hy  boilint^;  find  demand-,  even  on  tlie  pres- 
ent scale,  a  vvvy  i^reat  (piaiitily  of  fuel.  The  wood  in  the  vicin- 
ity is  already  constnned  ;  and  must  even  now  be  transported  from 
a  distance,  which  very  seriously  enhances  the  expense  of  the  pro- 
cess. Should  the  sanne  mode  be  pursued,  therefore,  for  any 
great  length  of  time,  the  price  of  the  salt  itself  must  be  material- 
ly increased. 

1  proposf'd  to  Mr.  Byin^^ton  to  adopt  the  process,  in  use  on  the 
peninsula  of  Cape  Cod.  and  Ibrmerly  described  in  these  letters. 
After  1  had  explained  it,  he  was  so  well  satisfied  of  its  expedien- 
cy, that  he  determined  to  put  it  in  practice.  Whether  the  attempt 
has  been  made,  1  am  ignorant.  7'he  only  obstacle  to  its  success, 
within  my  knowledge,  is  the  occasional  wetness  of  the  seasons  in 
this  rf'irion.  But.  allowins:  to  this  consideration  all  the  importance, 
which  it  could  claim,  I  am  convinced,  that  it  will  prove  much  more 
convenient,  salubrious,  and  less  expensive,  than  the  present  mode. 

One  of  the  greatest  evils,  attending  this  business,  is  the  un- 
healthiness  of  the  tract,  bordering  on  the  springs.  One  period 
of  the  year  is  proverbially  styled,  here,  the  sickly  season;  at  which 
a  considerable  number  of  the  workmen  die  annually.  The  evil 
is  attended,  and  probably  increased,  by  another:  viz.  the  con- 
sumption of  ardent  spirits  by  the  workmen.  From  a  conviction, 
that  these  furnish  tlic  greatest  security  against  the  dangers  of  the 
climate,  these  unlutppy  people  use  them  so  licentiously,  as  in 
ronsiderable  numbers  to  become  drunkards. 

The  sickliness  of  this  spot  is  rationally  believed  to  flow  from 
the  putrefaction  of  the  waters  in  the  marsh.  These  are  salt  water 
dihited  by  fresh  :  a  compound,  which  in  the  hot  season  becomes 
more-  suddcidy,  and  entirely,  putrid,  than  either  of  them  would 
\n\  if  unmi\(  (I.  The  smell,  in  the  warm  s«"ason,  is  extremely  of- 
iVnsive;  and  fill.-  the  jitmo<phere  of  the  vicinity.  The  diseases, 
nliic  h  prevail  lure,  are  the  lever  and  ague  in  the  spring,  and  the 
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bilious  remittent  in  the  aiitiunn.  It  is  a  melancholy  reflection, 
that  so  much  vice,  and  so  great  a  waste  of  human  life,  should  be 
incident  to  the  acquisition  of  this  necessary  article.  Should  the 
other  process  be  adopted  ;  a  sixth  part  of  the  hands,  now  em- 
ployed, and  a  sixth  part  of  the  time  even  of  these,  would  proba- 
bly compass  the  object.  On  both  accounts  the  exposure  would 
be  proportionally  less;  and  the  vice  would  undoubtedly  be  les- 
sened with  the  exposure. 

The  mines,  from  which  these  springs  derive  their  salt,  must,  I 
think,  be  near  :  otherwise  they  would  be  more  diluted  with  the 
fresh  water  of  other  subterranean  streams.  The  attempts,  made 
to  explore  them,  have,  however,  furnished  no  prospect  of  obtain- 
ing the  salt  in  mass. 

Other  salt-springs,  of  considerable  importance,  have  been  dis- 
covered in  different  parts  of  this  State,  viz.  in  the  Counties  of 
Cayuga,  Seneca,  Ontario,  and  Genesee.  The  quantity  of  salt 
furnished  by  all  these  sources  in  1811,  was  the  following. 

Bushels. 
Onondaga,  -  -  -  453,840 

Cayuga.  -  .  -  .         54,000 

Seneca,      -  -  -  _  25,000 

Ontario,  .  -  .  _  8,760 

Genesee     -  -  -  .         _       1,400 


This  quantity  allowing  three  bushels  to  each,  will  furnish  salt 
for  181,000  families  ;  or,  supposing  six  persons  in  each  family, 
for  1,086,000  persons. 

The  tract,  surrounding  the  Onondaga  salt  springs,  is  now  form- 
ed into  a  township,  called  Salina,  which  contained  in  1810,  1,299 
inhabitants. 

We  found  a  small  number  of  houses  in  Onondaga  hollow. 

The  hill  on  the  West  of  the  valley  is  higher,  and  steeper,  than 
any  between  Albany  and  the  falls  of  Niagara.  The  soil  on  the 
height  is  clay  ;  and  is  said  to  yield  wheat  better  than  the  rich 
loam,  so  generally  found  throughout  this  country.     Here  a  little 
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North  of  the  road,  stands  the  C^ourt-Moiise  of  this  Count).  It 
was  desiiincd  to  be  a  pretty  buiUling;  l)ut,  being  unfinished,  and 
standing  in  a  sohtary  situation,  has  a  gloomy  aspect.  The  brow 
of  till'  hill  presents  to  the  view  of  the  traveller  Onondai^a  and 
Oneida  lakes,  and  the  country,  by  which  they  are  surrounded. 

Onondaga  is  said  to  have  been  the  principal  settlement  of  the 
Iroquois;  and  to  have  been  considered  by  thcin  as  a  kind  of  me- 
tropolis. 

The  township  of  Onondaga  contained,  in  1800,  893  inhabit- 
ants: and  the  present  township,  in  1810,  3,775.  'J'he  whole 
township,  including  Salina,  contained  at  the  latter  date,  5,074. 

Marcellus,  the  next  township,  exhibits  little  to  the  eye  of  the 
traveller  to  distinguish  it  from  the  country  in  its  neighbourhood. 
The  land,  here,  is  however  superiour  to  most  in  this  region;  and 
produces  all  the  grains,  and  grasses,  of  the  climate  in  abundance. 
^Vheat  has  yielded  forty-five  bushels  an  acre;  maize,  from  sev- 
enty to  eighty,  and  oats  seventy.  Oats,  on  an  average  grow  to 
the  height  of  Cwr  feet,  and  yield  fifty  bushels.  The  central  set- 
tlement on  this  road  is  thriily  and  handsome.  The  inhabitants 
have  erected  a  well  appearing  Presbyterian  (  huich  ;  a'  d  are  la- 
bouring with  a  commendable  spirit  to  obtain  a  Minister.  On  the 
morning  of  Sept.  20th,  we  were  not  a  little  surprised  to  find 
the  ground  entirely  covered  with  snow,  to  the  depth  of  an  inch 
where  it  was  least  dissolved,  and  the  shower  still  falling.  This 
was  a  sight  which  no  person  in  the  township  had  ever  seen  at  the 
same  season  of  the  year.  We  attendiMl  public  worship  ;  and  suf- 
fered from  the  cold  more  than  on  most  Sabbaths  in  the  \>  inter. 
The  Congregation  w  ere  decent  to  an  edifying  degree  ;  and,  it 
seems,  assemble  every  Sabbath,  whether  a  preacher  be  present 
or  not  :  some  of  the  graver  members  of  the  Church  in  the  latter 
case  making  the  prayers,  and  reading  a  sermon.  This,  though 
very  common  in  New-Kngland,  was  hardly  expected  by  us 
here  ;  but  is  one  doirabic  proof,  nmong  many,  of  thr  happy  in- 
fluence of  the  institutions,  uik1<  i  whic  h  they  have  been  educated. 
A  general  spirit  of  decency,  sobriety,  and  good  order,  is  here  very 
plainly  chaiacteristical.  Religion  is  reverenced  ;  and  the  Sab- 
bath regarded  as  a  day  consecrated  to  God. 
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Around  the  church  there  is  a  prosperous  settlement,  formed  in 
a  valley,  which  is  watered  by  a  sprightly  mill-stream,  called  Niue- 
mile-creek.  This  stream  conveys  the  waters  of  Otisco  Lake,  in 
the  Soulh-Eastern  corner  of  Marcelhis,  into  that  of  Onondaga; 
and  furnishes  a  considerable  number  of  valuable  mill-seats. 

In  the  year  1800,  Marcellus  contained  909  inhabitants  ;  and  in 
the  year  1810,  4,735. 

On  Monday  Oct.  1st,  we  left  our  inn  very  well  pleased  with 
our  entertainment ;  and  rode  through  the  remaining  part  of  Mar- 
cellus, and  through  Aurelius,  and  Junius,  to  Geneva;  thirty 
miles.  The  country  exhibited  a  similar  face  to  that  through  which 
we  had  lately  passed.  The  hills  and  vallies,  however  returned 
more  frequently  ;  and  the  declivities  were  longer  and  steeper  be- 
fore, than  we  found  them  on  this  day's  journey.  In  the  Western 
part  of  Marcellus  there  is  a  beautiful  lake,  named  Skeneateles ; 
commencing  in  the  township  of  Tully,  crossing  the  corner  of 
Sempronius,  and  reaching  through  a  considerable  part  of  IVIar- 
ccllus.  Its  length  is  fifteen  miles  ;  and  its  breadth  from  one  to 
two.  At  the  outlet  of  this  fine  piece  of  water,  sprightly  and  vigo- 
rous, running  between  high  and  rough  banks,  and  without  any  of 
those  marshy  incumbrances,  which  spread  deformity  and  disease 
around  the  outlets  of  so  many  lakes  in  this  region,  there  is  a  small 
settlement,  which  I  thought  peculiarly  pretty.  It  is  built  upon 
the  North  end  of  the  lake,  and  upon  a  handsome,  clean,  margin. 
The  lake  is  in  full  view,  and  interested  me  more  than  any  other 
on  this  road.  The  shores  on  both  sides  are  elegant,  arched 
slopes  ;  the  Eastern,  already  handsomely  cultivated.  The  soil  is 
excellent ;  and  the  fields  were  covered  with  a  glowing  verdure. 
At  the  South  end  of  the  lake  the  prospect  is  limited  by  distant 
mountains  ;  in  this  region  uncommon,  and  therefore  peculiarly 
gratifying  objects. 

The  township  of  Aurelius,  which  lies  immediately  West  of 
Marcellus,  wears  the  same  general  appearance.  The  inhabitants 
are  visibly  prosperous  ;  and  what  is  uncommon  here,  have  settled 
a  Clergyman.  1  his  gentleman  will  not,  I  think,  die  for  want  of 
exercise.     His  cure    comprehends   probably  seventy  or  eighty 
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thousaiifl  acres  ;  and  he  preaches  succes^ivcly  at  four  diirerent 
stations.* 

We  diiH'd  at  Cayuira  bridjjje  ;  wlieie  there  i-  a  hamlet,  consist- 
ing of  tlirec  very  good,  and  v\<^h{  or  ten  inditferent  houses.  Its 
situation  is  pleasant;  commandiiiL^  a  fine  view  of  Cayuga  lake, 
and  the  country  on  its  borders. 

The  bridge  over  this  lake,  considering  the  recency  of  the  set- 
tlements, may  he  Justly  styled  a  stupendous  erection  ;  and  is 
probably  the  longest  work  of  the  kind  in  the  United  States;  the 
planking  being  no  less  than  a  mile  in  length.!  It  is  built  on 
wooden  trestles,  in  the  plainest  and  most  ordinary  manner  ;  and 
exhibits  nothing  to  strike  the  eye,  except  its  length.  It  is  said 
to  have  cost  ^20,000,  and  to  be  the  property  of  a  Mr.  Swartwout 
of  New-York.  The  toll  is  a  quarter  of  a  dollar  for  man  and  horse  ; 
the  highest.  I  believe,  in  the  United  States  ;  if  we  consider  the 
amount  of  the  capital,  and  the  quantum  of  travelling. 

The  appearance  of  Cayuga  lake,  except  that  there  is  no  cur- 
rent, is  exactly  that  of  a  great  river.  Its  lerjgth  is  thirty-eight 
miles;  and,  if  we  include  its  windings,  not  far  from  forty.  The 
water  is  clean.  The  banks  are  of  a  moderate  height ;  sloping  ; 
and,  so  far  as  the  eye  can  reach,  wholly  covered,  except  at  this 
little  settlement,  by  a  forest. 

1  have  already  mentioned  several  of  these  lakes.  You  may 
possibly  wish  to  have  a  general  account  of  them.  The  whole 
number  in  the  Western  country  is  nineteen  ;  of  which  fifteen 
empty  their  waters  into  the  great  lake  Ontario.  Two  of  the 
others,  viz.  Otsego  and  Caniaderago,  are  the  head  waters  of  the 
Susquehannah  proper.  A  third.  Mud  lake,  is  one  of  the  sources 
of  the  Tyoga.  A  fourth,  Chataughque,  is  the  principal  source  of 
Conewango  Creek;  one  of  the  head  waters  of  the  Alleghany. 

•  The  lars^e  and  flouri'-hins:  villa2;e  of  Auburn  has  hcon  wholly  lmilt«ince  the  date 
of  thi?  journey.     It  is  within  the  limits  of  what  was  then  Aurelius. — Pub. 

+  The  Xew  Boston  bridge  is  commonly  said  to  be  longer  :  but  the  appellation  o! 
Bridge  i?  there  g^iven  to  two  bridg:os;  and  as  many  <  ausey?. 
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The  first  fifteen  beginning  with  the  Easternmost,  and  proceeding 
onward  to  the  Westernmost,  arc  the  followijig. 


Names. 

Length 

1    Oneida, 

20  mih 

2  Cazenovia,    • 

4 

3  Onondaga,    - 

7         " 

4  Otisco, 

4         " 

5  Skeneateles, 

15 

6  Cross, 

5         " 

7  Owasco, 

11          '' 

B  Cayuga, 

38 

9  Seneca, 

35         " 

10  Crooked, 

20         " 

1 1   Canandagua, 

15 

1 2  Hanyaja,  or  Honeoye 

,    6         « 

13  Little, 

3         " 

14  Hemlock,     - 

7         " 

15  Canesus, 

8 

16  Otsego, 

^0        " 

17  Caniaderago, 

5 

18  Chataughque, 

15         " 

19  Mud, 

5         " 

IJrii 

■ruUl). 

G 

miles, 

3 

u 

4 

3 

u 

U 

u 

2 

(( 

3 

u 

2 

u 

4 

u 

4 

u 

2 

u 

2 

a 

2 

a 

1 

a 

3 

a 

3 

" 

3 

(( 

2 

a 

21 

u 

1 

u 

To  these,  if  we  add  Long  Lake,  (of  which,  however,  1  know 
nothing  but  the  name,  and  that  it  is  said  to  lie  in  the  County  of 
Ontario,)  the  number  will  be  twenty.  You  will  observe,  I  have 
given  the  greatest  length  and  breadth  of  each.  The  first  fifteen 
empty  their  waters  into  Lake  Ontario  by  two  channels.  Of  these 
the  first  eleven  find  a  common  passage  in  Oswego  river ;  the  re- 
maining four,  by  the  Genesee.  Crooked  Lake  enters  the  Sene- 
ca by  a  small  stream.  The  Seneca  river  carries  their  united  wa- 
ters into  Cayuga  river,  just  at  the  outlet.  The  Canandagua  meets 
it  farther  down  :  as  do  the  Owasco  and  Skeneateles,  still  further. 
Cross  Lake  is  a  bason,  formed  by  the  common  stream  below  the 
junction  of  the  Skeneateles.  The  Onondaga  unites  with  it  about 
twenty  miles  still  lower;  and  the  Oneida,  after  receiving  the  wa- 
ters of  the  Cazenovia,  ten  miles  lower  still.     All  these  waters 
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are  cohskIctliI,  Ik  ro,  as  received  by  the  Seneca  river,  until  their 
junction  with  the  Ononcla^n.  Afler  this  the  common  stream  is 
known  hv  thr  nann-  of  Onondaga  or  Oswego  river;  which  is  nav- 
it^ahle  fen-  hnaN  ahout  sevenlv  miles.  At  a  future  da  v.  it  is  prob- 
able, (hat  thr<>U'j,h  thi'^  rhamiel  a  considerable  commcice  will  be 
carried  on  <iown  f.ak'-  OFilario.  and  ihe  St.  Lawrence,  witfi 
Montreal,  whenever  that  cit)  shall  become  the  seat  of  regular 
and  extensive  business.  (Janandagua,  Seneca,  Cayuga,  and  Onei- 
da, are  already  useful  channels  of  internal  intercourse  to  the  in- 
habitants »)n  (li»ir  shores,  parlitniarly  for  the  transportation  of 
lumber,  and  wheat. 

These  lakes  are  important  additions  to  the  beauty  of  the  coun- 
try. All  those,  which  I  have  seen,  are  handsome.  How  far  thej 
roniribute  to  health,  or  disease,  it  is  dillicult  to  determine.  The 
lakes  themselves,  1  suspect,  are  salubrious.  Several  of  their  out- 
lets are,  however,  evidently  noxious. 

This  is  certaiidy  true  of  the  Cayuga  outlet ;  which,  together 
with  some  othcr^,  is  marshy,  and  disagreeable  to  the  eye.  The 
families  at  the  bridge,  though  living  on  high  and  clean  grounds, 
are,  between  the  middle  of  August,  and  the  middle  of  October, 
exposed,  as  they  informed  me,  to  fevers,  especially  to  bilious  re- 
mittents. We  found  some  of  them  very  ill  at  our  arrival.  As 
ihe  settlement  lies  South-Eastward  of  this  marshy  ground,  I  was 
surprised  to  fmd  this  mentioned  as  the  cause  of  the  evil.  In  Con- 
necticut, persons,  living  at  a  small  distance  on  the  Southern  side 
t»f  stagnant  waters,  are  rarely  injured  by  them  :  while  those,  who 
live  at  considerably  greater  distances  on  the  Northern  side,  par- 
ticularly the  North- Eastern,  are  apt  to  be  sickly  at  this  season  of 
the  vear.  The  reason  is;  the  Southern  winds,  particularly  the 
Soulh-Western,  blow  in  that  State  with  little  interruption  through- 
out the  summer  half  of  the  year.  My  surprise  ceased,  when  I 
v\a-  informed,  that  the  North-Western  winds  blow  almost  contin- 
•  allv  throughout  the  same  season  in  this  re<2;ion,  and  therefore 
v.afi  the  miasmata  of  the  marsh  directly  to  this  rluster  of  houses. 

In  the  township  of  Aurclius,  there  were,  in  1800,  3,312  inhab- 
itant:^; and,  in  1810,  4,G42. 
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The  lake  Owasco  lies  almost  equally  in  this  township  and 
Scipio. 

After  we  had  crossed  the  bridge  we  entered  the  township  of 
Junius  ;  and,  travelling  through  a  thinly  settled,  and  uninviting 
country  about  three  miles,  came  to  the  Seneca  river;  a  large, 
sprightly  mill-stream  of  remarkably  pure,  transparent  water. 
Here  we  found  a  small  and  poor  settlement.  The  remaining  dis- 
tance to  Geneva,  about  seven  or  eight  miles,  is  a  forest.  The 
soil  is  a  hard  clay,  producing  scattered  and  stinted  oaks.  Here, 
also,  we  found  in  two  or  three  spots  the  only  white  pines  since 
we  left  the  Chenango.     The  whole  tract  is  dull  and  forbidding. 

Two  or  three  miles  East  from  Geneva,  we  left  the  turnpike; 
and  directed  our  course  to  the  Seneca  lake.  On  the  North  end 
of  this  beautiful  water,  strongly  resembling  Lake  George  in  its 
elegant,  pellucid  appearance,  the  waves,  agitated  by  the  South 
wind,  have  thrown  up  a  hard  beach,  consisting  wholly  of  small 
pebbles,  about  six  feet  in  height,  and  two  rods  in  breadth.  A  bet- 
ter road,  and  a  pleasanter  ride,  can  scarcely  be  imagined  ;  that 
is,  in  a  country  so  destitute  of  cultivation.  The  outlet  of  the 
lake,  which  is  the  commencement  of  Seneca  river,  is  bordered  by 
a  low,  naarshy,  dismal  ground  ;  a  copy  of  one  of  those,  concern- 
ing which  Ossian  says,  that  their  mist  is  "  the  dart  of  Death." 

Geneva  stands  at  the  North-West  corner  of  the  Seneca  lake. 
The  town  is  partly  built  on  the  acclivity,  by  which  it  is  entered 
from  the  East,  and  partly  on  a  single  street,  running  North  and 
South  along  the  summit  of  the  hill ;  the  most  beautiful  eminence, 
I  think,  for  the  site  of  a  town,  which  I  ever  beheld.  The  street 
is  about  a  mile  in  length,  and  from  150  to  200  feet  in  breadth. 
The  surface  is  an  easy,  obtuse,  elegant  arch ;  and  at  the  highest 
point  elevated  about  200  feet  above  the  lake.  The  houses  are 
chiefly  built  on  the  Western  side  ;  the  lands  on  the  Eastern  being 
devoted  to  gardens,  declining  to  the  water,  and  forming  a  very 
ornamental  part  of  the  landscape.  The  houses  on  the  acclivity, 
and  at  its  foot,  are  generally  very  indifferent ;  as  are  also  a  num- 
ber of  those  on  the  hill.  There  are  a  few  pretty  buildings,  a  con- 
siderable number  of  decent  ones ;  and,  what  is  remarkable,  as  the 
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town  is  scarcely  of  sixteen  years  standin«^.  a  number  well  advan- 
cci]  in  decay.  This  fact  is  partly  accounted  f«>r  by  (be  negligence 
of  (be  proprietors,  and  still  more  by  tbe  sligbt  imperfect  manner 
of  biiiidin;:.  wbicb  to  a  great  extent  prevails  tbroughout  this  re- 
gion. Tlie  prospect  from  the  street  is  more  attractive  than  any 
other  in  this  part  of  the  State.  The  lake  is  the  most  beautiful 
piece  of  waler.  ^^  est  of  the  Hudson.  The  shores  on  both  sides 
are  handsome  rising  grounds,  covered,  like  those  of  the  Cayuga, 
with  a  rich  forest.  The  South-Eastern  view  is  terminated  at  a 
great  distance  by  a  mountain  of  considerable  length,  and  mode- 
late  height:  whicli.  though  exhibiting  a  straight  uniform  summit 
adds  here  an  interesting  variety  to  the  landscape.  The  whole 
aspect  is  remaikably  cheerful  and  pleasant,  and  is  warmly  com- 
ni(  nd'il  bv  every  traveller.  Fortunately,  the  disagreeable  build- 
ings, and  inar-liy  grounds,  which  I  have  mentioned,  are  chiefly 
out  of  sight. 

Geneva  is  a  settlement,  formed  by  Major  Williamson.  The 
-pot  was  pitched  upon  both  as  an  object  of  taste,  and  a  theatre  of 
})usiness.  Hitherto,  the  latter  part  of  the  design  has,  however, 
failed.  There  are  sev(Tal  stores,  and  mechanic's  shops,  and  a 
considerable  (ii>iill(  ry  in  the  list  of  its  buildings.  But  the  general 
aspect  of  business  is  dull  and  lifeless. 

A  respectable  clergyman  is  settled  here,  who  preaches  half  the 
time  to  the  inhabitants,  and  is  employed  the  other  half  as  a  mis- 
sioi';i;\  in  tb<'  surrounding  country  by  the  General  Assembly  of 
the  Presbyterian   church. 

There  are  about  seventy  houses  in  this  village.  It  lies  in  the 
township  of  Seneca  ;  which,  in  the  year  1800,  contained  1,522  in- 
habitants :  and,  in  1810,  3,431.  I  am,  Sir,  yours,  «ix. 
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Easton — Cauandagiia — BloomfielJ — Charleston — Hartford — Genesee  River — Gen- 
esee Flats — Oak  Plains — Their  peculiar  appearance,  owin2;  to  fires  kindled  by 
the  Indians — Their  soil  productive — County  of  Genesee — Buffaloc — View  of  the 
Lake,  &;c. — Beautiful  collection  of  Clouds. 

Dear  Sir, 

Tuesday,  Oct.  2d,  we  left  Geneva  in  the  morning,  and  rode  to 
Bloomfield  through  Easton,  and  Canandagua,  twenty-one  miles. 
In  Easton  we  saw  nothing  remarkable,  except  that  the  forests  to 
a. considerable  extent  were  composed  of  oaks.  This  township 
contained  in  the  year  1800,  476  inhabitants. 

The  township  of  Canandagua  lies  chiefly  on  the  Western  sid(i 
of  the  lake,  heretofore  mentioned  as  beanng  this  name,  and  in  the 
centre  of  the  County  of  Ontario. 

The  town  of  Canandagua*  is  built  chiefly  on  a  single  street, 
formed  along  the  great  road.  Its  site  is  partly  an  easy,  handsome 
acclivity,  and  partly  an  elevated  level,  at  its  termination.  The 
situation  is  inferiour  in  beauty  to  that  of  Geneva.  The  town  it- 
self is  greatly  superiour.  The  houses  are  remarkably  good  ;  in 
a  better  style  than  that  of  most  older  settlements,  and  at  the  same 
time  are  not  defaced  by  any  appearances  of  decay.  The  inhabit- 
ants are  without  a  church ;  but  have  settled  a  respectable  clergy- 
man. A  good  building  is  erected  here  for  an  academy,  on  a  very 
pleasant  elevation.  It  is  not  yet  completed,  but  so  far  advan- 
ced, that  it  is  intended  to  establish  a  school  in  it  the  ensuing  win- 
ter. This  building  was  erected  by  several  public  spirited  indi- 
viduals, who  have  endowed  the  institution  with  funds,  consisting 
chiefly  of  lands,  continually  increasing  in  their  value,  and  as  is 
said,  already  worth  ,^40,000.  It  is  under  the  management  of  a 
board  of  trustees. 

*  This  name  was  formerly  written  Canandargue,  and  is  now  commonly  written 
Canandaigua.  Both  modes  are  erroneous,  l^ie  Iroquois  have  in  no  other  case  used 
the  dipthong  ai. 
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The  stores  in  this  town  arc  more  numerous,  and  the  mercan- 
tile business  more  extensive,  than  in  any  other  West  of  Utica. 
At  present  it  is  the  resort  of  the  whole  surrounding  country.  How 
long  it  will  retain  this  advantai^c  cannot  be  foreseen.  Trade,  ev- 
ery where  fluctuating  in  some  degree,  is  in  a  newly  settled  coun- 
try always  ready  to  shift  its  residence.  The  inhabitants  of  Ca- 
nandagua  have  availed  themselves  of  their  present  advantages. 
A  general  spirit  of  industry  and  activity  is  every  where  visible, 
and  the  whole  town  wears  a  very  cheerful  appearance  of  thrift 
and  prosperity. 

The  state  of  society  is  in  several  respects  suj)eiiour  to  what  is 
found  in  any  part  of  this  country,  West  of  Whitesborough.  The 
disadvantages,  attendant  upon  recency  of  settlement,  undoubted- 
ly exist ;  but  in  a  less  degree  than  in  any  other  place,  which  we 
had  visited  on  this  journey. 

The  soil  also  is  excellent ;  and  yields  abundantly  the  various 
produce  of  the  climate.  I  never  saw  fruit  trees  more  luxuriant. 
The  late  peaches  were  not  gathered  ;  and  of  many  trees  which  I 
examined  in  the  garden  of  Dr.  Williams,  there  was  not  one,  the 
houghs  of  which  were  not  either  bent  ijuite  to  the  ground,  or 
broken  by  the  load  of  fruit.  Plums,  apricots,  and  apples,  all 
prosper  with  a  similar  luxuriance.  Some  of  the  peaches,  which  1 
tasted,  were  finely  flavored.  General  Taylor,  an  inhabitant  of 
this  town,  was  supposed  to  have  in  his  orchard  1,100  bushels  of 
peaches.  Some  persons  have  begun  to  distil  the  juicr  of  this 
fruit  into  brandy. 

The  enemies,  which  attack  these  fruits  in  many  of  the  anci«  rit 
settlements,  such  as  the  peach  worm,  the  canker  worm,  the  rose 
bug,  and  the  caterpillar,  together  with  several  sorts  of  flies,  some 
of  which  sting  the  fruit,  and  others  the  twigs,  of  the  more  deli- 
cate fruit  trees,  have  not  yet  made  their  appearance.  According- 
ly they  all,  even  the  nectarine,  are  cultivated  with  entire  success. 
It  is  to  be  regretted  that  these  enemies,  which  make  a  regular 
progress,  wherever  man  j)ro\  ides  tlntn  with  food,  \\\\\  at  no  great 
distance  of  time  ravage  the  gardens,  and  orchards,  of  this  region, 
as  they  have  long  done  those  of  others. 
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Canandagua  is  the  shire  town  of  this  County.  In  the  court- 
house, a  decent  building,  the  inhabitants  hold  their  public  wor- 
ship. 

Canandagua  lake  is  a  fine  piece  of  water.  At  the  North  end, 
it  is  deformed  by  a  marshy  outlet,  and  a  margin  of  bulrushes  ;  but 
it  generally  has  a  sprightly,  beautiful  aspect.  The  shores  resem- 
ble those  of  the  Seneca;  but  are  furnished  with  the  advantage  of 
having  several  points  on  both  sides,  which  project  handsomely  in- 
to the  water.  The  Southern  limit  is  pleasantly  formed  by  distant 
mountains.  In  the  year  1800,  this  township  contained  1,153  in- 
habitants; and,  in  1810,  2,392. 

Bloomfield,  the  next  township  to  Canandagua,  is  large  ;  con- 
taining four  squares,  through  the  two  Southernmost  of  which  pass- 
ed our  road.  This  tract  is  generally  a  collection  of  hills  and  val- 
lies,  resembling  in  a  good  degree  those  in  Connecticut ;  not  lying 
in  long  continuations  or  ranges,  like  all  the  preceding  country 
from  Manlius  to  this  township  ;  but  assuming  many  varieties  of 
form,  and,  therefore,  to  us,  at  least,  particularly  pleasant.  In 
these  hills  the  inhabitants  are  furnished  with  the  important  arti- 
cle of  stone  for  building,  and  fencing.  The  soil,  a  mixture  of 
loam  with  gravel,  is  excellent,  and  produces  every  thing  suited  to 
the  climate. 

The  forests  of  Bloomfield  are  composed  of  oak ;  and  in  some 
instances  of  chesnut  and  hickory ;  together  with  maple,  beech, 
bass,  fee. :  this  tract  yielding  all  the  variety  of  timber,  found  in 
the  Southern  parts  of  New-England.  The  oak,  which  grows  here, 
and  which  is  the  most  valuable  production  of  the  forest,  is  straight, 
tall,  and  easily  riven.  A  great  part  of  the  fields  are  enclosed 
with  rails,  made  of  this  timber;  and  the  inhabitants  beUeve  it  will 
not  fall  very  far  short  of  the  chesnut,  in  resisting  the  injuries  of 
the  weather.  Of  this,  however,  they  cannot  be  competent  judg- 
es, because  their  experience  has  extended  only  through  the  short 
period  of  ten  or  twelve  years.  Even  if  they  should  be  disappoint- 
ed in  their  expectations,  many  of  them  will  be  able  to  form  their 
enclosures  of  stone.  In  both  respects  they  are  distinguished  from 
most  of  the  people  of  this  region. 
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Lands  in  lln'«  township  have  \ieUk'(l  fifly  huhhels  of  wheat  an 
acre. 

I>loomlicld  is  also  not  less  distinguished  from  all  the  preceding 
country  hy  a  succession  of  brooks,  and  springs;  watering  the 
farms  of  the  inhabitants  as  in  New-England.  A  stream,  called 
Mud  Creek,  on  which  there  are  several  pretty  intervals,  waters 
the  whole  of  the  Eastern  sidt^  of  this  town-hip.  .Another,  which 
is  the  outlet  of  Hemlock,  Little,  and  Ilanyaya,  lakes,  passes 
through  both  of  the  Western  divi-ions  ;  and  thence  joins  the  Gen- 
esee river  in  the  township  of  Hartford.  A  third  rises  in  the  cen- 
tre of  l)loomtield  ;  and,  running  Northward  through  Northfield, 
discharges  it-elf  into  Irundequot  bay  on  the  Southern  border  of 
Lake  Ontario.  By  these  streams  the  inhabitants  are  ver)  con- 
veniently furni>hed  with  mill-seats.  A  similar  supply  of  water 
for  the  various  j)urposcs  of  life  is  not  often  found  in  the  Western 
Counties  of  this  State. 

Bloomtield  is  wholly  divided  into  farms  ;  and  contains  three 
CoFii^regatiofis.  In  two  of  these  Clergymen  are  settled.  The 
third  has  latel}  built  a  beautiful  church  ;  the  handsomest  I  met 
with  Westward  of  Albany. 

A  part  of  Bloomfield  is  the  Easternmost  of  those  grounds, 
which  for  reasons,  liereafter  to  be  mentioned,  are  denominated 
Oak  Plains.  Charlcstown  and  a  part  of  Hartford,  are  included 
in  this  tract. 

In  the  year  1800,  Bloomfield  contained  1,940  inhabitants  ;  and 
in  1810,  4,425. 

The  next  morning  we  left  our  friends  at  Bloomfield ;  and, 
being  furnished  with  fresh  horses,  rode  through  the  remaining 
part  of  this  township,  Charlestown,  and  Hartford,  to  Genesee  riv- 
er; and  beyond  that  river  nineteen  miles  to  Bemis's  inn,  in  the 
ownship  of  Southampton;  thirty  eight  miles.  The  Rev.  Mr.  F. 
of  Canandagua,  joined  us  at  Bloomfield. 

Charlestown,  and  the  uplands  in  Hartford,  generally  resemble 
lliose  in  Bloomfield.  The  settlements  in  the  former  of  these 
townships  are  of  about  the  same  standing  ;  but  the  country  is  to 
my  eye  less  pleasant,  and  los  fertile.     The  settlements  in  Hart- 
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tord  are  more  recent,  so  far  as  we  saw  (hem,  than  those  in 
Charlestovvn  ;  and  both  the  soil,  and  the  surface,  are  visibly  in- 
feriour. 

Genesee  river,  by  which  Hartford  is  bounded  on  the  West,  ri- 
ses in  Pennsylvania  a  little  South  of  its  Northern  boundary  ;  and 
near  the  middle  point  of  its  length  from  East  to  West.  In  the 
near  neighbourhood  of  its  fountains  rise  the  head  waters  of  the 
Alleghany  river,  the  Tioga,  and  the  Sinnemahoning,  branches  of 
the  Susquehannah.  The  Genesee,  after  entering  the  State  of 
New-York,  runs  about  thirty  miles  North-Westward,  and  thence 
North-Eastward  in  a  winding  course  about  seventy  more.  After 
crossing  the  State  of  New- York,  and  separating  the  Counties  of 
Steuben  and  Ontario  from  the  County  of  Genesee,  it  discharges 
its  waters  into  Lake  Ontario,  at  a  small  distance  Westward  of 
Irundequot  Bay.  In  its  course  it  passes  over  three  sets  of  falls ; 
said  to  form  a  descent  of  one  hundred  and  eighty  (cat  in  the 
whole.  Where  we  crossed  this  river  in  Hartford,  we  found  it 
about  the  size  of  the  Susquehannah,  and  Unadilla,  and  a  dull,  dis- 
agreeable stream. 

On  this  river  are  the  Genesee  flats  ;  large,  and  very  rich  inter- 
vals ;  the  boast  of  the  inhabitants  ;  and,  in  my  opinion  without 
reason,  the  envy  of  their  neighbours.  These  lands  are  not  un- 
frequently  considered  by  the  people  of  the  Western  country  as 
the  best  in  the  Atlantic  States,  and  perhaps  in  the  world.  The 
quantity  of  land,  which  they  include,  I  am  unable  to  ascertain  : 
but  it  may  amount  perhaps  to  30,000  acres ;  a  greater  quantity 
than  that  on  any  other  river  of  the  same  size,  within  my  knowl- 
edge. 

The  soil  of  these  lands,  where  we  crossed  them,  is  the  same 
with  that  of  most  other  new  grounds  in  this  and  other  regions  ; 
viz.  a  black,  vegetable  mould.  Beneath  this  is  a  deep  stratum, 
formed  by  the  liner  particles  of  loam,  washed  from  the  hills  sur- 
rounding the  head  waters  of  its  tributaries,  and  floated  down,  and 
deposited,  by  the  river  in  the  manner  formerly  mentioned.  The 
depth  of  this  mass  is  said  to  be  from  one  to  ten  or  twelve  [eet. 
I  presume  the  estimate  is  just,  for  it  is  no  uncommon  thing  for  in- 
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tervals  to  exceed  even  twenty  feet.  The  Imsbandry,  eniplojt^d 
on  these  lands,  must  at  this  early  pciiod  ho.  supposed  to  be  very 
imperfect.  Sucli  as  it  i'^.  tlie  pa  its,  whicli  are  converted  into 
meadow,  are  said  to  yield  anniiallv  three  tons  of  good  hay  by  the 
acre.  It  ouglit  to  be  remembered,  tliat  the  vegetable  mould, 
with  which  they  are  covered,  is  the  best  of  all  manure  ;  that  they 
are  therefore  in  their  highest  state  of  productiveness  ;  and  that,  if 
estimated  according  to  their  present  fertility,  they  will  be  certain- 
ly over-rated.  The  intervals  on  tlir  Mohawk  were  within  my 
remembrance  not  less  celebrated  tli.in  these.  Hiat  these  are. 
still,  lands  of  an  excellent  (juality  is  unquestiona])le. 

Intervals  have  two  advantages,  beside  their  inherent  fertility. 
They  are  easily  cultivated  ;  and  are  annually  manured  with  the 
slime,  brought  down  by  the  streams,  of  which  they  are  the  bor- 
ders. The  Indians  perfectly  understood  their  value  ;  and  chose 
them  for  their  own  scanty  husbandry  with  the  same  preference, 
wliicb  their  successors  have  discovered.  Our  road  lay  through 
a  tract,  called  tlie  Ca)m€7vag}(.<i  Re^irvation  ;  on  which  were  re- 
maining a  few  ruined  Indian  weekwams.  and  the  usual  miscrn])le 
relics  of  Indian  agriculture. 

These  intervals  yield  wheat  less  successfully  than  other  pro- 
ducts ;  that  which  grows  heie  weighing  considerably  less  than 
that  of  tlie  uplands.  Hemp  is  cultivated  with  the  greatest  advan- 
tage ;  and  it  i.-  said  tliat  more  than  50,000  doliai-s  worlii  of  this 
useful  crop  has  been  raised  the  [)resent  year.  The  opinion  has 
long  prevaih.'d,  that  hemp  would  grow  successfully  oidy  on  inter- 
vals, drained  marshes,  or  other  grounds  of  a  peculiarly  rich  and 
deep  soil.  It  seems  not  a  little  surprising,  that  this  oj»inion  should 
<!ver  have  been  taken  up  :  and  much  more,  that  it  should  have 
become  general  ;  especially  in  New-England.  For  it  grows  here 
-.pontaneously  to  an  enormous  size  around  the  houses  of  slovenly 
proprietors  :  and  often  in  the  highways.  It  is  now  bec(Mne  an 
object  of  the  most  successful  cultivation  in  many  places,  on  up- 
land- of  no  extraordinary  fertility.  Nor  does  i(  impoverish  the 
land,  on  which  it  L;rows,  beyond  the  averaL''-  degree  of  other 
crop*. 
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.   The  intervals  on  the  Genesee  are  eminently  unhealthy  ;  so 
unhealthy,  as  to  strip  them  of  all  their  peculiar  value. 

At  the  distance  of  a  mile  and  a  half,  or  two  miles,  beyond  the 
Genesee,  we  found  a  small  inn.  Here  we  dined  on  bread,  butter, 
and  cheese,  in  the  open  air;  our  hostess  being  laudably  employ- 
ed in  scrubbing  the  only  room  in  the  house,  except  two  or  three 
which  might  be  called  bed  closets. 

After  dinner  we  soon  entered  the  first  of  the  oak  plains,  on  this 
side  of  the  river.     It  extends  about  seven  miles  along  the  road. 

The  second  begins  about  eight  miles  West  of  Batavua  village  : 
or  about  thirty-three  miles  from  the  Genesee;  and  extends  to  a 
maple  swamp  ;  or  low  valley  ;  about  five  miles. 

The  third  begins  immediately  beyond  this  swamp  ;  and  extends 
to  Tonnewanta  creek  ;  about  five  miles  more. 

The  fourth  occupies  most  of  the  distance  between  Tonnewan- 
ta and  Murderers  creek ;  about  three  miles. 

The  fifth  commences  at  Ransom's  ;  fifty-one  miles  from  the 
Genesee  ;  and  extends  to  Ellicott's  creek,  or  eleven  mile  creek  • 
about  eight  miles. 

The  sixth  begins  three  miles  from  Ellicott's  creek  ;  sixty-three 
from  the  Genesee  ;  and  reaches  to  Four-mile-creek  ;  four  miles. 
This  account  respects  the  old  road  only  ;  and  on  this  road  all 
the  distances  are  computed. 

The  first  of  these  plains  is  in  every  respect  less  interesting  than 
the  others.  Its  surface  is  less  beautiful,  and  the  ground  less  open. 
Young  trees,  and  shrubs  of  a  lean,  forbidding  appearance,  are 
every  where  springing  up  ;  which  together  with  a  few  miserable 
settlements,  looking  as  if  they  would  long  retain  this  character 
left  us  little  to  be  pleased  with,  except  the  firmness  of  the  road  : 
in  this  country  no  contemptible  gratification.  On  this  plain  how- 
ever, we  found  one  interesting  curiosity.  A  large  part  of  the 
stones  ajid  rocks,  for  some  distance  on  the  road,  to  the  amount  of 
one  third  or  one  fourth  of  the  whole  mass,  was  formed  of  marine 
shells.  Among  them  we  observed  a  great  many  of  the  oyster, 
muscle,  and  periwinkle.  Some  of  these  were  petrified,  or  per- 
haps in  better  language,  mineralized.     Others  were  in  their  per- 
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tcct.  native  stale;  and  hotli  retained  tlieir  proper  liguie,  unaltcr- 
eil  In  time  or  accident.  The  distance  of  this  spot  from  the  ocean 
is  about  tliree  hundred  and  sixty  miles;  and  the  elevation  above 
its  level  probably  not  less  than  eight  hundred  feet. 

From  this  plain  we  entered  upon  a  tract  of  maple  ground,  ex- 
tendiiiL,' about  twenty-four  miles  on  the  road.  At  fifteen  miles  from 
tlie  river  we  began  our  passage  through  a  maple  swamp,  four 
milcN  in  breadth.  Here  all  the  evils,  formerly  mentioned  as  attend- 
ant upon  a  new^  road,  were  experienced  in  the  highest  degree. 
The  stumps,  and  roots,  were  innumerable,  and  singularly  per- 
plexing, and  dangerous.  The  mud,  throughout  most  of  the  dis- 
tance, was  knee-deep  ;  and  often  so  stiff,  as  to  make  it  impossi- 
])li"  for  a  horse  to  extricate  himself  without  extreme  labour.  The 
sun  was  just  set  when  we  reached  this  ground.  The  road  was  a 
narrow  passage,  newly  cut  through  a  forest.  The  darkness  soon 
became  intense  and  palpable  ;  the  branches  of  the  trees  on  the 
opposite  sides  of  the  road  meeting  over  our  heads,  and  excluding 
the  faint  light  of  the  stars  ;  so  that  we  were  obliged  to  trust  our- 
selves wholly  to  the  gui(lance  of  our  horses.  A  wolf,  which  I  pre- 
sume, considered  us  as  having  sufficiently  lost  our  wits  to  become 
his  lawful  prey,  howled  after  us  at  a  small  distance  ;  but,  having 
preserved  his  own.  perceived  that  we  were  too  Tunnerous  to  be 
attacked.  Thcise  animals  are  frequent  in  this  region  ;  and  often 
do  mischi<'f  to  sheep,  and  other  small  cattle.  They  have  not 
heen  known  to  attack  men  in  the  day  time,  in  the  night  com- 
panies of  them  have  compelled  individuals,  travelling  alone,  to 
betake  themselves  to  trees  for  safety  ;  and  confined  them  to  this 
unpleasant  lodging  until  morning. 

After  gi oping,  and  struggling  for  three  hours,  through  this  mis- 
erable tract,  of  four  miles,  we  arrived,  at  nine  o'clock,  at  our 
destined  inn.  It  was  a  log-house  ;  but  we  were  very  kindly  and 
comfortably  entertained. 

The  next  morning,  Thursday,  October  24th,  we  left  Bemis's, 
ind  rodt^  to  Munger's  :  thirty-seven  miles. 

From  Bemis's  to  I^atavia  the  country  is  thiidy,  and  very  re- 
cently, settled.     The  village  of  Batavia  is  twenty-four  miles  from 
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ihc  Gcncsec,  and  stands  on  the  'J'onncwanta  creek  ;  which  fur- 
nishes it  with  mill-seats.  The  ground,  which  it  occupies,  is  low^ 
but  toward  the  Eastern  end  rises  into  a  small  elevation.  It  con- 
tains from  twenty  to  thirty  houses ;  a  considerable  number  of 
them  built  of  logs  ;  the  rest  small,  and  chiefly  of  one  story.  The 
Court-house,  a  well-looking  structure,  has  three  stories,  the  se 
cond  of  which  is  the  County  Jail. 

A  more  untoward  situation,  both  for  pleasantness  and  health, 
is  not  often  selected  for  a  town.  In  the  season,  when  we  were 
on  the  ground,  so  many  persons  were  ill  of  the  diseases  common 
to  this  region,  that  those  who  remained  well,  were  scarcely  able 
to  nurse  the  sick.  The  waters,  which  had  stagnated  in  the  road, 
were  very  loathsome,  both  in  their  appearance  and  smell. 

Joseph  EUicott,  Esq.  agent  for  the  Holland  company,  resides 
in  this  village.  This  gentleman  has  published  a  valuable  map  of 
the  County. 

From  Batavia  there  are  two  roads  to  Bufifaloe  creek  ;  and  a 
third,  which  passes  directly  to  Queenstown ;  seven  miles  below 
the  falls  of  Niagara.  The  last  is  the  nearest  route  to  the  falls;  but 
being  lately,  and  imperfectly  made,  and  passing  through  a  coun- 
try, scarcely  at  all  inhabited,  presents  a  traveller  a  disagreeable 
path,  and  wretched  accommodations. 

The  new  road  to  Buifaloe  creek  is  five  miles  shorter  than  the 
other;  but  is  of  recent  date  ;  and  stretches  out  into  no  less  than 
thirteen  miles  of  mud,  before  it  becomes  re-united. 

The  old  road,  which  I  suppose  to  have  been  the  ancient  milita- 
ry route,  contains  from  eight  to  nine  miles  of  mud,  out  of  twenty- 
three.  We  chose  this  by  the  advice  of  gentlemen  acquainted 
with  both ;  and  soon  entered  upon  the  first  of  three  miry  expan- 
sions, lying  in  this  part  of  our  journey.  Here,  however,  we  had 
the  advantage  of  day-light;  and  the  mire  was  less  deep  than  on 
the  preceding  evening.     Yet  it  was  suificiently  tedious. 

We  dined  at  Dunham's,  five  miles  beyond  Batavia. 

After  leaving  Dunham's,  and  passing  through  another  maple 
swamp,  we  entered  upon  the  second  of  the  plains,  mentioned 
above.     From    the  appellation,    plains,    usually  given  to.  these 
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tracts,  you  will  niilurally  think,  as  1  did,  that  ihcy  nvc  level 
groujids.  rhi>,  however,  is  a  mistake.  Tliey  arc  generally  ele- 
vated ;  and  every  where  present  a  surface,  winding  easily,  with- 
out any  sudden  declivity,  except  on  the  borders  of  streams,  or 
swamps.  The  variations  of  surface  are  however  contiimal  ;  and 
some  of  the  eminences  rise  considerably  above  the  common  level. 
These  grounds  are  also  termed  Openings  ;  as  being  in  a  great 
degree  destitute  of  forests.  The  rest  of  the  vegetation,  with 
which  they  are  covered,  consists  of  grass,  weeds,  and  shrubs,  of  va- 
rious kinds.  The  grass  resembles  a  species,  sometimes  seen  on  the 
intervals  of  the  Connecticut,  and  named,  perhaps  locally,  thatch. 
The  stalk  is  single ;  from  three  to  five  feet  in  height ;  tinctured 
in  various  parts  with  a  brown  hue  ;  and  topped  with  a  spreading 
ear,  generally  resembling  that  of  spear-grass.  Beside  the  shrubs, 
which  have  nothing  remarkable  in  them,  there  are  on  all  these 
plains  some,  and  on  some  of  them  many,  young  trees;  particu- 
larly on  that  near  the  Genesee. 

These  grounds. are  of  a  singular,  and  interesting  appearance. 
The  trees,  growing  on  them,  are  almost  universally  oaks.  They 
are  of  four  sorts  :  two,  white  ;  the  other  two,  the  black,  and  the 
yellow.  One  of  the  white  is  very  common  in  New-England  ; 
the  other  is  of  a  species,  already  mentioned  in  the  account  of 
Bloomfield.  This  tree  is  very  tall.  The  stem  is  exactly  straight; 
hand-ome,  and  without  limbs,  to  the  height  of  Cifiy  or  sixty  feet  ; 
and  the  crown  is  superiour  in  beauty  to  that  of  every  other  spe- 
cies. In  the  low  grounds,  bordering  the  second,  third,  and 
fourth,  of  these  plains,  we  saw  many  of  these  trees,  remarkably 
elegant,  and  excelling  (;very  vegetable  production,  except  the 
white  pine.  The  bark  is  of  a  \ery  light  hue,  and  separated  into 
regular  divisions,  resembling  those  of  the  rock-maple  ;  but  much 
more  benutiful.  AVhen  this  tree  is  full-grown,  its  height  exceeds 
one  hundred  feet. 

On  these  grounds,  also,  grow  the  che-nut,  the  >hag-bark,  or 
kiskatoma.  and  several  other  trees. 

The  soil  of  tlu'se  plains  is  loam  ;  of  a  light  brown  hue,  mingled 
with  gravel,  and  covered  by  a  very  thin  vegetable  mould  :  the 
residuum,  chiefly,  of  shrubs,  and  herbage. 
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When  one  of  these  plains  is  seen  al  a  little  distance,  a  travel- 
ler emeri^inj^  from  the  forest  naturally  concludes,  that  it  is  the 
commencement  of  a  settled  country  ;  and,  as  he  advances  towards 
it,  is  instinctively  led  to  cast  his  eye  forward,  to  fmd  the  (own,  or 
village,  of  which  it  is  the  outskirt.  From  this  impression  his  mind 
will  be  unable  to  free  itself:  for  the  thought,  though  given  up, 
will  recur  again,  and  again,  in  spite  of  his  absolute  conviction, 
that  he  is  in  the  heart  of  an  immense  wilderness.  At  the  same 
time,  a  sense  of  stillness  and  solitude,  a  feeling  of  absolute  retire- 
ment from  the  world,  deeper,  and  more  aflfecting,  than  any,  which 
he  has  ever  suspected  before  ;  will  be  forced  upon  him,  while 
he  is  roving  over  one  of  these  sequestered  regions.  No  passage 
out  of  them  is  presented  to  his  eye.  Yet  though  the  tract  around 
him  is  seemingly  bounded  every  where,  the  boundary  is  every 
v/here  obscure  ;  being  formed  by  trees,  thinly  dispersed,  and  re- 
tired beyond  each  other,  at  such  distances,  as  that  while  in  many  pla- 
ces they  actually  limit  the  view,  they  appear  rather  to  border  dim, 
indistinct,  openings  into  other  tracts  of  country.  Thus  he  always 
feels  the  limit  to  be  uncertain ;  and,  until  he  is  actually  leaving 
one  of  these  plains,  will  continually  expect  to  find  a  part  of  the 
expansion  still  spreading  beyond  the  reach  of  his  eye.  At  every 
little  distance,  especially  on  the  higher  grounds,  the  view  is  wide- 
ly, though  indefinitely,  extended  along  the  surface  ;  and  a  little 
above,  where  he  looks  through  the  stems  of  the  trees,  is  bound- 
ed only  by  the  horizon.  On  every  side  a  multitude  of  chasms 
conduct  his  eye  beyond  the  labyrinth,  by  which  he  is  surround- 
ed ;  and  present  an  imaginary  passage  back  into  the  world,  from 
which  he  is  v/ithdrawn;  bewilderini^  him  with  expectation,  con- 
tinually awakened,  to  be  continually  disappointed.  Thus  in  a 
kind  of  wild,  romantic  rapture,  he  wanders  over  these  plains, 
with  emotions,  similar  to  those,  with  which,  when  a  child,  he 
roamed  through  the  wildernesses,  created  in  Arabian  tales,  or  the 
imagjinary  regions,  spread  before  him  in  a  dream.  He  is  not  only 
separated  from  aij  human  beings,  but  is  every  moment  conscious 
of  this  separation.  Whenever  he  ascends  one  of  the  superiour 
elevations,  he  seems  to  stand  above  the  rest  of  the  globe.     On 
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evci-y  si(^'  lie  looks  downward  ;  aiul  heholds  a  pro.-jpccl,  witli 
many  vistas,  o[)enin';  indeed  aioiind  liim.  but  eonducting  his  eye 
to  no  definite  object,  anil  lo>in^  it  in  confiisioJi  and  obscurity, 
flis  view  is  routined  neither  by  forests  nor  mountains:  while  yet 
trees  in  a  thin  di.-persion,  partiall}  internipt  it;  l)ut  at  the  same 
time  discover,  through  tlieir  various  openings,  that  it  has  no  other 
limitation  than  the  skirts  of  the  heavens. 

While  he  wanders  onward  throutdi  this  bewilderinj;  scenery, 
he  cannot  fail  to  remember,  that  on  these  plains  Indians  have 
lived,  and  roved,  and  lunited,  and  fought,  ever  since  their  first  ar- 
tival  from  the  shores  of  Asia.  Here,  unless  they  mole-ted  each 
other,  there  was  nothing  to  molest  them.  They  were  the  sole 
lords,  the  undisturbed  possessors,  of  the  country.  Here,  there- 
fore, he  will  call  up  before  his  imagination  the  secret  windings  of 
the  scout ;  the  burst  of  the  war-whoop  ;  the  fury  of  an  Indiaa 
onset;  the  triumphant  display  of  scalps  ^  and  the  horrors  of  the 
war-dance  before  the  tortured  and  expirinij  captive.  Whether 
these  thoughts  will  be  excited  in  the  mind  of  any  luture  traveller, 
1  know  not:  in  my  own,  they  sprang  up  instinctively. 

The  origin  of  the  peculiar  appearance  of  these  grounds  is 
probably  thi^  The  Indians  annually,  and  sometimes  oftcner, 
burned  such  parts  of  the  North  American  forests,  as  they  found 
sufficiently  dry.  In  every  such  case  the  fuel  consists  chiefly  of 
the  fallen  leaves;  which  are  rarely  dry  enough  for  an  extensive 
eombustion,  except  on  uplands  ;  and  on  these  oidy  when  covered 
with  a  dry  soil.  Of  this  nature,  were  always  the  oak,  and  yel- 
low-pine grounds  ;  which  were  therefore  usually  subjected  to  an 
annual  conflagration.  The  beech  and  maple  grounds  were  com- 
monly too  wet  to  be  burned.  Hence  on  these  grounds  the  vege- 
table mould  is  from  six  inches  to  a  foot  in  depth  :  having  been 
rarely  or  never  consumed  by  fire ;  while  on  the  oak  and  pine 
grounds  it  often  does  not  exceed  an  inch.  That  this  is  the  eflect 
of  fire  only,  and  not  of  any  diversity  in  the  nature  of  the  trees,  is 
evident  from  the  fact,  that  in  moi-t  soils,  where  the  fire  cannot 
penetrate,  the  mould  is  as  deep  on  the  oak,  as  on  the  maple 
grounds.  This  mould  is  combustible  ;  and  by  an  intense  fire  is 
vvhollv  consumed. 
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The  object  of  these  conflagrations  was  to  produce  fresh  and 
sweet  pasture,  for  the  purpose  of  aUuring  th.e  deer,  to  the  spot?, 
on  which  they  had  been  kindled.  Imnniediately  after  the  tires,  a 
species  of  grass  springs  up,  sometimes  called  fire  grass,  because  it 
usually  succeeds  a  conflagration.  Whether  it  is  a  peculiar  spe- 
cies of  grass,  f  am  unable  to  say  :  not  having  seen  it  since  the 
days  of  childhood.  Either  from  its  nature,  or  from  the  efficacy 
of  the  fire,  it  is  remarkably  sweet,  and  eagerly  sought  by  deer. 
All  the  underwood  is  at  the  same  time  consumed ;  so  that  these 
animals  are  easily  discovered  at  considerable  distances  :  a  thing 
impracticable  where  the  forests  have  not  been  burned.  You 
will  remember,  that  to  supply  himself  with  timber  for  a  week- 
wam,  and  with  wood  for  fuel,  was  the  only  use,  which  an  Indian 
could  make  of  a  fc  est ;  and  that  the  earth  furnished  him  with 
nothing  but  a  place  for  his  residence,  his  garden,  and  his  game. 
While,  therefore,  he  destroyed  both  the  forest  and  the  soil,  he 
converted  them  to  the  most  profitable  uses  for  himself. 

When  these  grounds  had  been  often  burned,  they  were  of 
course  covered  with  grass.  The  seeds,  and  nuts,  whence  future 
trees  would  have  germinated,  were  extensively  destroyed  by  suc- 
cessive fires.  Few  trees,  therefore,  could  spring,  for  want  of 
seeds;  and  fewer  still,  because  the  surface  was  covered  with 
grass  :  for  wherever  that  vegetable  has  gained  possession  of  the 
soil,  forest  trees  will  never  spring.  The  small  number,  scattered 
over  these  plains,  grew  on  spots,  which  were  less  ravaged  by  the 
fire,  because  they  were  moist,  or  because  they,  were  less  covered 
with  leaves. 

Thus,  in  time,  these  plains  were  disforested,  to  the  degree,  in 
which  we  now  see  them  ;  and  were  gradually  converted  into  pas- 
ture grounds.  It  ought  to  be  observed,  that  they  wer«e  in  all 
probability  burnt  over,  for  ages  after  they  were  disforested:  I 
presume,  down  to  a  very  late  period.  In  a  dry  season  of  autumn, 
the  grass  would  furnish  ample  fuel  for  this  purpose. 

That  this  is  the  true  cause  of  the  singular  appearance  of  these 
plains,  can  scarcely  be  doubted,  when  the  following  facts  are 
compared. 
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That  the  Indians  customarily  hurncd,  rvory  year,  such  parts  ot 
Ihc  forests,  as  were  sutliciently  dry  to  admit  of  coriflairration  : 

That  these  were  the  oidy  grounds,  which,  except  in  rare  cases, 
could  he  successfully  burned  : 

That,  wherever  they  have  been  for  a  considerable  length  of  time 
tree  from  fires,  the  young  trees  arc  now  springing  up  in  great  num- 
bers ;  and  will  soon  change  these  open  grounds  into  forests,  if  left  to 
the  course  of  nature.  Such,  particularly,  is  the  fact  on  the  first 
of  these  plains,  near  the  Genesee  river;  and  still  more  strikingly 
in  Blooniliold  and  Charleston  :  where  the  fires  have  been  longer 
intermitted. 

That  in  various  places  the  marks  of  the  fire  are  now  visible  on 
the  trunks  of  the  remaining  trees  ;  particularly  near  the  ground. 
I'hese  marks  I  suppose  to  have  been  impressed  at  a  comparative- 
ly late  period,  and  by  fires  kindled  in  the  grass: 

That  on  the  borders  of  these  very  plains,  trees,  of  exactly  the 
same  species,  arc  now  growing  in  great  numbers,  and  in  the  usual 
regular  succession,  of  all  ages  and  sizes,  within  the  nearest  neigh- 
bourhood of  those  on  the  plains ;  and  that  this  diversity,  perfect- 
ly explicable  on  this  supposition,  is  inexplicable  on  any  other. 

That  there  can  be  no  account  given,  why  the  vegetable  mould 
should  be  so  thinly  spread  over  these  plains,  except  that  it  ha^ 
been  continually  consumed  by  fire  :  since  it  exists  in  the  usual 
<juantity  in  the  forests,  composed  of  the  same  trees,  on  moister 
ground,  bordering  these  plains  on  every  side  : 

And,  That  all  the  phenomena  are,  if  1  mistake  not,  explained 
by  the  cause  alleged. 

Should  it  be  asked,  why  there  are  no  such  grounds  in  New- 
Kngland,  in  which  country  also  Indians  lived,  and  hunted  :  I  an- 
swer, 

1st.  The  New-England  oak,  and  yellow  pine  forests,  have  not 
l)een  siibjected  to  fire  for  many  years. 

2dly.  No  accounts  of  their  ancient  appearance  have  come 
down  to  u?. 

3dly.  The  whole  of  Southern  New-England,  except  the  moun- 
tains, and  swamps,  was  almost  wholly  covered  with  oak  and  pine 
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lorests.  All,  therefore,  being  capable  of  an  annual  and  easy  con- 
flagration, there  was  no  inducement  to  burn  any  single  part  fre- 
quently. Yet,  beside  the  well-known  fact,  that  the  Indians  kin- 
dled the  forests  yearly  for  the  above  named  purpose,  there  are 
now  remaining  many  proofs  of  such  fires. 

4thly.  That  within  my  own  remembrance  there  were,  in  the 
township  of  Northampton,  spots,  desolated  in  a  similar  manner. 
These,  although  laid  waste  in  an  inferiour  degree,  were  yet  so 
far  destroyed,  as  to  be  left  in  a  great  measure  naked.  Now  they 
are  completely  covered  with  a  thick  forest.  I  suppose  these 
grounds,  however,  to  have  been  frequently  burnt  by  the  English 
inhabitants;  who  foolishly  followed  this  Indian  custom,  in  order 
to  provide  feed  fo   their  cattle  in  the  spring. 

These  plains  have,  until  very  lately,  been  considered  as  of  lit- 
tle value,  when  compared  with  the  maple  and  beech  land  ;  which 
here  is  called,  by  way  of  distinction  from  them,  timbered  land. 
From  numerous  experiments,  made  on  them  within  a  short  time, 
it  appears  however,  that  the  wheat,  sown  on  them,  not  only  grows 
luxuriantly,  and  yields  a  rich  crop,  but  is  heavier,  by  several 
pounds  in  the  bushel  than  that,  which  grows  on  the  maple  lands. 
It  is  also  whiter,  and  better  ;  and  commands  therefore,  a  higher 
price.  It  is  hardly  necessary  to  observe,  that  these  facts  have 
rapidly  raised  the  plains  in  the  public  estimation. 

On  the  third  plain  we  found  a  singular  mass  of  limestone  grav- 
el •,  consisting  of  pebbles,  about  the  size  of  a  nutmeg,  and  nearly 
the  same  shape.  They  were  apparently  formed  of  a  partial  dis- 
solution of  white  lime  rock  ;  and  were  very  nearly  of  one  size. 
The  mass  extended  over  a  considerable  distance  on  the  surface. 

The  second,  third,  and  fourth  of  these  plains,  lie  between  Dun- 
ham's, twenty-nine  miles,  and  Van  De  Vender's,  forty-seven 
miles,  from  the  Genesee  river.  In  this  extent  there  is  but  one 
house,  which  is  within  one  mile  of  Van  De  Vender's.  Seven 
teen  miles  in  this  part  of  our  journey,  therefore,  were  destitute 
of  a  human  habitation.  There  is,  however,  an  Indian  settlement 
called  the  Tonnewanta  village,  lying  three  or  four  miles  North 
of  the  road,  on  the  creek  of  the  same  name.     To  this  village  bo- 
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iitfrlilril  (ravcllcrs  \H>t  iinfieiniciitlv  !)c(ak('  tlicinsclvcs ;  and  find 
hospitable  cntcrtai  irnmt. 

V.  (  irnxi'd  at  \'aii  !)«'  Wndcr's,  a  log-house,  ahoiit  sunset ; 
l)iil  were  unable  to  procure  enterlainineiit,  the  liouse  havine;  been 
jM\'-(»(  (iipicd.  After  haviuL,'  travelled  ei^dil  milrs.  four  of  thenfi 
in  a  lita\  V  rain,  we  i;ladl\  aliiihted  al)out  nine  o'clock,  and  placed 
ourselves  at  Munger's.  a  loi;-house,  at  a  little  di>tance  fronn  the 
road.  Scarcely  were  we  seated,  when  we  found  ourselves  in  a  state 
of  very  ^erious  embarrassment.  The  house  contained  neither 
ibvii-  nor  bread.  W'r  had  F'ode  thirty-seven  miles  ;  and  were 
n<»t  in  very  <:ood  humoui-  to  ^o  tu  bed  supperless.  Nor  were  we 
willing  to  begin  our  journey  the  following  day  without  a  break- 
fast. In  this  quandary,  a  good  natured  waggoner,  who  was  re- 
moxinc  his  family  into  Upper  Canada,  and  carried  his  provisions 
along  with  him,  kindly  relieved  our  distress  by  offering  to  furnish 
the  inn-keeper  with  the  necessary  quantity  of  flour.  "With  this 
supply  our  good  landlady  very  expeditiously  placed  before  us  a 
cup  of  hvson  tea,  with  loaf  sugar,  cream,  and  excellent  hot  bis- 
cuit, and  butter.  This  supper,  though  found  every  where  in  de- 
cent inns,  and  older  settlements,  was  here  unexpected,  and  very 
highlv  reli>he(l.  The  house  was  not  niorc  than  half  built.  The 
region,  in  which  it  stood,  was  almost  uninhabited  :  and  we  were 
wet,  and  weary.  It  rained  all  night :  and  a  part  of  our  compary 
were  occasionally  sprinkled.  However,  we  slept  soundly  ;  and 
in  the  morning  refreshed  ourselves  with  an  excellent  breakfast. 

We  were  detained  till  late  the  next  morning  by  the  rain.  At 
length,  perceiving  it  to  shu  ken.  we  began  our  journey  to  BulFa- 
1(10  creek,  and  arrived  about  two  o'clock  ;  tourteen  or  tifteen 
miles.  We  were  twice  >topp(Mi  by  tin'  rain  ;  and  were  tatigued 
])y  crossing  a  deep  maphi  swamp,  threi^  ndles  in  bieadth  :  a  fac- 
{iipiile  of  that,  in  the  neighbourhood  of  Hemis'. 

The  County  of  Genesee  comprises  the  whoUr  Western  end  of 
tbe  State  of  New-Vork.  It  i>  bounded  on  the  Morth  by  Lake  On- 
tario, on  the  South  by  Pennsylvania,  on  the  East  by  the  Counties 
of  Steuben  and  Ontario,  and  on  the  AVot  by  the  river  Niagara,  lake 
F.rif .  arul  a   line,  drawn   from  that   lake,  (limiting,  Eastward,  a 
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small  tract,  purchased  of  Congress  by  the  State  of  Pennsylvania,) 
until  it  intersects  its  North  line.  The  greatest  length  of  this  Coun- 
ty from  North  to  South,  is  ninety-two  miles.  On  tlic  Soutii  line 
it  measures  ninety-six  miles.  From  lake  Erie  to  the  County  of 
Ontario,  in  a  direct  line,  the  distance  is  fifty-eight  miles.  This 
tract  is  commonly  said  to  contain  upwards  of  four  millions  of 
acres;  being  more  than  are  included  in  the  State  of  Connecticut. 
Its  surface  in  the  Northern  parts  is  remarkably  level:  not  a  sin- 
gle hill,  of  any  importance,  being  found  on  the  great  road  from 
Genesee  river  to  Butfaloe  creek;  unless  the  descent,  and  ascent, 
to  and  from  the  swan^ps,  and  mill-streams,  should  be  called  hills. 
Here,  however,  we  only  fall  below  the  common  level,  and  rise  to 
it  again.  Nor  is  there,  so  far  as  I  have  been  informed,  any  con- 
siderable hill  between  the  road,  and  lake  Ontario  ;  if  we  except 
the  brow  of  the  lime-stone  stratum,  which,  it  is  said,  crosses  the 
whole  breadth  of  this  tract;  entering  the  County  of  Ontario  on 
the  East,  and  Upper  Canada  on  the  West. 

The  Southern  parts  of  this  tract,  including  perhaps  one  third, 
and  possibly  two  fifths,  of  the  w^hole,  are  said  to  be  hilly,  and  even 
mountainous.  From  the  number  of  considerable  streams,  rising 
in  this  region,  and  forming  a  part  of  the  head  waters  of  the  Al- 
leghany and  Genesee  rivers,  the  account  appears  to  be  true. 

This  County,  throughout  the  Northern  half,  is  scantily  furnish- 
ed with  springs,  and  streams.  All  these,  of  any  size,  except  Al- 
len's creek,  a  branch  of  the  Genesee,  and  two  or  three  smaller 
ones,  which  empty  their  waters  into  lake  Ontario,  have  been  al- 
ready mentioned  in  the  course  of  these  letters.  Smaller  streams, 
and  springs,  are  scarce.  The  soil  of  this  country  is  principally 
of  the  two  kinds,  already  so  often  mentioned:  that  of  the  oak, 
and  that  of  the  maple,  lands.  As  I  shall  have  occasion  to  con- 
sider this  subject  more  particularly  hereafter ;  T  shall  only  remark 
for  the  present,  that  I  consider  this  tract  as  inferiour  to  several  of 
those,  which  lie  fiirther  East.  Still  it  is  a  fertile  country ;  and 
capable  of  producing  plentifully  all  the  vegetation  of  the  climate. 

The  settlements  in  the  County  of  Genesee  are  very  few.  On 
a  farm,  in  the  neighbourhood  of  the  falls  of  Niagara,  all  the  vari- 
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ous  kinds  of  fruit,  jirodiired  at  C'ananda^na,  have  lon;:^  flourislied. 
Hereafter  thej  will  probably  lloiirish  throui^hout  its  whole  extent. 
The  only  viliai^es,  which  it  contains,  are  Batavia  and  Butfaloe 
creek.  The  Eastern  part  of  this  County,  eleven  miles  in  breadth 
on  the  South,  and  twenty-four  on  the  North,  is  formed  into  three 
townships  :  Northampton  on  the  North,  Southampton  in  the  mid- 
dle, and  Leicester,  which  is  fifty-seven  miles  in  length,  on  the 
South.  The  rest  of  the  County,  though  every  whore  divided  by 
surveys,  is  included  in  the  single  township  of  Batavia  ;  probably 
the  largest,  which  ever  existed  in  the  world. 

From  Bufl'aloe  creek  to  lake  Ontario,  a  distance  of  thirty-seven 
miles,  the  State  has  reserved  to  itself  one  mile  in  breadth  along 
the  river  Niagara  ;  intending  to  controul.  without  any  interfering 
claims,  the  future  navigation  of  this  spot.  Within  the  reservation 
is  included  the  ground,  opposite  to  Black  Rock;  of  which  I  shall 
have  occasion  to  take  notice  hereafter.  Independently  of  the 
two  lakes,  Erie  and  Ontario,  the  river  Niagara,  and  the  plains  al- 
ready described.  1  know  nothing  in  the  County,  which  is  particu- 
larly beautiful,  or  magnificent.  The  uniformity  of  the  surface 
must  always  be  tedious  to  the  eye. 

The  County  of  Genesee  is,  and  during  a  considerable  period 
will  probably  continue  to  be,  unhealthy.  The  tracts  on  the  Gen- 
esee river,  and  on  lake  Ontario,  are  particularly  so.  Buflfaloe 
creek  is  also  sickly.  Batavia  has  been  already  mentioned.  The 
oak-plains  appear  to  furnish  a  fairer  promise  of  health,  than  any 
other  part  of  the  Northern  half.  In  a  fiat  country  the  streams, 
during  the  summer  half  year,  will  of  course  be  noxious. 

Almost  all  this  extensive  tract  is  the  property  of  the  Holland 
company.  These  gentlemen,  it  is  said,  give  very  little  encour- 
agement to  settlers.  Too  wealthy  to  feel  any  necessity  of  selling 
their  lands,  and  knowing  that  they  will  of  course  increase  in  value, 
they  propose,  as  I  am  informed,  conditions  of  |)ur(  has(',  which  are 
not  very  alluring.  The  uns(jttled  lands  in  other  parts  of  the  coun- 
try, will,  therefore,  be  chiefly  occupied  before  these  are  taken  up. 
This  is  the  more  probal)le,  as  the  State  of  Ohio,  the  territories  of 
Indiana  and  Illinois,  and  even  that  of  Louisiana,  hav(^  already  be- 
come inviting  objects  to  emigrants. 
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Buffaloe  creek,  otherwise  called  New-Amsterdam,  is  built  on 
the  North-Eastcrn  border  of  a  considerable  mill-stream,  which 
bears  the  same  name.  A  bar,  at  the  mouth,  prevents  all  vessels, 
larger  than  boats,  from  ascending  its  waters.  For  boats  it  is  nav- 
igable about  eight  miles.  Its  appearance  is  more  sprightly  than 
that  of  some  others  in  this  region.  The  South- Western  bank  is, 
here,  a  peninsula,  covered  with  a  handsome  grove.  Through  it 
several  vistas  might  be  cut  with  advantage ;  as  they  would  open 
fine  views  of  the  lake  ;  a  beautiful  object.  The  prospect,  which 
they  would  furnish  towards  the  West  and  South-West,  would  be 
boundless. 

The  village  is  built  half  a  mile  from  the  mouth  of  the  creek  ; 
and  consists  of  about  twenty  indifferent  houses.  The  Holland 
company  own  the  soil.  Hitherto  they  have  declined  to  sell  it; 
and,  until  very  lately,  to  lease  it.  Most  of  the  settlers  have, 
therefore,  taken  up  their  ground  without  any  title.  The  terms, 
on  which  it  is  leased,  are,  that  the  lessee  shall  within  nine  months 
build  a  house,  thirty  feet  in  front,  and  two  stories  in  height;  and 
shall  pay,  if  I  mistake  not,  two  dollars,  annually,  for  each  lot  of 
half  an  acre.  The  streets  are  straight,  and  cross  each  other  at 
right  angles  ;  but  are  only  forty  feet  wide.  What  could  have  in- 
duced this  wretched  limitation  in  a  mere  wilderness  I  am  unable 
to  conceive.  The  spot  is  unhealthy,  though  of  a  sufficient  eleva- 
tion, and,  SQ  far  as  [  have  been  informed,  free  from  the  vicinity 
of  any  stagnant  waters.  The  diseases,  prevailing  here,  are  those, 
which  are  common  to  all  this  country.  The  inhabitants*  are  a 
casual  collection  of  adventurers  ;  and  have  the  usual  character  of 
such  adventurers,  thus  collected,  when  remote  from  regular  so- 
ciety ;  retaining  but  little  sense  of  Government,  or  Religion.  We 
saw  about  as  many  Indians  in  this  village,  as  white  people.  The 
superintendant  of  Indian  affairs  for  the  Six  Nations  resides  here.t 

*  1804. 
t  The  village  of  Buffaloe  was  burned  down  during  the  late  war.     Since  that  pe- 
riod it  has  been  re-built,  and  is  now  a  beautiful  and  flourishing  town  of  one  hundred 
and  fifty  houses. — Pub.     1820. 
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Now-Aiii'-UTdani  i-  at  [)rc><.Mit  t!ic  tljoroiii'iiriiio  for  all  the  com- 
merce, and  travellini^,  iutorcliaDi^eabl)  going  on  belwcci!  the 
Eastern  States,  (including  New- York  and  New  Jersey,)  and  the 
countries,  bordeiy»g  on  the  great  Western  Lakes.  The  creek  is 
frequently  said  to  unite  wiih  (lie  river  x\iagara.  I  >hould  sa\,  as 
I  believe  every  other  man  would,  who  spoke  from  his  own  in- 
spection, that  it  unites  with  lake  Erie  ;  and  that  (h(!  river  Niaga- 
ra beirins  two  miles  further  North,  at,  or  rather  Ju-t  below,  Black 
Rock.  Here  the  first  perceptible  current  commences  :  while  at 
the  mouth  of  the  creek  the  waters,  unless  agitated  by  winds,  arc 
perfectly  still,  and  have  exactly  the  same  appearance  as  other 
parts  of  the  lake. 

Al  Black  Rock,  a  town,  which  is  a  mile  square,  is  laid  out  by 
order  of  th.-^  State,  into  house  lots.  The  lots  are  to  be  disposed 
of  at  public  sale  in  December  of  this  year,  upon  terms  with  which 
I  am  unacquainted.  Should  they  be  equitable,  the  trade,  which 
I  mentioned,  will  soon  centre  here.  Between  this  rock  and  the 
shore  is  the  only  secure  harbour  on  the  American,  and  a  much 
better  than  any  on  the  British,  side  of  the  lake,  within  a  great 
distance.  A  road  is  already  begun  from  this  spot  to  Fort  Niaga- 
ra, at  the  njouth  of  the  ri\er;  and  will  not  improbably  be  com- 
pleted within  a  year. 

The  period  is  not  distant,  when  the  commerce  of  this  neigh- 
bourhood will  become  a  great  national  object;  andynvolve  no 
small  part  of  the  interests  and  happiness  of  millions.  I  shall  con- 
sider it  more  particularly  hereafter. 

Since  the  date  of  this  journey  the  County  of  Genesee  has  been 
formed  into  five  :  Genesee,  Niagara,  Alleghany,  Cataraugus,  and 
Chautaughtjue.  The  two  first,  Genesee  on  the  East,  and  Niaga- 
ra on  the  West,  are  bound<Hl  on  the  North  by  Lake  Ontario.  The 
three  last,  Alleghany  on  the  East,  Cataraugus  in  the  middle,  and 
Chautaughque  oii  the  West,  are  all  bounded  on  the  South  by  the 
North  line  of  IVnnsylvania.  In  this  division  the  distribution  of 
the  Western  country  in  the  State  of  New-York  is  probably  com- 
pleted. 
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From  these  facts  it  appears,  that  the  Holland  company  have 
thought  it  proper  to  part  with  some  of  their  lands,  on  terms  so 
reasonable,  as  to  allure  a  considerable  number  of  purchasers  ;  and 
that  the  population  of  this  tract,  although  very  gradual,  has  yet 
increased  more  rapidly  than  I  had  expected. 

The  prospect,  presented  at  Buffaloe,  is  now  most  attractive, 
notwithstanding  the  interruption,  mentioned  above.  Directly  op- 
posite, at  the  distance  of  two  miles,  but  in  full  view,  stands  Fort 
Erie  :  a  block-house,  accompanied  by  a  suit  of  barracks,  and  a 
hamlet.  This  collection  of  houses  is  built  on  a  beautiful  shore  ; 
wears  less  fhe  appearance  of  a  recent  settlement,  and  exhibits  a 
much  greater  degree  of  improvement,  than  any  thing,  which  we 
saw  West  of  the  Genesee  river.  Beyond  this  hamlet  a  handsome 
point  stretches  to  the  Soulh-West;  and  furnishes  an  imperfect 
shelter  to  the  vessels,  employed  in  the  commerce  of  the  lake. 
Seven  of  these  vessels,  (five  schooners,  a  sloop,  and  a  pettiaugre,) 
Jay  in  the  harbour  at  this  time  ;  and  presented  to  us  an  image  of 
business  and  activity,  which,  distant  as  we  were  from  the  ocean, 
was  scarcely  less  impressive  than  that,  presented  by  the  harbour 
of  New- York,  when  crowded  with  almost  as  many  hundred. 

Behind  this  point  another,  much  more  remote,  stretches  out  in 
the  same  direction  ;  exhibiting  a  form  of  finished  elegance,  and 
seeming  an  exactly  suitable  limit  for  the  sheet  of  water,  whiqh 
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fills  the  fine  scoop  between  the^e  anns.  Still  farther  Southward, 
the  lake  opens  in  boundless  vic^w,  and  presents  in  a  perfect  man- 
ner, the  blendint;  of  unlimited  waters  with  the  sky. 

Over  these  points  assembled,  as  if  to  feast  our  eyes  at  the  com- 
mencement of  the  evening,  aAer  our  arrival,  one  of  the  n»ost 
beautiful  collections  of  clouds,  ever  seen  by  a  votary  of  nature. 
J'hey  were  of  elegant  forms,  and  of  hues  intense,  and  refulgent. 
The  richest  crimson,  fadini;  into  the  tinges  of  the  pink,  and  the 
rose,  adoirKHJ  them  on  one  side  ;  and  gold  burnished  into  the 
highest  brilliancy,  on  the  other.  Several  strata  of  these  splen- 
doui-s,  extending  over  one  tenth  of  the  horizon,  lay  above  each 
other,  in  the  most  fascinating  variety  of  fantastical  beauty  :  while 
others,  single,  in  pairs,  or  in  small  groups,  vied  with  the  larger 
a-^semblages  in  contributing  to  the  glory  of  the  scene.  Towards 
the  South-AVest,  and  North-East,  two  long  ranges  of  leaden  col- 
oured clouds,  with  fleeces  of  mist  hanging  beneath  them,  reached 
jound  two  thirds  of  the  horizon.  These,  at  intervals,  were  all 
along  changed,  sometimes  gradually,  and  sometimes  suddenly,  in- 
to the  gayest  crimsom,  and  the  most  vivid  purple,  alternated  in 
such  a  manner,  as  to  defy  the  utmost  efforts  both  of  the  pen  and 
the  pencil.  The  sky  above,  of  that  pure  bright  aspect,  which  suc- 
ceeds a  storm,  when  it  becomes  clear  with  a  soft  serenity,  was 
\  aried  from  a  glowing  yellow,  a  brilliant  straw  colour,  and  a  wil- 
low green,  into  a  light,  and  finally  into  a  darker,  azure:  the  beau- 
tifiil  blue  of  autumn. 

Beneath  all  this  glory  the  lake,  a  boundless  field  of  polished 
glass,  glittered,  alternately,  with  the  variegated  splendour  of  the 
clouds,  and  the  hues  of  the  sky  ;  softening,  and  improving,  the 
brilliancy  of  both  with  inimitable  delicacy,  and  leaving  on  the 
mind  the  impression  of  enchantment  rather  than  of  reality. 
Not  a  breath  was  felt :  not  a  leaf  trembled  :  not  a  sound  wa« 
heard  :  not  a  fluctuation  disturbed  the  elegance  of  the  surface. 
A  lively  imagination  would  (^asily  have  fancied,  tliat  a  paradise 
might  be  found  beyc>n(i  this  charming  expansion. 

I  am,  Sir,  yours,  Sic. 
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Brief  account  of  the  great  Lakes  which  supply  the  river  Niagara — Lake  Superioui- 
— Its  Islands,  Rivers  &c.— River  St.  Marie— Its  only  outlet — Opinion  that  there 
are  subterranean  outlets  examined — Lake  Huron — Lake  Michigan — Island  of 
Michilimackinac — Huron  river — Lake  St.  Clair — Lake  Erie — Evidence  that  the 
waters  of  these  lakes  are  lower  than  they  formerly  were. 

Dear  Sir, 

Before  1  commence  my  account  of  the  River,  and  Falls,  of 
Nia;^ara,  it  will  not  be  amiss  to  describe,  summarily,  the  great 
chain  of  Lakes,  whose  waters  are  conveyed  to  the  ocean  through 
this  channel.  Without  a  just  apprehension  of  the  extent  of  this 
singular  collection  of  waters  it  will  not  be  easy  for  you  to  con- 
ceive, or  even  to  admit,  correct  views  of  the  importance,  and 
splendour,  of  the  river  St.  Lawrence. 

The  first  and  Westernmost  of  these  inland  seas,  is  Lake  Supe- 
riour.  Carver,  whose  accounts,  so  far  as  they  have  been  exam- 
ined, have,  notwithstanding  the  discredit  at  first  attached  to  them, 
been  found  to  be  remarkably  just  and  accurate,  and  who  coasted 
the  North-Eastern  and  North- Western  shores  of  this  lake,  near 
twelve  hundred  miles,  informs  us,  that  its  whole  circuit  measures 
more  than  sixteen  hundred :  an  estimate  somewhat  larger  than 
that  of  McKenzie.  It  lies  between  46°  and  49°  North  latitude, 
and  between  84°  and  93°  West  longitude  from  London.  So  far 
as  he  had  opportunities  of  examining,  its  shores  are  rough,  rocky, 
and  mountainous.  The  water  is  remarkably  transparent ;  so  that, 
in  his  language,  over  a  depth  of  six  fathoms  his  canoe,  instead  of 
appearing  to  rest  on  the  water,  seemed  as  if  suspended  in  the  air. 
In  the  summer  it  is  warm  at  the  surface,  but  at  a  small  depth  is 
very  cold. 

Lake  Superiour  contains  many  islands ;  and  among  them  five 
of  a  considerable  size  :  Round,  Pont-Chartrain,  Philippeaux,  Mi- 
rapau,  and  Royal :  the  last  one  hundred  miles  in  length,  and  for- 
ty in  breadth.  Neither  of  these  islands  has  hitherto  been  explor- 
ed. Some  of  them,  regarded  by  the  Indians  as  sacred  places, 
are  holden  in  high  veneration. 


72  JOURNEY  TO  NIAGARA. 

About  Torty  small  rivers  enter  this  lake  ;  and  three  of  a  supc- 
riour  size  :  the  Nipegon,  the  Michipicoton,  and  the  St.  Louis. 
The  firsit  on  the  North-Eastcrn,  and  the  second  on  the  North- 
\Ve£tent  side.  The  third  whose  springs  are  the  most  remote 
Avaters  of  the  St.  Lawrence,  discharges  itself  at  the  South-West- 
ern angle.  To  the  eve  this  lake,  except  at  the  two  angles,  is  an 
ocean  :  the  view  being  literally  boundless.  Like  the  ocean  also, 
it  is  frequently,  and  furiously,  agitated  by  storms,  which  are  in 
the  highc'st  degree  dangerous  to  Navigators. 

Virgin  copper  is  found  in  many  places  on  the  shore,  and  on 
rp.3T:y  of  the  small  islands  ;  particularly  on  those,  which  are  near 
the  Eastern  coast. 

A  small  river,  a  little  Eastward  of  the  Nipegon,  descends,  just 
before  its  enliance  into  the  lake,  over  a  perpendicular  precipice, 
moie  than  six  hundred  feet  in  height. 

Lake  Superiour  abounds  in  fish  of  various  kinds  ;  the  principal 
of  which  are  the  trout,  the  white-fish,  and  the  sturgeon. 

The  cliannel  through  which  the  waters  of  this  vast  reservoir 
arc  emptied  into  tlie  Huron,  is  the  river  St.  Marie  ;  which  in  one 
place  is  not  more  than  six  feet  in  depth.  By  Carver,  and  by 
others  who  have  followed  him,  it  is  supposed,  that,  after  making 
the  utmost  allowance  for  the  quantity  of  water  evaporated  from 
its  surface,  the  St.  Marie  is  an  insufficient  channel  for  the  con- 
veyance of  the  superabundant  waters  of  the  lake  ;  and  that,  there- 
fore, they  are  drawn  oiY  by  one  or  more  subterraneous  passages. 
Permit  me  to  examine  this  opinion. 

That  subterraneous  passages  exist,  which  descend  to  the  cen- 
li\r,  or  pass  circuitously  round  the  globe,  or  any  considerable  part 
of  it,  will  hardly  be  imagined.  If  they  terminate  at  any  mode- 
rate distance  beneath  the  surface,  they  must  for  thousands  of 
years  have  been  filled,  and  certainly  can  admit  no  more  supplies 
from  the  lake.  H  they  break  through  the  surface,  tlie  effusion  of 
Avater  from  the  orifice  must  be  too  extraordinary  to  have  escaped 
observation.  If  the  passage  termirjates  at  the  bottom  of  one  of 
tlie  neighbouririg  lakes,  (say  Huron,  or  Michigan,)  the  nearest, 
md  thrrefore  the  most  promising  resorts  in  this  investigation,  the 
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water  above,  and  around  the  opening  would  boil  with  a  force, 
which  must  detect  the  fact ;  since  every  part  of  these  lakes  is 
continually  wandered  over,  both  by  the  Indians,  and  the  whites. 
The  only  remaining  supposition  is,  that  these  conduits  open  in  the 
bed  of  the  St.  Lawrence  ;  where  the  effect  would  be  still  more 
visible  than  in  either  of  the  Lakes,  or  in  the  ocean  ;  above  whose 
surface  that  of  Lake  Superiour  is  elevated  at  least  a  thousand 
feet.  The  pressure  of  a  column  of  this  height  to  speak  in  very 
moderate  terms  would  create  such  a  disturbance  of  the  surface 
of  the  ocean,  as  must  long  since  have  been  marked  by  many  of 
the  numberless  vessels,  which  ply  continually  in  every  part  of  the 
Northern  Atlantic.  Such  a  phenomenon  must  have  been  univer- 
sally known  throughout  the  eighteenth  century,  and  probably 
through  the  latter  half  of  the  seventeenth. 

At  the  same  time,  such  a  subterranean  stream,  proceeding  from 
this  lake,  would  occasion  a  violent  whirlpool  on  the  surface  ;  and 
this  must  have  been  observed  by  some  or  other  of  the  numerous 
voyagers,  who  pass  over  it  every  summer  :  but  nothing  of  this 
nature  has  been  seen.  On  the  contrary,  the  waters  in  calm 
weather  are  perfectly  smooth  and  quiescent. 

That  the  river  St.  Marie  is  a  sufficient  outlet  for  these  waters, 
sufficient  I  mean  to  carry  off  all  its  supplies,  except  what  are  ex- 
hausted by  evaporation,  I  have  not  a  single  doubt.  In  the  year 
1810  a  lake  in  the  township  either  of  Glover,  or  of  Greensbo- 
rough,  and  County  of  Orleans,  in  the  state  of  Vermont,  broke 
through  its  barriers,  and  emptied  its  waters  into  the  Lake  Mem- 
phremagog.  The  bed  was  left  entirely  vacant.  Before  this 
event  a  mill-stream  ran  out  of  it  into  the  river  La  Moille  :  a  streani 
now  runs  from  its  bed  into  Barton  river,  furnished  by  the  same 
springs,  which,  originally  subjacent,  supplied  the  waters  of  the 
lake.  The  difference  between  these  two  streams  is  impercepti- 
ble. From  this  fact  it  appears,  that  the  little  stream,  which  for- 
merly carried  the  waters  of  this  lake  into  the  La  Moille,  appar- 
ently disproportioned  to  the  quantity  of  water,  conveyed  off  what- 
ever was  superfluous,  or  in  other  words  whatever  was  supplied 
by  the  springs.     This  lake  was  about  two  miles  and  a  half  in 
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lengtli.  a  milr  in  broadlh,  and  one  hundred  and  ninety-seven  feet 
in  depth.  The  quantity  of  water  which  flowed  into  this  bed, 
and  accumulated  thismass,  or,  in  other  word?,  the  supphes  ne- 
cessary to  form  such  an  accumulation,  was  incomparably  less 
than  we  have  been  arcustomed  to  believe.* 

The  whole  mass  of  Connecticut  river  often  runs  during;  a  part 
of  the  summer,  in  a  chaimel  at  Bellows-Falls,  at  times  not  more 
than  twenty-five  feet  in  breadth,  and  so  far  as  I  am  able  to  judge, 
of  not  more  than  four  or  five  feet  in  depth  ;  and  yet  at  a  small  dis- 

*  From  tlic  New-England  Palladium,  Friday,  June  22ui}^  IP.IO. 

"  J^crmcnif,  Mimtprlicr,  Junf9fh,  ISIO. 

On  the  f>lh  in?t.Uic  larjje  pond,  in  the  North-East  part  of  Greensborough,  which 
formeil  the  head  of  the  river  La  Moillc,  burst  its  bounds,  and  emptied  itself  into  Lake 
Memphreraagog,  distant  about  twenty-five  miles.  This  pond  which  was  about  two 
and  a  half  miles  in  length,  one  in  breadth,  and  about  one  hundred  feet  in  depth,  was 
situated  on  the  Green  Mountain  range,  and  was  considerably  higher  than  the  sur- 
rounding country.  At  the  distance  of  about  forty  rods,  was  another  smaller  pond ; 
on  the  outlet  of  which  stood  a  number  of  mills.  The  perpendicular  height  of  the 
former  above  the  latter,  was  about  one  hundred  leet.  It  had  long  been  contempla- 
ted to  make  a  communication  between  them ;  in  the  expectation  that  it  would 
greatly  benefit  the  mills  below  the  small  pond.  On  the  day  above  mentioned  a  num- 
ber of  the  inhabitants  of  Wheelock,  Sheffield,  Glover,  and  Barton,  met  for  the  pur- 
pose of  digging  a  channel  and  commenced,  their  operations  on  the  brow  of  a  descent 
a  few  rods  from  the  large  pond.  They  soon  finished  a  channel  five  or  six  feet  in 
depth.  As  this  was  filled  the  ground,  which  was  a  kind  of  quicksand,  began  to 
sink  ;  and  the  pressure  soon  produced  a  (,hasm  of  upwards  of  one  hundred  feet  in 
depth,  and  eighteen  or  twenty  rods  in  breadth.  The  water  issued  from  the  pond 
with  such  impetuosity  that  it  was  completely  drained  in  one  hour.  The  ground 
sunk  so  suddenly  that  the  workmen  had  scarcely  time  to  save  themselves ;  and  one 
of  them  sunk  five  or  six  feet,  but  was  so  fortunate  as  to  escape  by  laying  hold  on  the 
root  of  a  tree.  The  water  rusljed  into  the  lower  pond,  and  thence  proceeded 
through  a  forr-tof  heavy  timber  six  miles  to  Barton  River,  carrying  witli  it  every 
thing  in  its  way.  It  then  took  the  course  of  Barton  River,  repeating  the  same  de- 
vastation till  it  reached  Lake  Memphremagog,  Farms,  which  lay  on  the  banks  of 
this  river,  were  covered  ten  or  twelve  feet  deep;  and  two  saw-mills,  a  grist-mill, 
and  a  blacksmiths  shop,  five  bridges,  and  a  great  number  of  sheep  were  swept  into 
the  Lake, 

The  scene  which  it  presented  was  awful.  The  \'allies  were  fillnl  up,  and  the 
hills  were  levelled.  The  earth  trembled  throughout  a  rirouit  of  many  miles.  The 
noise,  which  was  heard  throughout  a  great  distance,  was  at  first  supposed  to  be 
thunder;  but,  as  the  sky  was  unclouded,  was  speedily  believed  to  be  that  of  an 
earthquake.     Happily  no  lives  were  lost.'' 
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lance  above  and  below,  the  river  is  forty  rods  in  breadth,  proba- 
bly not  less  than  six  or  eight  in  depth  ;  and  runs  with  a  strong 
current.  Not  a  man  living  would,  I  presume,  believe  it  possible 
for  such  a  mass  of  water  to  descend  through  this  crevice,  for  it  is 
little  more,  without  being  compelled  by  ocular  demonstiation. 

All  the  supplies  furnished  by  rivers  to  Lake  Superiour  except 
those  derived  from  subjacent  springs  amount  to  a  quantity  not  very 
considerable.  Not  a  small  part  of  them  must  be  drawn  off  by  evap- 
oration :  for  the  remainder  the  St.  Marie,  must,  I  think,  be  an 
ample  channel,  when  I  consider  the  facts  mentioned  above. 

In  this  opinion  I  am  confirmed  by  observing  the  drains  of  oth- 
er lakes  ;  few  if  any  of  which  bear  any  such  proportion,  as  a  pri- 
ori we  should  expect,  to  the  body  of  waters  which  they  contain. 
The  Sorelle  would  be  thought  a  less  river  than  would  be  formed 
by  the  union  of  Otter-Creek,  Onion  river,  the  La  Moille,  the 
Misciscoui,  Pulteney  river,  and  the  outlet  at  Lake  George.  Yet 
Lake  Champlain  receives  a  multitude  of  streams  of  a  smaller  size, 
besides  what  is  furnished  by  springs.  The  outlet  of  Lake  George 
also,  is  a  little  stream.  The  same  may  be  said  of  many,  perhaps 
of  almost  all,  others.  The  Caspian  has  no  outlet ;  although  it 
receives  the  waters  of  the  Volga,  the  Ural,  the  Kur,  the  Tedjon, 
and  several  other  considerable  rivers. 

It  is  said,  that  the  surface  of  Lake  Superiour  is  evidently  about 
six  feet  lower  than  it  was  at  some  former  period.  The  proof  al- 
leged is  the  appearance  of  the  rocks,  and  other  parts  of  thft 
shore,  which  to  this  height  bear  evident  marks  of  having  been 
once  covered  by  water.  Aside  from  this  evidence  the  opinion 
may  be  received  without  difficulty.  The  St.  Marie  is  undoubt- 
edly continually  lowering  its  bed,  insensibly  indeed,  but  certain- 
ly. That  in  a  long  progress  of  years  it  should  have  worn  it  down 
the  depth  specified  can  excite  no  surprise. 

Just  at  the  head  of  the  St.  Marie,  there  is  a  remarkably  rich 
prospect  of  the  river,  the  lake,  its  islands,  the  points,  and  other 
parts  of  the  neighbouring  shores. 

Lake  Huron,  into  which  the  St.  Marie  enters,  is  the  second  of 
this  singular  collection.     It  hes  between  43°  and  47°  North  Lati- 
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tudc,  and  bftwecii  80^  and  85°  West  Lonijitiidc.  Its  circumrci- 
»Mice  is  eleven  hundred  miles;  and  its  sh;«pe,  tiian^ulai.  A 
rcmarkal)k'  inland,  named  J\Innitaulin^  rises  near  (he  North  shore, 
one  liundred  miles  in  length,  and  eij^ht  only  in  breadth  ;  and  fur- 
nishes another  object  of  religious  reverence  to  the  Indians.  A 
larije  bay  on  the  South-VVestern  side,  called  Saganaum  Bay,  about 
twenty  miles  in  breadth,  opens  ei'^hty  miles  into  the  interiour. 
Halt'  way  between  this  and  the  straii;hts  of  Michilimackinac,  on 
(he  same  side,  is  another,  known  by  the  name  of  Thunder-Bay. 
This  is  about  nine  miles  in  diameter,  and  as  its  name  indicates, 
is  di>tini:uished  from  all  other  temperate  parts  of  North-America 
by  an  almost  perpetual  succession  of  thunder-storms.  French 
river  on  the  North,  the  outlet  of  Lake  Nepisingui,  about  seventy- 
tive  miles  in  length  ;  is  the  only  stream,  except  the  St.  Marie, 
received  by  this  lake.  Its  shores  are  less  uneven  than  those  of 
Lake  Superiour,  and  are  more  -andy  and  barren. 

Lake  Huron  receives  the  waters  of  IMichigan,  which  is  three 
hundred  miles  in  length,  and  nine  hundred  and  forty-live  in  cir- 
cumference ;  lying  between  41°  and  46°  North  Latitude,  and  84° 
and  87°  West  Longitude.  Its  greatest  breadth  is  sixty  miles.  Its 
shores  are  extensively  flat,  and  covered  with  an  indifferent  soil. 
In  its  North-Western  corner  opens  a  large  iidet,  called  Green- 
Bay,  not  far  from  one  hundred  miles  in  length,  and  from  fifteen  io 
tw(mty  in  breadth.  Fox  river,  a  considerable  stream,  which  pass- 
es through  the  Winnebago,  and  empties  its  waters  into  Green- 
Bay,  the  St.  Joseph,  and  the  river  Grand,  are  the  only  streams 
of  importance,  which  terminate  in  this  lake.  It  is  wholly  within 
the  United  States,  and  without  any  islands  of  consetjuence.  One 
of  the  [)rincipal  passages  from  the  lakes  to  the  Mississippi  is  up 
(jreen-Bay,  and  (he  Fox  river,  and  down  the  Ouisconsin,  and 
another,  up  the  Michigan.  an<l  down  the  Illinois. 

Near  the  mouth  of  the  straits,  which  unite  the  .Michigan  with 
the  Huron,  and  within  the  latter,  is  (he  island  of  Michilimackinac, 
long  distinguished  as  a  military  post  of  no  small  importance  in  the 
contest  between  France  and  Great-Britain  ;  and  a  place  highly 
advantageous  for  commerce  with  the  Indians  of  the  North  anil 
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West..  This  island  lies  in  the  4Clh  degree  of  North  Latitude,  i> 
of  a  circular  form,  and  seven  miles  and  a  half  in  circumference. 
Its  distance  from  the  shore  is  somewhat  more  than  three  miles. 
It  's  considerably  higher  than  the  main ;  and  is  a  mere  rock  ol 
lime-stone,  covered  with  a  good  soil,  and  originally  with  a  rich 
grovv^thtof  timber.  Its  form  resembles  the  back  of  a  turtle,  and 
thence  it  is  said  to  have  derived  its  name.  The  air  is  here  fine, 
and  the  water  excellent.  Few  places  are  healthier.  Fish  abound 
in  the  neighbourhood;  particularly  the  white-fish,  esteemed  a 
great  delicacy  ;  trout,  weighing  from  fifteen  to  seventy-five 
pounds  ;  and  various  others,  particularly  such,  as  have  been  men- 
tioned in  the  account  of  Lake  Superiour. 

There  is  a  small  \'illage*  on  this  island,  built  around  the  harbour. 
The  streets  are  narrow;  the  houses  chiefly  of  one  story;  and  the 
number  of  inhabitants  about  300.  A  few  of  them  are  Americans, 
some  of  whom  were  heretofore  wealthy  ;  the  rest  are  principally 
Canadian  French ;  a  miserable,  unanimated  race,  without  ambi- 
tion or  energy,  without  intelligence  or  taste,  and  during  the  win- 
ter, almost  without  business  or  food.  Their  chief  employment 
for  six  months  is  fishing,  and  procuring  fuel. 

Michilimackinac  is  considered  as  the  key  of  the  North- Western 
country  ;  and  is  the  great  depot  of  the  fur  trade.  Hither  the  mer- 
chants of  Montreal,  and  others  from  the  United  States,  resort  in 
the  spring  to  receive  furs  and  peltries  from  their  agents,  and  furnish 
them  supplies  for  renewing  the  business  through  the  succeeding 
season.     The  navigation  opens  in  May,  and  closes  in  November. 

From  the  fort,  an  indifferent  edifice  of  little  strength,  com- 
manded by  high  ground  in  the  rear,  there  is  a  delightful  pros- 
pect; unlimited  in  the  East  over  Lake  Huron,  and  in  the  West 
over  Michigan.  The  fort  itself  is  a  very  infirm  structure,  as  a 
place  of  defence  ;  and  its  outworks  are  still  worse.  Like  other 
public  American  possessions,  it  has  been  neglected,  and,  as  a  mili- 
tary post,  forgotten. 

The  water  of  these  lakes,  like  that  of  Superiour,  is  transpa- 
rent. 

*  1804. 
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The  ri\  PI  riurou  is  the  channel,  throni,h  which  this  accumulated 
mas?  ilows  into  Lake  Krie.  It  is  from  hah"  a  mile  to  three  miles 
ill  hrcadth.  The  cnneiit  is  moderate,  and  the  thptii  suflicient 
lor  ships  ot"  considerahle  hurden.  On  its  haiik-^  stands  the  town 
ol  Detioii.  nine  miles  below  an  expansion  of  the  river  about  thirty 
miles  in  diameter,  named  Lake  St.  Clair,  'iiie  situation  of  this 
town  is  unhealthy.  Heretotbrc  it  has  contained  about  two  hun- 
dred and  sixty  houses,  and  ^,000  inhabitants.*  This  was  the 
principal  settlement  of  the  French  in  the  ^Vestern  country.  The 
river  Huron  is  ninety  miles  in  length.  Its  banks  have  long  been, 
in  a  gieat  measure,  covered  with  plantations. 

Lake  F>ie  lies  between  4r  and  43°  North  Latitude,  and  71* 
and  80®  West  Longitude.  Its  length  is  more  than  two  hundred 
miles  :  according  to  Carver  near  three  hundred  ;  its  breadth  for- 
ty. Its  circumference  is  said  to  be  seven  hundred  and  ten  miles. 
Its  water  is  remarkably  clear  and  beautiful,  though  esteemed 
somewhat  less  so  than  those  of  the  three  which  have  been  men- 
tioned. It  also  furnishes  not  only  the  same  kinds  of  fish,  but  sev- 
eral others.  Those  which  were  mentioned  to  me  at  ButFaloe,  are 
the  following. 

Sturgeon,  weighing  sixty  or  seventy  pounds,  and  yielding  a 
great  quantity  of  oil. 

White-Bass,  large  and  very  good. 

Pike,  three  kinds,  very  good,  and  well-sized. 

Cat-hsh,  large. 

Salmon-trout,  \cry  good,  not  so  large  as  those  caught  in  jMichi- 
ga  n . 

It  also  contains  a  great  number  of  water-snakes,  which  hi<le  in 
a  multitude  of  water-lilies,  surrounding  its  islands. 

The  navii^ation  of  Lake  Erie,  when  agitated  by  a  tempest,  is 
extremely  dangerous,  on  account  of  a  nuinix  r  of  points,  which 
project  into  it  a  considerable  distance.  Near  the  Cayahoga  riv- 
er, which  discharges  itself  on  the  South  shore,  a  ridge  of  rocks, 
forming  a  magnificent  promontor> ,  shoots  out  several  miles  into 
'the  lake;  and   has  (»ft(Mi  proved   fatal  to  n.i\igators.      Perhaps  no 

*  In  lh«^  ra«">nth  of  Jniir  IW'i,  Detroit  wn*  totally  ilr^trovrtl  by  fir^. 
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piece  of  water,  of  the  same  extent,  has  fewer  safe  harbours.  On 
the  Southern  side  1  know  of  but  three  :  Black  Rock,  Presque 
Isle,  and  Sandusky  bay. 

The  shores  of  this  lake  are  to  a  great  extent  unhealthy,  not 
from  the  waters  of  the  lake,  b'-t  from  the  marshes,  which  in  sev- 
eral places  line  its  border.  To  the  eye,  surveying  these  shores 
at  a  distance,  they  are  often  beautiful. 

Such  are  the  fountains  of  that  part  of  the  St.  Lawrence,  which 
is  termed  the  river  Niagara  ;  a  stream  inferiour  in  splendour  to 
none,  perhaps,  in  the  world. 

It  ought  to  be  observed,  that  on  the  island  of  Michilimackinac, 
there  are  the  most  decisive  proofs,  that  the  waters  of  Huron,  and 
Michigan,  are  several  feet  lower  than  they  once  were.  Proofs, 
equally  decisive,  are  presented  on  its  Southern  borders,  of  a  sim- 
ilar  subsidence  in  Lake  Erie.  Of  these  facts  I  am  amply  assured 
by  my  friends,  the  Rev.  Mr.  Bacon,  who  resided  at  Michilimacki- 
nac as  a  Missionary  one  season,  Josiah  Dunham,  Esq.  who  com- 
manded at  that  post  six  years,  and  John  S.  Edwards,  Esq.  who 
has  personally  examined  the  appearances  on  the  Southern  bor- 
ders of  Lake  Erie.  From  the  testimony  of  these  gentlemen  the 
general  fact  cannot  be  doubted.  Nor  is  the  cause  at  all  difficult 
to  be  discovered.  The  river  Niagara,  at  and  above  the  falls, 
shews  unquestionable  proofs,  that  its  waters  have  worn  their  chan- 
nel, particularly  the  rocky  part  of  it,  continually  lower. 

I  am.  Sir,  yours,  &c. 


Hivti-  Niagara — Properly  called  tlie  St.  L.^un  nee — I.-laricls  in  the  river — CcneraJ 
appearance  and  character  ol  this  reg^ion — Cataract  of  .Niagara. 

D(ar  Sir, 

Next  moriiiiii^,  Satiirda)  Oc  .  Clh,  wc  oommcncc^d  our  journey 
to  the  falls.  On  the  beach,  upon  wliicli  the  load  lies  from  HulTa- 
loe,  to  the  ferry,  we  had  a  complete  view  ot  the  lake.  On  the 
Southern  side  the  prospect  was  limited  successively,  by  three 
promontories  :  the  first  about  eight  or  ten  miles  distant ;  the  se- 
cond at  twice,  and  the  third  at  three  times,  that  distance.  Hand- 
ifomer  headlands  can  scarcely  be  imagined.  They  are  all  ele- 
i^ant  declivities,  descending  with  almost  imperceptible  gradation 
towards  the  water.  The  second  and  tliinl  are  so  lofty,  that  they 
may  be  styled  mountainous  ;  and  blend  with  their  beauty  a  con- 
'iiderable  degree  of  grandeur.  The  succession  in  which  they  are 
presented  to  the  eye,  adds  to  their  individual  appearance,  a  line 
impression  of  symmetry. 

After  coasting  the  end  of  the  lake  two  miles,  we  came  to  the 
great  outlet  of  this  world  of  waters,  covering  about  90,000,000 
acres,  or  150,000  square  miles.  The  stream  which  commences 
here  is  improperly  called  the  river  Niagara  ;  that  is,  unless  this 
name  should  be  extended  to  every  part  of  the  current,  from  its 
fountains  to  the  ocean.  It  has  been  the  misfortune  of  tliis  mag- 
nificent river  to  be  called  by  so  many  names,  as  to  leave  on  the 
mind  the  impression  of  numerous,  disjointed  parts,  and  not  of  one 
vast,  continued  stream.  Hence  the  geographical  reader,  fniding 
it  in  dilTerent  instances  styled  the  river  St.  Marie,  Detroit,  St. 
(.'lair.  Niagara,  Iroijuois,  Cataracjui,  and  St.  Lawrence-,  becomes 
perplexed,  and  lost,  amidst  this  confusion  of  appellations.  Hence 
also  the  proper  character,  and  real  greatness,  of  the  river,  are 
nncealed  ;  and  its  extent,  importance,  and  place  in  the  list  of 
r^^reams,  are  unknown.  The  Rhone  with  the  strictest  propriety 
is  called  by  this  jiame,  equally  before,  and  after,  its  entrance  into 
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ihe  lake  of  Geneva  ;  and  the  Rhine  before,  and  after,  its  entrance 
into  that  of  Constance.  In  each  case  the  stream  is  but  one  ;  and 
is  as  truly  continued  through  the  lake,  as  between  its  own»banks. 
For  the  same  reason  I  pronounce  the  river  St.  Lawrence  to  be 
one ;  from  its  rise  in  the  near  neighbourhood  of  the  Mississippi, 
to  its  junction  with  the  ocean. 

The  St.  Lawrence,  considered  in  this,  the  onl)  vindicable, 
manner,  is  one  of  the  noblest  rivers  in  the  world ;  and  in  several 
points  of  distinction  superiour  to  them  all.  Its  length  is  about 
3,000  miles;  and  its  mass  of  waters  greater  than  that  of  any  oth- 
er stream,  except  perhaps  the  Amazon  and  the  La  Plata,  The 
vast  lakes,  or  inland  seas,  by  which  it  is  attended,  and  to  whose 
waters  it  is  the  great  channel  of  discharge,  are  no  where  rivalled 
in  importance  and  grandeur.  Nor  is  the  navigation  of  this  river, 
or  its  capability  of  being  useful  toman,  a  capability,  which  within 
less  than  a  century  may  perhaps  be  realized  to  its  full  extent, 
even  approached  by  those  of  any  other  stream.  This  navigation 
is,  indeed,  interrupted  in  three  places ;  the  river  of  St.  Marie ; 
at  the  falls  of  Niagara  ;  and  the  rapids  of  the  river  Iroquois.  The 
river  St.  Marie  is  navigable  by  boats,  but  not  by  larger  vessels. 
A  portage  of  ten  miles  conveys  merchandize  around  the  falls  of 
Niagara.  Concerning  the  rapids  of  the  river  Iroquois,  or  that 
part  of  the  St.  Lawrence,  which  runs  between  Lake  Ontario,  and 
Montreal,  I  am  imperfectly  informed.  Whatever  obstructions 
they  present  to  transportation,  they  are  of  so  little  consequence, 
that  a  barrel  is  now  brought  from  Montreal  to  Queenstown  for  a 
dollar.  In  the  intervals  between  these  interruptions  the  naviga- 
tion is  so  convenient,  and  already  so  important,  as  to  employ 
many  of  the  smaller  kinds  of  vessels,  used  upon  the  ocean. 

The  St.  Lawrence  meets  the  tide  four  hundred  miles  from  its 
mouth.  To  this  distance  fleets  of  men  of  war  have  ascended  r 
and  found  ample  room  for  a  naval  engagement.  Merchant  ships 
ascend  to  Montreal,  near  two  hundred  miles  farther.  In  accord- 
ance with  its  interiour  grandeur  the  mouth  of  this  river  is  ninety 
miles  wide.  The  cataract,  which  it  forms  at  Niagara,  is  prover- 
bially a  wonder  of  the  world.     The  astonishing  grandeur,  with 
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which  the  vw'v.v  Outawais  hreiiks  up  the  ice  of  (he  St.  Lawrence 
at  Monlrcal  in  the  spring,  as  descrihed  to  ine  hy  a  gentleman, 
who  wa^  an  rvrwitness  of  this  stupendous  operation  of  Nature,  is 
at  tinnes  more  majestic  Ihnn  even  the  cat-trart  itsrU'.  Upon  the 
whole,  if  these  facts  are  fairlv  considered,  I  shall  hazard  little  in 
saying,  that  the  St.  Lawrence  is  the  most  magriiticent  stream  on 
the  globe. 

This  character  it  displays  strongly  at  its  passage  out  of  Lake 
Erie.  At  the  ferry,  one  mile  below,  it  is  seven  furlongs  in 
breadth,  and  from  twenty-tive  to  thirty  feet  in  depth.  The  cur- 
rent, at  the  lowest  estimation,  is  five  miles  an  hour,  and  in  all 
probability  six.  Such  a  mass  of  fresh  water  rarely  runs  on  this 
globe.  Yet  after  passing  Lake  Ontario  the  quantity  must  be  ma- 
terially increased.  The  water  is  of  a  beautiful  sea  green,  like 
that  of  Lake  George,  formerly  described,  although  somewhat  less 
pure. 

After  we  had  crossed  the  ferry  without  inconvenience,  though 
with  much  fatigue  to  our  boatmen,  we  pursued  our  route  toward 
the  cataract.  Throughout  this  distance,  eighteen  miles,  the  road 
scarcely  leaves  the  bank  at  all ;  the  surface  of  which  is  almost  a 
perfect  level.  In  all  this  part  of  its  progress  the  river  is  entirely 
free  from  that  dull,  canal-like  appearance,  which  frequently  les- 
sens the  beauty  of  other  streams.  Its  breadth  at  difTercnt  places 
is,  one.  two,  three,  and  three  and  a  half  miles  ;  and  its  current  in 
the  highest  degree  sprightly  and  vigorous. 

Throughout  a  considerable  part  of  fhis  distance  it  is,  Iiowever, 
divided  by  several  beautiful  islands*  Of  these  by  far  the  largest 
is  Grand  Isle  ;  being  six  miles  long,  and  from  three  to  four  broad. 
Navy  Isle,  opposite  to  the  Northern  point  of  Grand  Isle,  is  next 
in  size  ;  being  abotit  one  mile  in  length.  Three  others  lie  against 
the  mouths  of  Five-mile,  Tonnewanta,  and  Unnekugua  creeks, 
at  twenty,  twcuity-six,  and  thirty-five,  miles  iVom  the  influx  of  the 
river  into  Lake  Ontario.  These  three  islands  are,  1  presume, 
the  effects  of  alluviorj.  CJoat  islands  lie  inmiediately  above  the 
falls.  There  are  also  two  or  three  smaller  ones.  All,  which  we 
saw,  were  covered  with  a  rich  growth  of  wood,  and  lormed  very 
pleasing  parts  of  the  picture. 
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Against  Grand  Isle  the  river  is  almost  cfjually  divided ;  and 
each  division  is  a  river  of  prodigious  size.  The  Eastern  bank, 
like  the  Western,  is  nearly  level,  and  almost  entirely  forested. 
We  saw  but  two  or  three  settlements  upon  it,  from  the  ferry  to 
the  falls. 

On  the  Western  shore,  houses,  commencing  at  Fort  Erie,  are 
continued  to  the  falls ;  and,  I  presume,  to  Lake  Ontario.  The 
houses,  which  it  contains,  are  all,  except  three  or  four,  built  on 
the  Western  side  of  the  road,  from  ten  rods  to  half  a  mile  asun- 
der. The  ground  behind  them,  a  mere  flat,  is  cleared  from  a 
furlong  to  one  half  of  a  mile  ;  and  is  laid  out  in  fields,  imperfectly 
enclosed. 

The  soil  is  alternately  a  stiff  loam,  and  clay  ;  and  is  very  fertile. 
Under  the  loose  culture,  which  is  now  employed,  it  produces 
wheat,  rye,  grass,  flax,  maize,  and  oats,  in  abundance.  Apples, 
peaches,  plums,  and  several  other  fruits,  loaded  the  trees ;  and 
all  the  fruits  of  Southern  New-England  would  flourish  here  with 
the  utmost  luxuriance. 

The  forests  are  beach,  maple,  bass,  &ic.  but  are  shorter  and 
less  thrifty  than  in  the  preceding  parts  of  our  journey  :  the  cause 
of  this  fact  I  cannot  assign.  The  climate  is  certainly  as  mild,  and 
the  soil  apparently  not  inferiour.  Of  the  mildness  of  the  climate 
during  the  present  season,  we  had  full  proof.  The  tender  plants, 
such  as  rnaize,  potatoes,  squashes,  and  pompions,  were,  here,  gen- 
erally uninjured  by  frost,  and  exhibited  the  freshest  verdure.  On 
the  Eastern  side,  from  Sheffield  to  Buflfaloe  creek,  these  plants 
were  destroyed  in  most  places  by  the  frost  of  September  20th. 

The  houses  in  this  settlement  are  chiefly  built  of  logs  ;  and  gen- 
erally appear  by  the  care,  bestowed  on  them,  to  be  designed  for 
permanent  habitations.  Some  of  them  are  of  two  stones,  and 
are  built  of  squared  timber.  Others,  probably  the  residence  of 
indigent  proprietors,  are  extremely  wretched.  The  barns  are 
generally  of  the  same  materials.  Several  of  the  houses  are,  how- 
ever, framed  ;  some  are  decent;  and  a  few  are  neat. 

In  New-England  a  log-house  is  universally  intended  to  be  a 
temporary  habitation  :  a  mere  retreat  from  the  weather,  till  the 
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proprietor  shall  be  able  to  build  a  better.  Considered  in  tins 
light,  a  traveller  will  easily  regard  such  a  building  as  a  comforta- 
ble shelter  for  the  family  at  the  present  time  ;  and  as  a  step,  and 
a  short  one,  towards  their  future  convenience,  and  prosperity. 
Throughout  the  earliest  stages  of  cultivation  in  a  country,  recent- 
ly settled,  such  houses,  built  only  with  this  design,  will  rather  in- 
crease, than  diminish  ihc  cheerfulness  of  the  prospect.  But, 
when  by  peculiar  pains  cniployt:d  in  their  roiislruction,  they  seem 
designed  for  a  lasting  residence,  the  cheerfulness  vanishes  at 
once.  In  themselves,  though  capable  of  resisting  the  inclemency 
of  seasons,  and  of  sheltering  their  tenants  from  rain  and  frost, 
these  houses  arc*  uncomlortable  dwellings,  Tliey  are  of  course 
the  haunts,  and  the  nurseries,  of  vermin  in  great  numbers ;  sub- 
jected to  speedy  decay  ;  gloomy  to  the  sight  ;  offensive  to  the 
smell ;  and  unless  continually  repaired,  are  both  cold,  and  leaky. 
When  the  timber,  of  which  they  are  built,  is  hewn,  and  the  parts 
most  easily  dissoluble  are  removed,  they  will  endure  a  greater 
length  of  time,  but  even  then  will  barely  last  long  enough  for 
one  generation.  In  the  mean  time  these  inconveniences  must 
be  suirered,  and  with  continual  augmentation. 

The  habitation  has  not  a  little  influence  on  the  mode  of  liv- 
ing; and  the  mode  of  living  sensibly  affects  the  taste,  the  man- 
ners, and  even  the  morals,  of  the  inhabitants.  If  a  poor  man 
builds  a  poor  house,  without  any  design,  or  hope,  of  possessing  a 
better,  he  will  either  originally,  or  within  a  short  time,  conform 
his  aims,  and  expectations,  to  the  style  of  his  house.  His  dress, 
his  food,  his  manners,  his  taste,  his  sentiments,  his  education  of 
his  children,  and  their  character,  as  well  as  his  own,  will  all  be 
seriously  affected  by  this  single  circumstance.  The  thoughts,  and 
conduct  of  the  family  will  be  reduced  to  a  humble  level  ;  and  a 
general  aspect  of  lowliness,  and  littleness,  will  be  seen  on  what- 
ever they  contrive,  or  do.  The  common  remark  concerning  their 
conduct  will  be,  nothing  more  could  be  expected  from  their  char- 
acter. 

The  aims  of  the  inhabitants,  planted  along  this  river,  seem  to 
accord  with  these  observations.    Around  both  thcin.  and  their  ex- 
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Tirtioiis,  a  barrier  seems  to  be  fixed  by  Ibe  slate  of  their  own 
minds,  over  which  they  have  never  thought  of  passing.  A  kind  of 
peasant-like  humbleness  invests  every  thing  with  which  they  are 
concerned.  They  appear,  not  merely  contented  and  unambitious, 
but  unacquainted  with  the  objects,  which  excite  ambition.  Life 
to  the!n  does  noto-hde  ;  it  is  staornant.  Such  at  least  was  the  im 
pression,  forced  on  my  mind,  while  I  was  passing  by  their  hab- 
itations, and  observing,  and  conversing,  with  such  of  the  inhabit- 
ants as  I  saw.  Tiicir  dress,  their  manners,  their  language,  nay, 
their  walk,  exhibited,  with  a  small  number  of  exceptions,  a  single 
character. 

Independently  of  these  things,  they  are  very  pleasantly  settled, 
if  their  situation  is  healthy.  The  soil  is  rich  ;  the  climate  mild  • 
and  the  local  position  beautiful.  Were  the  country  filled  with 
the  enterprise  and  cultivation,  the  churches  and  schools,  the 
manners,  intelligence,  and  morals,  of  New-England,  few  places 
could  boast  a  more  numerous  assemblage  of  delightful  objects. 

Eighteen  miles  from  Buffaloe  is  built  on  a  large  mill-stream, 
bearing  the  same  name,  the  little  village  of  Chippeway  ;  contain- 
ing from  twelve  to  tvv'enty  houses  ;  a  few  of  them  decent.  Here 
is  a  small  fortress  ;  and  a  garrison,  destined,  as  1  should  imagine, 
to  a  life  of  stagnant  indolence. 

About  four  miles  above  the  cataract  we  began  to  see  the  mist, 
raised  by  the  agitation  of  the  water,  ascending  in  the  form  of  a 
large  white  cloud,  and  continually  varying  its  aspect,  as  it  was 
blown  by  the  wind  into  every  fantastical  shape.  At  times,  it  al- 
most entirely  disappeared  ;  at  others,  it  burst  suddenly  upon  the 
sight ;  and,  rising  slowly,  with  great  solemnity  and  grandeur,  dis- 
persed its  magnificent  volumes  into  the  atmosphere.  Nothing 
could  afford  us  more  noble  anticipations  of  the  splendour  of  the 
scene,  to  which  we  were  approaching. 

After  dining  at  Chippeway,  we  proceeded  to  the  cataract. 
About  a  mile  from  our  inn,  we  were  presented  with  one  of  the 
noblest  prospects  in  the  world  ;  the  more  impressive,  as  none  of 
us  had  ever  lieard  it  mentioned.  Here  the  immense  bed  of  lime- 
stone, which  fills  this  country,  begins  rapidly  to  decline.     A  num- 
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ber  of  shelves,  parallel  (o  each  other,  cross  the  river  obliqiieN; 
almost  to  the  American  shore.  They  are  however  irregular, 
broken,  and  wild  ;  formed  into  loni^  and  short  ranges,  sudden 
prominences,  and  pointed  rocks.  Over  this  ragged  and  finely 
varied  surface,  the  river  rolls  its  amazing  ma<s  of  waters  with  a 
force  and  grandeur,  of  which  my  own  mind  had  never  before 
formed  a  conception.  The  torn^nt  is  thrown  up  with  immeasur- 
able violence,  as  it  rushes  down  the  vast  declivity,  between  two 
and  three  miles  in  breadth,  into  a  thousand  eminences  of  foam. 
All  the  magnificence  of  water  scenery  shrunk  in  a  moment  into 
playthings  of  Lilliput. 

When  we  came  over  against  the  ratarac  t,  we  secured  our  hors- 
es, and  descended  the  ancient  bank  of  the  river;  a  steep  of  one 
hundred  and  fifty  or  two  hundred  fcri.  I'hc  foot-way  which 
conducted  us,  was  of  clay  ;  and  having  been  wet  by  the  prece- 
ding rain,  was  so  slippery  that  we  could  hardly  keep  our  footing. 
At  the  bottom  we  found  a  swamp,  encumbered  with  trees,  bushes, 
mire,  and  water.  After  stooping,  struggling,  and  sliding,  near  a 
qjiarter  of  a  mile,  we  came  to  the  Table  Rock;  a  part  of  the 
stratum,  over  which  the  river  descends,  and  the  edge  of  the  pre- 
cipice, which  at  this  place  forms  the  British  bank  of  the  river. 
.  This  rock  i>  at  a  small  distance  from  the  cataract  ;  and  presents 
the  spectator  with  as  perfect  a  view,  as  can  be  imagined. 

The  falls  of  Niagara  have  been  often  described.  Some  or  oth- 
er of  these  descriptions  I  may  have  read,  but  at  so  early  a  period 
of  my  life,  as  not  to  remember  even  this  fact.  When  I  began  to 
explore,  and  describe  this  country,  it  was  my  determination  to 
avoid  reading  any  account  of  any  part  of  it,  which  was  proposed 
as  a  scene  of  my  own  excursions.  My  reason  was  tlie  wish  to 
make  my  own  observations,  and  to  keep  my  own  views  unmixed 
with  those  of  others.  This  scheme,  it  mu>t  be  acknowledged,  is 
not  free  from  disadvantages  ;  yet  it  is  certain,  that  it  has  its  ad- 
vantages also.  To  me,  at  least,  it  appeared  very  desirable  to 
bring  to  every  scene  a  mind,  neither  biased,  nor  perplexed,  by 
the  views  of  others  ;  and  it  s(m  inrd  better  lo  correct  my  own 
views  afterwards  by  theirs,   than  hv  pre-occupyiiiL-;  my  judgMient, 
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and  fancy,  to  leave  no  room  for  orii^inal  observation.  I  shall  there- 
fore exhibit  to  you  this  scene,  as  I  have  others,  just  as  it  struck 
my  eye. 

These  falls  are  situated  twenty-one  miles,  reckoned  on  the 
British,  and  twenty-three,  reckoned  on  tlic  American  arm  of  the 
river,  (where  it  is  divided  by  Grand  Isle,)  from  Buffaloe,  two 
miles  less  from  the  outlet  of  Lake  Erie,  and  fourteen  miles  from 
the  entrance  of  the  river  into  Lake  Ontario,  between  Newark 
and  Fort  Niagara.  The  river  bends,  on  the  American  side,  about 
twelve  miles  to  the  North-West,  and  on  the  British  side,  about 
four,  immediately  below  Navy-Island.  It  is  here  little  less  than 
four  miles  wide,  and  sufficiently  deep  for  any  navigation.  li 
gradually  becomes  narrower,  as  it  approaches  the  falls ;  but  im- 
mediately above  them  its  breadth  is  not  far  from  three  miles. 
From  one  mile  and  three  quarters  above,  or  opposite  to  the  Sted- 
manfarm,  it  begins  to  descend  with  a  rapid  and  powerful  current. 
At  the  falls  it  turns  instantly  with  a  right  angle  to  the  North-East, 
and  in  a  moment  is  contracted  to  three  quarters  of  a  mile. 

Below  the  falls  the  river  is  not  more,  and  in  some  places  it  is 
less,  than  half  a  mile  in  breadth.  Its  depth  here  is  great,  being 
said  to  exceed  three  hundred  feet ;  and  its  current  is  violent, 
proportionally  to  this  contraction. 

The  cataract  is  formed  by  the  brow  of  that  vast  bed  of  lime- 
stone, which  is  the  base  of  all  this  country.  Here  its  surface  is 
perhaps  one  hundred  and  fifty  feet  beneath  the  common  surface  of 
the  earth  ;  elsewhere  it  approaches  nearer.  The  brow  extends, 
as  I  am  informed,  into  the  County  of  Ontario  on  the  East,  and  on 
the  West  into  Upper  Canada  a  distance  which  is  unknown.  The 
great  falls  of  the  Genesee  are  formed  by  the  same  brow.  On 
the  river  Niagara  it  approaches  near  to  Queenstown,  at  the  dis- 
tance of  seven  miles  below  the  cataract.  The  whole  height  of 
the  ledge  above  Lake  Ontario,  is  estimated  by  Mr.  Ellicott  to  be 
four  hundred  and  ten  feet.  At  Lake  Erie  the  common  level  of 
the  shore  is  about  twenty  (eet  above  its  waters.  This  level  con- 
tinues to  the  falls,  and  probably  to  the  neighbourhood  of  Queens- 
town  ;  the  river  gradually  dechning,  till  it  arrives  at  the  rapids, 
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mentioned  in  the  preceding;  letter.      Here,  witlnn  the  distance  of 
one  mile  and  three  Ibnrths.  it  dechnes  tiOy-seven  feet. 

The  preeijiice,  over  wliich  the  cataract  descends,  is  according 
to  iMajor  Pre>cott''s  survey,  one  hundred  and  hit} -one  feet.  This 
vast  descent  is  perpendicular.  <'\cept  that  the  rocks  are  hollowed 
underneath  the  surface,  partii  ularly  on  the  Western  side.  The 
length  of  the  precipice  is  three-fourths  of  a  mile. 

At  the  cataract  the  river  is  divided  hy  an  island,  whose  brow  is 
perpendicular,  and  nearl}'.  coincident  with  the  common  line  of  the 
preci[)ice.  It  occupies  about  one  tifth  or  one  sixth  of  the  whole 
breadth.  This  island,  it  is  reported,  was  visited  by  General  Put- 
nam during  the  last  Canadian  war,  or  that  which  bei^an  in  the' 
year  17.3j.  A  wa^jer  it  is  said  was  laid,  that  no  man  in  that  part 
of  the  army  would  dare  to  attempt  a  descent  upon  it.  Putnam, 
with  his  customary  resolution,  undertook  the  enterprise.  Hav- 
intr  made  fast  a  strong  rope  to  a  batteau,  he  proceeded  a  consid- 
erable distance  up  the  stream.  Then  taking  some  stout  skilful 
rowers,  he  put  out  into  the  river  directly  above  the  island.  The 
rope  in  the  mean  time  was  holden  firmly  by  several  muscular 
'•oldiei^  on  the  shore.  'J'he  batteau  descended  securely  enough 
to  the  island  ;  and.  the  enterprise  being  accomplished,  was 
drawn  again  to  the  shore  by  his  attendants.* 

The  quantity  of  water  descending  at  this  place  in  a  given  time, 
may  with  considerable  probability  be  estimated  from  the  follow- 
ing data. 

The  river  at  the  ferry  is  seven  furlongs  wide,  and  at  an  average 
Iwenty-five  feet  deep.  The  latter  of  these  facts  I  received  from 
.1:1  intelligent  ferryman.  The  same  man  stated  the  current  at 
four  miles  an  hour.  I  am  satished  that  it  moves  six  miles  an 
hour.      1  alle«fe  the  Ibllowing  reason-^. 

1.  Notwithstanding  the  great  depth  of  the  water,  and  its  abso- 
lute freedom  from  any  obstructions,  the  surface  at  the  ferry  is 
strongly  rippled  ;  resembling  the  water  of  a  mill->tream  where  it 
is  shallow,  and  runs  rapidly  over  a  bed  of  stones. 

*  A  bridg^e  now  connects  the  i.-lnml  witli  the  AiiKricau  shore.   Ibl9. — P'il> 
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2.  The  surface  is  here  so  oblique  as  to  present  a  striking  ob- 
iiquity  to  the  eye. 

3.  The  boats,  as  we  crossed,  and  re-crossed  the  river  with  three 
stout  oarsmen,  fell  down  the  stream  one  half  of  a  mile.  The 
boats  were  lig^it,  and  convenient;  and  the  wind  was  not  unfa- 
vourable. 

4.  We  travelled  on  the  hanks  of  the  river  four  miles  an  hour 
by  the  watch  ;  and  the  rapidity  of  the  current  evidently  exceed- 
ed our  progress. 

5.  Mr.  Lamson,  an  intelligent  and  respectable  inhabitant  of 
the  County  of  St.  liawrence,  who  has  examined  this  subject  with 
attention,  informed  me,  that  the  current  had  been  proved  to  be 
six  miles  an  hour  by  a  log,  thrown  into  the  river  at  the  ferry,  and 
floated  down  to  the  village  of  Chippeway.  Jt  is  to  be  observed, 
that  at  the  ferry  the  rapidity  is  greater  than  at  any  place  be- 
tween that  and  the  village. 

6.  An  ocular  comparison  with  other  streams,  too  tedious  to 
be  mentioned  here,  will  establish  this  estimate. 

For  these  reasons,  I  am  satisfied,  that  the  current  of  this  river 
is  six  miles  an  hour.  If  we  calculate  the  quantity  of  water  which 
passes  the  ferry,  and  of  course  descends  at  this  cataract,  on  the 
supposition,  that  the  current  is  five  miles,  it  will  in  an  hour 
amount  to  85,078,125  tons  Avoirdupois  :  if  at  six,  to  102,093,750. 
At  five  miles  the  mass  will  in  a  day  be  2,041,875,000;  at  six 
miles,  it  will  be  2,450,250,000.  It  is  not  to  be  supposed,  that  all 
these  data  are  precisely  correct ;  yet  they  cannot  be  far  from  the 
truth. 

You  will  easily  believe,  that  by  the  falling  of  such  a  mass  of 
"water  from  such  a  height,  the  stream  below  must  be  intensely 
convulsed.  The  world,  it  is  presumed,  furnishes  no  example  of 
similar  agitation.  The  river  does  not,  however,  boil,  in  the  com- 
mon acceptation  of  that  word,  at  all.  The  whole  surface,  and 
probably  all  beneath  it,  is  a  body  of  foam,  differing  essentially 
from  what  I  have  seen  produced  elsewhere,  and  much  more 
strongly  indicating  the  immense  force  of  the  currrent.  The  bub- 
bles, of  which  it  is  universally  composed,  are  extremely  small ; 
and  appear  continually  ascending,  and  spreading  on  the  surface, 
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in  millions  ot  irrt'iiular  circular  areas.  These  arc  all  limited  by 
lines,  rormed  hy  chains  of  the  larger  buhbles,  stretching  between 
the  several  areas,  so  as  to  mark  distinctly  the  extent  of  each. 
7'he  lines  themselves  fluctuate  unceasingly;  and,  while  they  con- 
tinually change  their  form,  move  along  the  surflice,  also,  in  every 
direction.  Thus  the  whole  river  appears  in  one  common  convul- 
sion, as  if  affected  with  a  deep,  paralytic  tremor,  reaching  from 
shore  to  shore,  as  far  down  the  stream,  as  the  eye  can  trace  it, 
and  aj)j)arenlly  from  Ihe  surface  to  the  bottom.  To  give  you  the 
improsion,  which  it  made  on  my  mind,  1  think  of  no  better  meth- 
od, than  to  say,  that  it  seemed  as  if  a  vast  volcanic  struggle  had 
connnenced  beneath  this  world  of  waters,  whose  incumbent 
weight  hitherto  prevented  the  approaching  explosion. 

The  cause  of  this  singular  phenomenon  may  be  thus  under- 
stood. Immediately  below  the  precipice,  the  bed  of  the  river 
where  it  receives  the  tailing  sheet,  is  of  immense  depth.  Into 
this  receptacle  the  mass  of  descending  water,  plunging  from  such 
a  height,  forces  its  way  to  the  bottom.  Here,  forming  a  curve, 
it  begins  to  ascend.  The  current  is,  however,  checked  in  every 
stage  of  its  progress  by  the  immeasurable  weight  of  the  superin- 
cumbent water.  The  motion  upward  must  therefore  become 
slow,  divided,  and  irregular.  In  these  circumstances,  instead  of 
a  current,  there  must  obviously  be  a  general  agitation,  an  uni- 
versal heaving;  such,  as  might  be  expected  from  the  throes  of  an 
earthquake.  As  the  ascending  current  is  thus  broken,  and  ener- 
vated, before  it  reaches  the  surAice,  the  surface  is  not  billowy, 
but  comparatively  level.  The  wavy,  tossed  aspect  of  other 
streams,  immediately  below  their  cataracts,  is  the  result  of  a  force, 
applied  at  the  surface  ;  or  of  a  current,  descending  only  to  a  mod- 
erate depth.  In  the  present  case,  as  the  ascending  current  comes 
from  a  depth  so  vast,  it  almost  equally  alTects  the  whole  mass, 
and  cannot  disturb  the  conmion  level  by  the  smallest  fluctuations. 
The  wliole  appearance,  however,  made  an  impression,  on  the 
mind,  of  an  agitation  incalculably  greater,  and  a  force  (ar  more  as- 
tonishing, than  that,  which  produces  the  loftiest  billows  of  the  ocean. 
This  was  a  scene,  which  I  was  unprepared  to  expect,  and  an  exhi- 
bition of  the  force  of  water,  which  I  had  never  before  imagined. 


LETTER  \.  91 

Of  the  singular  deptli  of  the  river  at  this  place  no  spectator  will 
flsk  for  proof.  To  others  it  may  he  alle[i;ed,  that  a  deep  stream, 
from  two  to  three  and  a  half  miles  wide,  is  here  contracted  at 
once  to  somewhat  less  than  half  a  mile;  ;  that  logs,  and  other  suh- 
stances,  after  descending  the  precipice,  continue  huried  a  long 
time  hefore  they  emerge;  and  that  this  immense  mass  of  water, 
plunging  from  such  a  height,  has  been  so  long,  and  so  unceasing- 
ly, excavating  the  bed  below. 

The  noise  of  this  cataract  has  often  been  the  object  of  admira- 
tion, and  the  subject  of  loose  and  general  description.  We  heard  it 
distinctly  when  crossing  the  ferry  at  the  distance  of  eighteen 
miles ;  the  wind  blowing  from  the  North-West,  almost  at  right 
angles  with  the  direction  of  the  sound.  Two  gentlemen,  who  had 
lived  some  time  at  York,  on  the  North  side  of  Lake  Ontario,  and 
who  were  my  companions  in  the  stage,  informed  me,  that  it  was 
not  unfrequently  heard  there.     The  distance  is  fifty  miles. 

The  note,  or  tone,  if  I  may  call  it  such,  is  the  same  with  the 
hoarse  roar  of  the  ocean  ;  being  much  more  grave,  or  less  shrill, 
than  that  which  proceeds  from  other  objects  of  the  same  nature. 
It  is  not  only  louder,  but  seems  as  if  it  were  expanded  to  a  sin- 
gular extent ;  as  if  it  filled  the  atmosphere,  and  spread  over 
all  the  surrounding  country.  The  only  variety,  which  at- 
tends it,  is  a  continual  undulation ;  resembling  that  of  long  mu- 
sical chords,  when  struck  with  a  forcible  impulse.  These  un- 
dulations succeed  each  other  with  great  rapidity.  When  two 
persons  stand  very  near  to  each  other,  they  can  mutually  hear 
their  ordinary  conversation.  When  removed  to  a  small  distance, 
they  are  obliged  to  halloo  ;  and,  when  removed  a  little  farther, 
cannot  be  heard  at  all.  Every  other  sound  is  drowned  in  the 
tempest  of  noise,  made  by  the  water;  and  all  else  in  the  regions 
of  nature  appears  to  be  dumb.  This  noise  is  a  vast  thunder, 
filling  the  heavens;  shaking  the  earth;  and  leaving  the  mind,  al- 
though perfectly  conscious  of  safety,  and  affected  with  a  sense  of 
grandeur  only,  lost  and  astonished,  swelling  with  emotions  which 
engross  all  its  faculties,  and  mock  the  power  of  utterance. 

The  strength  of  this  sound  may  be  illustrated  in  the  following 
manner :     The  roar  of  the  ocean  on  the  beach.  South  of  Long- 
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Island,  is  sometimes  heard  in  New-IIaven,  at  the  distance  of  forty 
miles.     The  cataract  of  Nia^aia  is  heard  ten  niile««  farther. 

All  cataracts  produce  t^reatei- or  less  quantities  of  mist ;  a  proof 
lo  the  common  eye.  that  \  apdr  may  i  ise  hy  mere  ;i'j;itation.  The 
mist,  laiscd  here,  is  projiorlioncil  to  the  greatne-s  of  the  cause. 
A  large,  majestic  cloud,  visible  from  an  advantageous  position  for 
a  great  number  of  miles,  rises  wiihout  intermission  from  the  whole 
breadth  of  the  river  below;  and.  ascending  with  a  slow,  solemn 
progress,  partly  spreads  itself  down  the  stream  by  an  arching, 
and  wonderfully  mngniticent  motion  ;  and  partly  mounts  towards 
heaven,  blown  into  every  wild  and  fantastical  form  :  when,  sepa- 
rating into  smaller  clouds,  it  successively  floats  away  through  tlie 
atmosphere. 

Nearest  to  the  shore  a  considerable  quantity  of  this  vapour  im- 
pinges against  the  rock  ;  and,  continually  accumulating,  descends 
in  a  constant  shower  of  drops,  and  little  streams.  A  person, 
-tanding  under  the  shelving  part  of  these  rocks,  would  in  a  short 
lime  be  wet  to  the  skin. 

hi  the  mist,  [)roduced  by  all  cataracts,  rainbows  are  ordinarily 
:5een  in  a  proper  position,  when  the  sun  shines  :  always,  indeed, 
unless  when  the  vapour  is  too  rare.  Twice,  while  we  were  here, 
the  sun  broke  through  the  clouds,  and  lighted  up  in  a  moment  the 
most  lucid  rainbow,  which  1  over  beheld.  In  each  instance  the 
phenomenon  continued  a  long  time  ;  and  left  us  in  perfect  leisure 
to  enjoy  its  splendours.  It  commenced  near  the  precipice,  and 
extended,  so  far  as  I  was  able  to  judge,  at  least  a  mile  down  the 
river,  hi  the  latter  instance,  the  sun  was  near  the  horizon  ;  and 
the  cusps  of  th(;  bow  were  depressed  as  much  beneath  the  hori- 
zontal level,  as  the  sun  was  above  it.  Ii  w^as  therefore  a  si/micir- 
cle  ;  and  the  vertex  was  half  a  mile  above  tlie  base.  In  the  for- 
mer instance,  the  dimensions  were  somewhat  smalh  r.  Both 
were  however  interrupted.  The  Southern  part  of  that,  here 
principally  insisted  on,  or  the  division  next  to  the  precipice,  was 
continued  from  the  base  to  the  vertex,  and  was  therclore  a  full 
(juadrant.  TIk;  Northern  part,  commencing  at  th<'  base,  did  not 
'^xcerd  oik'  quartrr  of  th<'  oth'T. 
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In  one  respect  both  these  rainhows  (liiTerecl  widely  from  all 
others,  which  1  had  seen  ;  and,  so  far  as  I  remember,  from  those 
of  which  I  have  read.  The  red,  orange,  and  yellow,  were  so  viv- 
id, as  to  excite  in  our  whole  company  stron»-  emotions  of  surprise 
and  pleasure  :  while  the  green,  blue,  indigo,  and  violet,  were 
certainly  not  more  brilliant  than  in  those,  which  are  usually  seen 
on  the  bosom  of  a  shower.  1  thought  them  less  bright ;  possibly 
because  they  were  so  faint,  compared  with  the  other  colours. 
The  cause  of  this  peculiarity  I  have  not  attempted  to  investigate. 
The  fact  was  certain ;  and  the  phenomenon  more  glorious  than 
any  of  the  kind,  v^^hich  I  had  ever  seen,  or  than  I  am  able  to 
describe.* 

When  the  eye  was  fixed  upon  any  spot,  commencing  a  few 
rods  above  the  precipice,  that  is,  where  the  cataract  begins  to  be 
formed,  the  descending  water  assumes  every  where  a  circular  fig- 
ure from  the  place,  where  it  begins  to  descend,  to  that,  where  it 
falls  perpendicularly.  The  motion,  here,  remarkably  resembles 
that  of  a  wheel,  rolling  towards  the  spectator.  The  section  is 
about  one  fifth  or  one  sixth  part  of  a  circle,  perhaps  tw^elve  rods 
in  diameter.  The  effect  of  this  motion  of  so  vast  a  body  of  wa- 
ter, equally  novel  and  singular,  was  exquisitely  delightful.  It 
was  an  object  of  inexpressible  grandeur,  united  with  intense  beau- 
ty of  figure  5  a  beauty,  greatly  heightened  by  the  brilliant  and 
most  elegant  sea-green  of  the  waters,  fading  imperceptibly  into  a 
perfect  white  at  the  brow^  of  the  precipice. 

The  emotions,  excited  by  the  view  of  this  stupendous  scene 
are  unutterable.  When  the  spectator  casts  his  eye  over  the  long 
ranges  of  ragged  cliffs,  which  form  the  shores  of  this  great  riv-er 
below  the  cataract ;  cliffs  one  hundred  and  fifty  feet  in  height, 

*  Exactly  three  years  from  this  day,  viz.  Oct.  6th,  1807,  as  I  was  ridiug  between 

Newburyport  and  Ipswich,  in  Massachusetts,  with  Messrs.  D and  G , 

in  returning  from  Maine,  we  saw  a  rainbow  of  the  same  remarkable  appeai'ance. 
The  three  glowing^  colours  were  eminently  brilliant,  like  those,  mentioned  in  the 
text.  This  also  was  formed  in  a  body  of  vapour,  or  an  uniformly  diffused  cloud. 
From  these  fact?,  taken  together,  it  seems  evident,  that  vapour  is  more  favourable 
than  drops  of  rain  to  the  exhibition  of  these  three  colours ;  or  in  other  words,  re- 
fracts them  with  a  perfection  nearer  to  that  of  a  prism. 
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boRleiiii^  It  with  loiicly  ^looni  ami  ^laiidnir,  and  shroiulcd  cvcrf 
wliLie  bv  shaggy  forests ;  when  lir  surveys  the  |>recij)i(:e  above, 
stretcliing  with  so  great  an  Minplitude.  ri-iiii,^  (<»  so  great  a  height, 
and  presenlinjT  in  a  single  view  its  awful  brow,  with  an  impres- 
sion, not  a  little  enhanced  by  tin*  division,  which  the  island  forma 
b(^twccn  the  two  great  brandies  of  the  river;  when  he  contem- 
plates the  enormous  mass  of  water,  pouring  from  this  astonishing 
height  in  sh<»ets  so  vast,  and  with  a  fore*'  so  ama/ing  ;  when,  turn- 
ing his  eye  to  the  flood  IxMiealh,  he  beholds  the  immense  convul- 
sion of  the  mighty  mass  ;  and  listens  to  the  majestic  sound  which 
fdls  the  heavens  ;  his  mir.d  is  ovcrwiielmed  by  thoughts  too  great, 
and  by  impressions  too  powerful,  to  permit  the  current  of  the  in- 
tellect to  flow  with  serenity.  The  disturbance  of  his  mind  resem- 
bles that  of  the  waters  beneath  him.  His  bosom  swells  with  emo- 
tions never  felt,  his  thoughts  labour  in  a  manner  never  known, 
before.  'i'he  pleasure  is  exquisite  but  violent.  The  concep- 
tions are  clear  and  strong,  but  rapid  and  tunniltuous.  Thi^  strug- 
gle withitj  is  discovered  by  the  fixedness  of  his  position,  the  deep 
solemnity  of  his  aspect,  and  tlie  intense  gaze  of  his  eye.  When 
he  moves,  his  motions  appear  uncontrived.  \\  hen  he  is  spoken 
to,  he  is  silent ;  or,  if  he  speaks,  his  answers  are  short,  wandering 
I'rom  the  subject,  and  indicating  that  absence  of  mind,  which  is 
the  result  of  labouring  conttMiiplation. 

All  these  impressions  are  heightened  to  a  degree,  which  can- 
not be  conjectured,  by  the  slowly  ascending  volumes  of  mi;>t,  roll- 
ed and  tossed  into  a  thousand  forms  by  the  \arying  blast ;  and  by 
the  splendour  of  the  rainbow,  successively  illuminating  their  bo- 
som. At  the  same  time,  the  spectator  cannot  but  reflect,  that  he 
is  surveying  the  most  remarkable  object  on  the  globe.  Nor  will 
he  fail  to  rememb<r.  that  he  stan(l>  uj)on  a  river,  in  most  respects 
eijirdl,  and  in  >eveiai  of  high  distinction  superiour,  to  every  other; 
or  that  the  inland  >ea>  which  it  empties,  the  mass  of  water  which 
it  conveys,  the  commercial  advantages  whicii  it  furnishes,  and  tlie 
grandeur  of  its  disruption  in  tlu.'  spring,  ai(;  all  suitable  accompa- 
niments of  so  >iul)lime  and  glorious  a'sceno. 

I  am,  Sir,  >ours,  Lc 
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A  passage  behind  tl»e  sheet  of  water  of  the  oatarnct  practicable  at  some  times,  ami 
not  at  others — Explanation  of  this  i)heiiomenon — lletrogress-ion  of  the  rataract 
consitlered. 

Dear  Sir, 

From  Mr.  B ^ ,  an  English  gentleman  who  was  occasion- 
ally our  companion  during  a  part  of  this  tour,  1  received  the  fol- 
lowing information  :  that  the  day  on  which  we  left  him  at  Chip- 
peway,  Octoher  7th,  he  visited  the  falls ;  descended  the  ladder, 
which  reaches  from  the  summit  of  the  hank  to  the  river  ;  and 
went  lip  the  stream  so  far,  as  to  go  hehind  the  sheet  of  descend- 
ing water.  That  three  or  four  days  afterward  he  visited  the  falls 
again,  and  found  the  river  so  much  higher,  as  to  render  it  imprac- 
ticable for  him  to  repeat  this  attempt  with  success. 

The  second  night  after  we  left  Chippeway  we  lodged  at  Be- 
mis's.  While  we  were  conv^ersing  upon  this  subject,  Mr.  Bemis  de- 
clared, that  he  himself  had  visited  them,  and  gone  behind  the 
sheet.  My  companions  had  all  descended  the  ladder,  and  had 
made  every  effort  to  reach  the  cataract;  but  found  it  impossible  : 
the  water  spreading  quite  to  the  bank,  where  it  was  too  steep  to 
permit  any  passing.  They  firmly  denied,  therefore,  the  practi- 
cability of  succeeding  in  any  attempt  of  this  nature.  Mr.  Bemis 
however,  persisted  in  his  declaration.  Being  questioned  con- 
cerning the  manner,  and  circumstances,  of  his  procedure,  he 
replied,  that  he  went  into  the  river  to  bathe;  and  that  he  went 
partly  in  the  water,  and  partly  on  the  shore.  This  explanation 
satisfied  them. 

I  received  this  information  from  Mr.  B.  on  the  evening  of 
Monday  October  15th,  at  Staniford's,  in  Manlius  ;  and  the  next 
morning  committed  it  to  my  note-book.  The  same  contradicto- 
ry accounts  had  been  given  by  others,  whose  reputation  repelled 
every  suspicion  of  disingenuousness.  It  became  an  object  in  my 
view  very  desirable,  to  reconcile  these  accounts  with  truth;  and  to 
remove  finally,  if  it  could  be  done,  every  ground  of  mutual  suspicion 
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from  tliose  by  whom  they  were  jj;ivcn.  I  IIk  relorc  determined  to 
put  together  the  several  thin<j;s.  which  I  h;i(l  heard  relative  to 
this  subject;  and  to  discover,  if  I  could,  the  cau-ie  of  the  disa- 
agreemcnt.     in  this  design,  if  1  mistake  not,  1  was  successful. 

Lake  Erie  is  regularly  raised  at  the  Eastern  end  by  ewiy 
wind,  blowing  between  tlie  North-West  and  South-West.  Of 
this  we  were  eye-witnesses,  the  morning  when  we  left  Buflaloc 
for  the  fills,  in  the  rapid  rise  of  the  waters  upon  the  beach.  A 
j-trong  U  esterly  wind  elevates  the  surface  six  feet  above  its  or- 
dinary le\el.  The  river  must  of  course  be  proportionally  eleva- 
ted ;  and  at  (he  outlet  must,  when  such  a  wind  blows,  be  six  feet 
higher  than  the  general  water-mark.  Of  this,  also,  the  proof  is 
Fuflicient,  if  it  can  need  proof,  in  the  appearance  of  the  banks  ; 
which  bear  evident  marks  of  having  been  washed  to  a  considera- 
ble height  above  the  common  surface  of  the  stream.  AH  part^ 
of  the  river  must  of  course  partake  of  this  elevation.  At  the 
cataract,  and  at  the  entrance  into  Lake  Ontario,  it  must  be  high- 
er than  usual,  as  well  as  at  its  einux  from  Lake  Erie,  hnmedi- 
atcly  below  the  cataract  the  elevation  must,  1  think,  be  at  least 
six  feet :  for  the  river  though  more  rapid  is  scarcely  half  so  wide, 
as  at  the  elHux. 

On  the  contrary,  whenever  the  wind  blows  from  the  North- 
East.  the  only  Easterly  wind,  which  in  (his  region  is  of  any  im- 
portance, the  waters  of  Lake  Erie  must  recede  of  course,  and  fall 
considerably  below  their  usual  level.  Whenever  this  is  the  fact, 
the  river,  also,  will  be  necessarily  lower  than  at  any  other  time. 

We  visited  the  falls  on  the  6th  of  October.  All  that  day,  ex- 
cept very  early  in  the  nK)rning,  the  wind  had  blown  with  consid- 
erable stn-ngth  from  the  North-West ;  and,  when  we  reached  the 
falls,  had  continued  six  or  seven  hours.  Lake  Erie  had  begun  to 
rise  sensibly.  wIkmi  we  commenced  onr  journey.  Al  the  time  of 
our  arrival  the  river  was  full :  for  the  lake  was  at  its  usual  level 
in  the  morning.  It  is  not  si  range,  iherefore,  that  when  my  com- 
panions attempted  to  make  ihcir  way  to  the  sheet,  they  should 
liavc  found  it  impracticable  ;  because  the  wnlrr,  being  thus  in- 
c^ea^ed.  covered  the  oidy  possible  pastHi^e. 
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On  the  evening  of  Octo])er  6tli,  ;i  violent  North-East  stornn 
began  about  nine  o'clock,  and  continued  till  the  next  morning. 
A  strong  breeze  between  the  North-East  and  North,  blew  till  one 

in  the  afternoon.     At  this  time  Mr.   B went  to  the  falls. 

The  river  was  at  its  low^est  ebb;  and  he  had  the  best  opportuni- 
ty which  is  ever  afforded,  of  going  up  to  the  sheet ;  and  found 
a  practicable  passage  along  the  shore,  where  my  companions 
found  none,  and  where  Mr.  Bemis  was  obliged  to  betake  himself 
to  the  water. 

The  St.  Lawrence  is  probably  the  only  great  river  in  the  world, 
which  through  two  thousand  miles  of  its  course,  is  subject  to  no 
other  rise  or  fall  of  its  waters,  except  that  which  is  occasioned  by 
wind.  The  greatest  drought  does  not  lower  it ;  the  greatest 
rain,  and  most  abundant  dissolution  of  snow,  have  not  been  ob- 
served to  laise  it  a  single  inch.  The  balance  between  the  evap- 
oration of  the  lakes,  and  the  supplies  from  streams,  and  subjacent 
springs,  is  apparently  exact.  The  surplus  is  conveyed  otf  in  a 
mass,  which  is  uniformly  the  same  at  all  seasons.* 

*  During  the  year  1815,  the  waters  of  Lake  Erie  rose  several  feet  above  their 
common  level.  Causes  for  this  extraordinary,  if  not  singular  phenomenon,  are  va- 
rious. Some  persons  have  declared  that  the  rise  has  been  gradual  through  the  last 
seven  years.  These  suppose  the  cause  to  have  been  a  succession  of  wet  seasons.  They 
have  however  mistaken  the  fact.  The  rise,  I  am  assured,  has  all  taken  place  the 
present  year.  A  gentleman  who  made  a  journey  along  the  Southern  shore  of  this 
lake  in  1812,  and  another  in  1815,  informed  me  that  he  found  the  waters  in  the  for- 
mer of  these  excursions  at  their  usual  level ;  and  in  the  latter,  saw  many  places 
along  the  shore  where  he  had  before  rode  on  a  dry,  firm  beach,  covered  several  feet 
deep.  The  testimony  of  the  inhabitants  along  the  shore,  universally  concurred 
with  this  statement. 

Others  have  observed  that  the  waters  of  the  Mississippi  have  this  year  (1815) 
been  raised  to  an  unprecedented  height  by  extraordinary  rains  ;  and  have  conclu- 
ded that  the  rise  of  Lake  Erie  is  derived  from  the  same  source.  As  no  rain,  and  no 
dissolution  of  snow,  have  been  ever  known  to  raise  this  lake  a  single  inch,  it  seems 
incredible,  that  from  this  source  should  be  derived  a  rise  of  several  feet.  Besides, 
there  is  ordinarily  no  uniform  state  of  weather  on  this  continent,  within  the  North- 
ern temperate  zone,  spreading  sufficiently  far  to  affect  in  the  same  manner  the  great 
branches  of  the  Mississippi,  and  the  head-waters  of  the  St.  Lawrence. 

Others  still  suppose  that  there  is  an  internal  and  unknown  cause  of  this  remarka- 
ble event.     Of  Ihis  I  shall  only  say,  that  it  is  alleged  without  any  evidence. 
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When  Mr.  B arrived  behind  tlie  sheet,  lie  found  a  vio- 
lent wind,  blowing  directly  in  his  face  with  such  strength  that 
respiration  became  difficult.  The  ditliculty  increased  in  every 
step  of  his  progress,  and  soon  ol)hged  liim  to  stop.  At  the  same 
time,  a  strong,  otlensive  smell  of  sulpimr,  which  continued  with- 
out intermission,  added  to  the  difficulty  of  breathing  ;  and  obli- 
ged him  to  retreat.  Wliile  he  was  here,  he  observed  that  the 
precipice  every  where  exhibited  the  most  evident  proofs  of 
mouldering;  of  having  been  worn  away;  and  of  having  been  long 
in  a  state  of  continual  dissolution.  The  higher  parts  of  the  pre- 
cipice, down  to  the  Table  Rock,  and  somewhat  below,  shelved 
considerably  over  the  lower  parts.  The  lower  parts,  as  high  as 
he  could  reach,  had  mouldered  to  such  a  degree,  as  to  be  easily 
pulled  to  pieces  by  his  hand  ;  and  were  so  loosened,  that  when 
he  struck,  or  pushed,  any  part  of  the  strata  forcibly,  a  p<^rccpti- 
ble  trembling  followed  the  impact. 

The  wind  perceived  here  by  Mr.  B ,  undoubtedly  re- 
sulted from  tlie  descent  of  the  cataract,  and  the  conliguration  of 
the  place  ;  as  it  blew  nearly  at  right-angles  with  the  wind  above, 
fn  the  bed  of  the  river,  without  tlie  cataract,  all  was  a  perfect 
calm.  The  manner  in  which  this  phenomena  is  produced,  I  am 
unable  to  explain. 

It  has  been  often  declared,  that  the  falls  of  Niagaia  were  ori- 
ginally at  the  brow  of  the  great  precipice  near  Queenstown  ;  sev- 

rrobHt)ly  it  will  be  found  upon  examination,  th:it  the  bottom  of  the  channel  of  the 
river  St.  Marie,  where  it  is  entered  l>y  the  waters  of  Lake  Superiour,  has  lieen  hol- 
lowed out  several  feet  below  its  former  level.  In  conse'iuencc  of  thi-  fact  the  waters 
of  Lake  Superiour  must  descend  into  Huron,  Michi2;au,  and  F.rio,  in  a  quantity 
prodigiously  j^reater  than  at  preceding  periods ;  and  in  this  manner  niurt  have 
raised  the  three  lakes  considerably  above  their  common  level.  What  renders  this 
supjKJsition  the  more  probable,  is,  that  Lake  Erie  has  ajjiin  subsided  eight  or  ten 
inches,  and  is  continually  lowering  its  surface.  This  must  necessarily  be  the  fact  in 
tlie  rase  supposed,  unless  the  channel  of  St.  Marie  should  continue  to  grow  deeper 
and  deeper. 

Whether  the  faf  ts  here  imagined  have  taken  plico,  I  rannot  determine.  But 
should  future  intelligenf  c  prove  tiiat  the  waten  of  Huron  and  Michigan  have  been 
raised  al»ovc  their  customary  level,  the  cause  of  the  rise  in  Erie  must  undoubtedly 
besought  for  in  uu  '  vtraonlinary  effusion  of  the  waters  of  Lake  Superiour. 
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en  miles  I'lirther  down  the  river.  By  the  asscrlcrs  of  this  opinion 
the  fact  lias  been  confidently  adduc(;d  as  a  proof,  that  the  world 
existed  before  the  date,  assigned  (o  it  by  Moses.  Others  have  de- 
nied the  fact  itself. 

That  these  falls  actually  existed,  at  some  former  period,  nt  the 
place  specified,  I  have  not  a  doubt.  At  the  same  time,  there  is 
nothing  strange,  or  perplexing,  in  this  position.  I  have  examin- 
ed with  attention,  three  falls  of  the  Saco,  three  of  the  Connecti- 
cut, two  of  the  Hooestennuc.  two  of  Otter  Creek,  three  of  Onion 
river,  two  of  the  Hudson,  two  of  the  Mohawk,  one  of  the  Canajo- 
harie,  and  one  of  the  Passaic;  beside  several  others,  which  need 
not  here  be  mentioned.  In  every  one  of  these  the  same  process 
of  nature  has  taken  place.  The  mode,  and  the  degree,  in  w^iich 
the  phenomenon  exists,  are  different  in  them  all.  Where  the 
stone  is  of  a  firmer  texture,  and  therefore  less  liable  to  be  worn, 
or  from  its  nature  is  less  exposed  to  decomposition  by  the  weath- 
er ;  and  wherever  the  stream  is  smaller,  and  less  rapid  ;  this  phe- 
nomenon is  found  in  a  less  degree ;  and,  wherever  the  contrary 
causes  are  combined  in  a  greater.  The  rocks  over  which  the 
Connecticut  falls,  are  in  each  of  the  instances,  above  referred  to, 
very  hard;  and  by  the  ordinary  operations  of  nature,  scarcely  at 
all  subject  to  decomposition.  The  falls,  therefore,  have  receded 
very  little.  Glen's  falls  were  originally  in  the  neighbourhood  of 
Fort  Edward ;  and  have  receded  not  far  from  five  miles  in  a  bed 
of  blue  lime-stone,  partly  worn  away  by  the  current  of  the  Hud- 
son, and  partly  decomposed  by  the  efficacy  of  the  atmosphere.  I 
visited  these  falls  in  1798,  1799,  1802,  and  1812.  Between  the 
second  and  third  of  these  dates,  a  period  of  three  years  only,  they 
were  changed  so  much,  as  to  disappoint,  and  surprise  me.  In 
1  799,  I  took  a  rough  sketch  of  these  falls,  which,  from  a  compari- 
son made  on  a  spot,  I  thought  tolerably  exact.  In  the  year  1802, 
all  the  smaller  resemblances  had  vanished.  Several  new  and 
considerable  chasms  were  formed ;  and  others  wxre  sensibly  en- 
larged, and  altered  in  their  figures.  In  1812,  the  scene  had  be- 
come in  a  great  measure  new.  The  Cohoes  have  receded  about  a 
mile  from  their  original  position.     The  channel  of  the  Mohawk 
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has  hero  been  forced  throiipli  a  mass  of  black  fhili*.  easily  worn, 
and  continually  dcroniposed. 

The  C'anajoharic.  a  creek  formerly  described  in  these  letters, 
and  a  tiibularN  <if  the  Moliawk,  hri>  in  the  same  maimer  made  a. 
pas.>aL;e  throniih  a  bed  of  the  same  slate,  between  baid<s,  in  some 
places  not  less  than  one  hundred  and  fifty  feet  in  height.  During 
the  process,  the  falls  in  ihi^  stream  have  gone  backwaitl  not  less 
than  a  mile. 

'J'he  falls  of  Niagara  are  formed,  as  has  before  been  ob.served, 
in  an  immense  mass  of  limestone,  horizontally  stratified.  On  this 
mass  lay  originally  a  bed  of  earth,  not  far  from  two  hundred  feet 
in  thickness.  After  this  had  been  washed  away,  the  river  floated 
on  the  surface  of  the  lime-stone,  and  began  gradually  to  wear  that 
also. 

Suppose,  then,  the  brow  of  this  v;ist  stratum,  near  Queenstown, 
united,  where  it  is  now  separated  by  the  channel  of  the  river,  and 
the  declivity  continued  across  its  breadth  ;  what  changes  would 
its  current  produce  in  its  bed  during  the  period,  which  has  elaps- 
ed since  the  deluge  ?  The  very  same,  which  the  Hudson  has 
produced  at  Glen's  falls;  and  the  Mohawk,  at  the  Cohoes  ;  and 
differing  onlv  accordiii:^  to  the  dilFerence  of  circumstances.  The 
river  here  is  probably  not  tar  from  one  hundred  times  larger  than 
the  Hudson,  and  the  Mohawk,  at  the  places  specified.  The  lime- 
stone strongly  resembles  that  at  Glen's  falls.  The  efliicacy  of  the 
itmosphere  is  the  same.  That  this  river,  as  well  as  others,  must 
wear  away  the  rocks  beneath  it,  and  that  the  falls  must  in  some 
degree  recede,  cannot  admit  of  a  doubt.  The  only  question 
which  can  arise  is,  AV'hat  has  been  the  extent,  and  what  the  de- 
gree, of  this  operation  ?  These  questions  it  is,  in  many  r(.'spects. 
beyond  my  power  to  answer.  In  some  places  the  stone  is  soft, 
ready  to  moulder,  and  easily  worn  away.  In  seasons  marked  by 
ludden,  and  great  changes  of  temperature,  the  decomposition  is 
lapid,  and  extensive.  In  other  seasons,  and  places,  the  progress 
in  both  these  respects  will  be  comparatively  slow.  Regularity, 
therefore,  is  in  no  sense  attributable  to  (he  process;  nor  will  it. 
so  far  as  1  can  see.  admit  of  any  very  probable  calculation. 
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A  gentleman,  wlio  has  lived  in  this  neighbourliood  thirty  years, 

informed  Mr.  B ,  that  since  his  residence  here  the  cataract 

had  receded  one  hundred  rods.     I  will  suppose,  that  Mr.  B 

misunderstood  this  gentleman  ;  and  that  he  said  yards,  instead  of 
rods.  If  it  be  admitted,  that  an  intelligent  man,  with  ample  op- 
portunity to  observe,  supposed  the  cataract  to  have  receded  one 
hundred  yards  within  this  period,  it  must  also  be  admitted,  tliat 
the  recession  has  at  least  been  very  perceptible.  As  an  illustra- 
tion of  this  truth  it  may  be  observed,  that  in  the  year,  following 
the  date  of  this  journey,  a  large  part  of  this  precipice  on  the 
British  side,  and  near  the  Table  Rock,  fell  at  once.  This,  prob- 
ably, is  one  out  of  many  hundreds  of  instances,  of  the  same  na- 
ture ;  and  is  a  part  of  that  retrogression,  by  whicli  the  river  is 
gradually  forcing  this  deep  channel  round  the  Goat  islands.  If 
we  suppose  the  progress  diminished  from  one  hundred  rods  to 
one  hundred  yards  in  thirty  years ;  the  degree  of  recession  will 
be  more  than  sufficient  to  have  proceeded  through  the  whole  dis- 
tance since  the  deluge  ;  even  if  we  should  compute  according  to 
the  commonly  received  chronology. 

At  the  same  time  no  regular  calculation  can  be  applied  to  the 
subject ;  as  there  are  no  principles,  which  can  be  resorted  to  for 
a  basis  of  such  a  calculation.  The  mouldering  state  of  the  stone, 
at  the  bottom  of  the  precipice,  is  ample  proof  of  its  tendency  to 
decay.  The  waste  of  the  inferiour  parts  is  every  where  so  much 
more  rapid  than  of  the  superiour,  as  to  occasion  a  wide  shelf  to 
project  from  the  surface  over  all  that  is  beneath.  There  is  di- 
rect evidence,  that  the  continual  sprinkling  has  no  small  influence 
in  effectuating  this  decay.  The  attrition  of  such  an  immense  mass 
of  water  must  be  powerfully  operative.  Limestone,  particularly 
of  this  quality,  is  easily,  and  extensively  broken  by  alternations 
of  heat  and  cold.  That  these  causes  have  operated  extensively 
cannot  be  doubted  ;  but  how  rapidly,  and  how  differently  at  dif- ' 
ferent  seasons,  it  is  impossible  to  determine. 

An  inquisitive  man,  considering  the  subject,  will  naturally  ask, 
what  will  be  the  final  result  of  this  recession  ?  The  first  answer 
to  this  question  is,  that  by  a  regular  progress  it  will  ultimately 
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reach  the  waters  of  Lake  Erie  ;  and  by  dopre-sini:  the  outlet  to 
tJie  common  level  of  the  channel  below  tlu'  falls  will  empty  the 
waters  of  this  lake,  perhaps  suddenly,  into  Lake  Ontario.  Such, 
it  is  rationally  concluded  must  be  the  event,  whenever  the  last, 
or  Southernmost,  part  of  the  ijjrcat  mound,  by  which  the  waters 
of  Lake  Krie  are  kept  at  their  present  level,  shall  give  way.  The 
sur(l\ce  of  Lake  Liie  is  not  tar  from  four  hundred  and  fifty  feet, 
perpendicular,  above  the  surface  of  Lake  Ontario.  It  is  proba- 
ble, that  in  most  places  the  bottom  of  Lake  Erie  is  much  above 
this  level.  Should  this  mound  then,  be  broken  down,  its  waters 
chiefly  w  ould  be  emptied  into  Lake  Ontario ;  and  all  the  tlat 
country,  surrounding  this  lake,  together  with  that,  which  extends 
tVom  it  along  the  St.  Law  rence  to  the  ocean,  would  be  buried  in 
the  deluge.  If  we  may  credit  the  best  remaining  historical  re- 
cords, such  an  event  took  place,  when  by  the  breaking  down  of  a 
similar  mound  in  the  Bosphorus,  the  Euxine  emptied  an  inmiense 
mass  of  water  into  the  Mediterranean  ;  and,  raising  that  sea  above 
ks  usual  height,  forced  a  passage  through  the  isthmus,  which  an- 
tecedently had  connected  Europe  and  Atrica  between  the  pillart 
of  Hercules. 

On  this  subject,  however,  there  is  no  reason  for  apprehension. 
Before  the  waters  of  Lake  Erie  can  be  sensibly  atTected  by  this 
recession,  it  must  have  passed  through  a  distance  at  least  three, 
probably  tour,  times  as  great,  as  that  between  Queenstown  and 
Niagara.*  Should  all  the  causes  of  decay,  then,  operate  with 
equal  elHcacy,  as  in  times  past,  it  would  be  more  than  16,000 
years  before  this  event  would  take  place. 

1  have  remarked,  that  this  stratum  is  horizontal.  The  level, 
however,  two  miles  above,  is  at  least  sixty  feet  higher  than  at  the 
precipice.  The  river,  also,  is  every  where  wider  above,  and  be- 
low, upon  an  average  at  least  three-fold.  By  both  these  causes 
the  retrogressive  progress  of  the  falls  will  be  retarded.     The  at- 

*  The  Hon.  Timothy  Pickerin»  informed  me,  that  the  Captain  of  a  vessel,  with 

whom  he  crosscvl  this  lake,  told  him,  ihM  he  had  oftcu  cast  anchor  several  miles 

Westward  of  Buffaloe,  and  had  invariably  found  this  stratum  of  hmestone  at  the 
lH)ttoni. 
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trition  will  be  less  :  the  dissolution  slower ;  and  the  mass  of  stone, 
to  be  destroyed,  will  be  greater.  It  is  to  be  acknowledged,  how- 
ever, that  many  uncertainties  accompany  this  inquiry  ;  and  that 
the  result  of  it  must  be  dubious  for  a  variety  of  reasons. 

Notwithstanding  the  interruption,  which  this  mass  of  limestone 
presents  to  the  navigation  of  the  St.  Lawrence,  it  is  a  source  of 
immeasurable  benefit  to  that  inland  world,  which  surrounds  the 
great  lakes  lying  Westward  in  so  magnificent  a  succession.  The 
elevation  of  land  above  the  ocean,  and  the  distance  of  it  from  the 
shore,  may,  together,  be  assumed  as  a  scale,  by  which  the  tempe- 
rature of  any  spot  within  a  given  climate  may  be  measured.  The 
countries,  which  border  these  lakes,  are  in  the  heart  of  a  great 
continent,  and  remote  from  every  part  of  the  ocean  ;  and,  like  all 
other  central  regions,  are  considerably  elevated  above  its  surface. 
Were  the  lakes  then  to  disappear,  these  countries  would  be  sub- 
ject to  intense  cold  in  the  winter,  and  to  intense  heat  in  the  sum- 
mer. In  all  probability,  also,  they  would  suffer,  like  the  central 
parts  of  Asia  and  Africa,  the  severest  evils  of  drought.  In  all 
these  important  particulars  their  situation  is  now  the  reverse. 
The  whole  of  this  vast  region  is  rather  wet  than  dry  ;  moderately 
heated ;  and  very  little,  if  at  all,  distressed  by  frost.  Snow  falls 
in  the  tract  East  of  Lake  Erie,  and  South  of  Lake  Ontario,  less 
than  at  Albany,  and  as  little  as  in  the  South  of  New-England. 

I  am,  Sir,  yours,  &:c. 
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~»  vcre  bloroi — Genenil  observations  upou  the  Western  part  of  Ncw-\  ork — Exces- 
sive value  placed  upon  lands  covered  with  vegetable  mould — Climate  and  prev- 
alent Winds  of  this  Region — Western  District  of  New-York  unhealthy — Diseas- 
es— Fever  and  :»^uc — CI  nitres — Pulnionnry  allcctions  rare. 

Dear  Sir, 

A  LiTTLK  before  it  was  daik,  we  mounted  our  horses,  and  rode 
to  Chippcway.  In  the  country  where  we  now  were,  there  was  no 
pubhc  worship,  and  in  tlie  inn,  every  tendency  towards  religion 
had  app'irontly  been  long  since  forgotten.  The  Sabbath  here, 
and  in  the  neighbourhood,  was  not  visibly  distinguished  even  as  a 
day  of  relaxation.  At  Queenstown,  or  Newark,  our  situation 
would  have  been  the  same.  So  far  as  we  could  learn  either  by 
observation  or  inquiry,  religion  is  as  truly  to  be  originated  here  as 
among  the  Six  Nations.  About  nine  o'clock  there  came  on  a  vi- 
olent storm  from  the  North-East,  accompanied  by  a  heavy  rain ; 
which  continued  with  but  little  intermission  until  ten  o'clock  the 
next  day. 

We  proceeded  without  any  accident  to  BufTaloe  ;  whence,  af- 
ter having  waited  three  hours  for  our  dinner,  we  rode  to  Mun- 
ger's  :  thirty-two  miles.  Here  our  former  misfortunes  befel  us 
agai[i.  The  house  contained  neither  bread  nor  Hour  ;  and  we 
were  obliged  to  sup  upon  sipawn,^  In  the  morning,  however, 
we  were  furnished  witli  biscuit  for  our  breakfast,  by  the  fortunate 
arrival  of  a  boy  from  the  mill  at  a  late  hour  of  the  night. 

The  next  day  we  rode  to  Bemis's  :  thirty-seven  miles.  Here 
we  were  arrested  again  by  a  storm  from  the  North-East,  accom- 
panied with  heavy  rain,  and  a  considerable  (light  of  snow  ;  which 
iiowevcr  dissolved  as  it  fell.  This  tempest  commenced  at  Be- 
mis's about  nine  o'clock  in  the  evening,  and  continued  until  one 
the  next  day.  In  the  Eastern  parts  of  the  United  States  it  con- 
tiiuicd  until  the  morning  of  the  tenth.  Throughout  most  of  New- 
England  it  did  more  mis(  hi(;f  than  any  other,  which  is  remember- 

*  Haaty  pudding;,  made  of  maize. 
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ed.  In  Vermont  the  snow  fell  on  the  Green  Mountains  two  feet 
deep  ;  at  Charlestown  in  New-Hampshire,  and  at  Goshen  in 
Connecticut,  twelve  inches  ;  on  Taghkannuc,  and  on  the  Kaats- 
kill  Mountains,  eighteen  inches.  The  quantity  of  timber,  blown 
down,  was  probably  never  equalled. 

Even  in  this  vicinity  at  the  distance  of  more  than  four  hundred 
miles  from  Boston,  the  wind  was  so  violent,  that  it  blew  down 
eleven  trees  across  the  road,  between  Bcmis's  and  Bloomfield. 

We  mounted  our  horses  at  two  o'clock ;  made  the  best  of  our 
way  to  Genesee  river ;  and  fared  very  comfortably  at  Hosmer's, 
half  a  mile  East  of  the  bridge. 

The  next  morning  we  returned  to  our  hospitable  friends  at 
Bloomfield  ;  and  continued  with  them  until  the  next  day.  Then 
we  proceeded  to  Canandagua,  and  spent  the  afternoon  and  eve- 
ning very  pleasantly  in  an  intelligent  circle  of  gentlemen. 

On  the  succeedng  day,  October  1 2th,  we  rode  to  Geneva  be- 
fore dinner  in  a  heavy  rain  ;  and  lodged  the  following  night  at 
Cayuga  bridge. 

Sunday  we  attended  public  worship  at  Manlius  with  a  consid- 
erable and  very  decent  assembly. 

Monday  morning,  my  horse  having  been  wounded  by  the  sad- 
dle, I  sent  him  forward  with  my  companions,  and  set  out  in  a 
wagon  for  Stanniford's  ;  live  miles  ahead ;  intending  to  wait  the 
arrival  of  the  stage.  The  wagonner's  horses  were  miserably 
poor,  and  were  exhausted  by  the  fatigue  of  a  laborious  journey. 
The  driver  was  a  young  Dutchman,  whose  mind  had  hardly  be- 
gun to  think,  and  who  was  therefore  not  a  very  amusing  com- 
panion. The  wagon  was  heavily  loaded  •,  and  it  soon  began  to 
rain.  Our  progress  resembled  not  a  little  that  of  my  uncle  To- 
by  :  for  we  could  hardly  be  said  to  advance  at  all.  I  therefore 
left  my  portmanteau  with  the  wagonner,  and  made  the  rest  of  the 
journey,  a  little  more  than  three  miles,  on  foot.  Soon  after  I 
reached  Stanniford's,  the  rain  began  again  for  the  day.  Here,  in 
the  possession  of  a  good  room,  and  the  civilities  of  an  obhging 
family,  I  devoted  my  time  very  pleasantly  to  the  completion  of 
my  note  book.     Mr.  B arrived  in  the  evening,  as  did  seve- 
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ral  other  ni^rccablc  travellers.  The  next  morning,  until  twelve 
o'clock,   I  pur.-ueil  the  hnsiness  of  the  preceding  day. 

As  I  am  now  about  to  quit  the  Wcstein  country  of  New-York, 
I  will  endeavour  to  give  you,  in  a  collected  view,  the  information, 
which  I  have  gained,  and  the  observations,  which  \  have  made, 
concerning  this  interesting  tract.  It  has  been  an  object  of  great 
attention  in  many  parts  of  the  United  States,  and  a  subject  of 
much  conversation. 

The  soil  is  better  than  that  of  any  other  tract,  of  equal  extent, 
with  which  I  am  accjuaintcd.  It  consists  almost  entirely  of  tw^o 
!«orts  ;  loam  and  clay  ;  both  of  them  rich.  The  loam  is  generally 
of  the  same  kind,  and  colour,  with  that  heretofore  described  in 
the  account  given  of  Middlctown  ;  of  a  reddish  brow  n  mixed  wMth 
clay,  and  therefore  stiff.  The  clay  is  of  a  quaker  brown,  tem- 
pered with  other  earth,  and  without  any  great  difficulty  pulver- 
ized. 

In  estimating  the  quality  of  new  lands  in  America,  serious  er- 
rors are  very  commonly  entertained,  from  the  want  of  due  atten- 
tion to  the  following  fact.  Wherever  the  forests  have  been  un- 
disturbed by  fire,  they  have  accumulated  by  shedding  their  fol- 
iage through  a  long  succession  of  ages,  and  by  their  own  decay,  a 
covering  of  vegetable  mould,  from  six  to  twelve  inches  deep,  and 
sometimes  from  eighteen  to  twenty-four.  This  mould  is  the  best 
of  all  soils,  and  eminently  friendly  to  every  species  of  vegetation. 
It  is  indeed  no  other  than  a  mere  mass  of  manure,  and  that  of  the 
very  best  kind,  converted  into  mould  ;  and,  so  long  as  it  remains 
in  considerable  quantities,  all  grounds  produce  plentifully.  Un- 
less a  proper  allowance  be  made,  therefore,  when  wc  are  form- 
ing an  estimate  of  the  quality  of  soils,  for  the  efficacy  of  this 
mould,  which,  so  far  as  my  observation  has  extended,  is  not  often 
done,  those,  on  which  it  aboimds,  will  he  of  course  overrated. 
On  the  contrary,  where  it  does  not  abound,  the  quality  of  the 
soil  will  in  a  comp;irative  view  he  underrated.  Hence  all  maple 
lands,  which  from  their  moisture  are  incapable  of  being  burnt, 
are  considered  as  more  fertile  than  they  ultimately  prove  :  while 
oak  and  oven  pine  lands  are  almost  of  course  regarded  as  being 
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less  fertile.  The  maple  lands  in  Ballston  are  found  to  produce 
wheat  in  smaller  quantities,  and  of  a  worse  quality,  than  the  in- 
habitants, misled  by  the  exuberance  of  their  first  crops,  expected. 
Their  pine  lands  on  the  contrary  yield  more  and  better  wheat 
than  till  very  lately  they  could  be  induced  to  believe.  The  same 
things,  severally,  are  true,  as  I  have  already  observed,  of  the  oak 
and  maple  lands  in  the  County  of  Ontario, 

From  this  source  it  has  arisen,  that  all  the  unburnt,  new  lands 
in  the  Northern,  Middle,  Southern,  and  Western  States,  have 
been,  and  still  are,  uniformly  valued  beyond  their  real  worth. 
When  the  tract  on  the  Green  Mountains  in  Massachusetts  was 
first  settled,  the  same  luxuriant  fertiUty  was  attributed  to  it,  which 
has  since  characterized  Kentucky.  About  the  same  time  it  was 
ascribed  to  the  Valley  of  Hooestennuc  in  the  County  of  Berk- 
shire. From  these  tracts  it  was  transferred  to  the  lands  in  New- 
Hampshire,  and  Vermont,  on  the  Connecticut ;  and  thence  to 
those  in  Vermont  on  the  Western  side  of  the  Green  Mountains. 
From  these  regions  the  paradise  has  travelled  to  the  Western  parts 
of  the  State  of  New- York  ;  to  New-Connecticut ;  to  Upper  Can- 
ada ;  to  the  countries  on  the  Ohio ;  to  the  South- Western  terri- 
tory ;  and  is  now  making  its  progress  over  the  Mississippi  into  the 
newly  purchased  regions  of  Louisiana.  The  accounts  given 
of  all  these  countries  successively,  were  extensively  true,  but  the 
conclusions  which  were  deduced  from  them,  were  in  a  great 
measure  erroneous.  So  long  as  this  mould  remains,  the  produce 
will  regularly  be  great ;  and  that  with  very  imperfect  cultivation  ; 
for  the  mould  in  its  native  state  is  so  soft  and  light,  as  scarcely  to 
need  the  aid  of  the  plough. 

But  this  mould  after  a  length  of  time  will  be  dissipated.  Where 
lands  are  continually  ploughed,  it  is  soon  lost ;  on  those,  which 
are  covered  with  grass  from  the  beginning,  it  is  preserved  through 
a  considerable  period.  At  length,  however,  every  appearance  of 
its  efficacy,  and  even  of  its  existence,  vanishes. 

The  true  object  of  inquiry,  whenever  the  quality  of  a  soil  is  to 
be  estimated,  is  the  nature  of  the  ea)'th,  immediately  beneath  the 
vegetable  mould :  for  this  in  every  case  will  ultimately  be  the  soil. 
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If  this  is  capable  of  being  rendered  hy  skillful  culnvation  rf^^ular- 
\y  productive,  the  soil  is  good  ;  if  not,  it  is  poor.  With  this  ob- 
ject in  view,  I  have  formed  the  opinion,  expressed  above,  concern- 
ing the  country  under  discussion.  Throughout  most  of  this  tract, 
the  earth  beneath  the  mould  is  an  excellent  soil.  The  mould  it- 
self will  speedily  be  gone.  It  is  wisely  and  kindly  provided  by 
the  Creator,  to  answer  the  immediate  calls  of  the  first  settlers. 
These  are  of  course  few,  and  poor;  are  embarrassed  by  many 
wants,  and  dilliculties;  and  need  their  time,  and  labour,  to  build 
their  houses,  barns,  and  enclosures,  as  well  as  to  procure  with 
extreme  inconvenience,  many  articles  of  necessity  and  comfort, 
which  are  obtained  in  older  settlements  without  labour,  or  time. 
To  (hrm  it  is  a  complete  and  ample  manure  ;  on  whi«:h  whatever 
is  sown  springs  with  vigour,  and  produces,  almost  without  toil,  or 
skill,  a  plentiful  harvest.  But  it  was  not  intended  to  be  perma- 
nent.  It  is  not  even  desirable,  that  it  should  be.  To  interrupt 
or  even  to  slacken,  the  regular  labour  of  man  materially,  is  to  do 
him  an  injury.  One  of  the  prime  blessings  of  temperate  climates 
is  this  ;  that  they  yield  amply  to  skilful  labour,  and  without  it 
yield  little  or  nothing.  Where  such  is  the  fact,  energy  and  ctforl 
will  follow,  and  all  their  inestimable  consequences.  ^Vhere  coun- 
tries are  radically  barren,  man  will  despair.  Where  they  are  so 
fertile,  as  to  demand  little  exertion,  he  will  be  idle  and  vicious. 
In  the  island  of  Otahcite,  where  subsistence  is  furnished  almost 
without  human  exertion,  the  inhabitants,  in  proportion  to  their 
capacity,  have  been  probably  the  most  profligate  on  the  globe. 

But  the  soil  of  this  tract  will  Ix^  rich  aftfM*  the  mould  has  disap- 
peared ;  and  will  still  yield,  as  I  believe,  abundantly,  all  the  j)ro- 
duction.-  of  the  climate.  That,  which  it  so  strongly  n  sembles  in 
Connecticut,  has  been  proved  by  ample  experience  to  be  endur- 
ing, and  to  be  capai)l('  of  any  improvcFnent.  From  its  colour, 
and  texture,  this  will  probably  endure  in  the  same  manner. 

V'ou  will  not  understand,  that  the  soil  of  this  tract  of  country  is 
uniform.  Some  parts,  where  all  are  good,  are  superiour  to  oth- 
ers. Some  are  indifr«;rent,  and  some  are  lean.  Ordinary  grounds, 
as  1  know  partly  iVom  observation,  and  partly  from  inl'ormation. 
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abound  mucli  more   in  the  Southern,   than  in  the  middle  and 
Northern  divisions. 

The  chmate  of  this  region  differs  in  several  respects  from  that 
of  New-England,  and  that  of  New- York  along  the  Hudson  ;  and 
in  some  parts  of  the  region  itself,  differs  sensibly  from  that  of 
others.  What  it  will  ultimately  appear  to  be,  cannot  be  deter- 
mined, until  a  longer  time  shall  have  elapsed  after  the  date  of  its 
first  settlement;  and  more  and  more  accurate  observations  shall 
have  been  made  concerning  the  subject. 

There  is,  so  far  as  my  observation  has  extended,  a  circuit  of 
seasons  in  this  country,  and  perhaps  in  many  others,  accomplish- 
ed in  periods  of  from  ten  to  perhaps  fifteen  years.  The  period  in 
which  most  of  this  tract  has  been  settled,  commencing  in  the  year 
1791,  and  terminating  with  the  year  1804,  has  been  distinguished 
by  an  almost  regular  succession  of  warm  seasons.  There  were 
but  three  cold  winters,  viz.  those  of  179::>,  1798,  and  1799.  The 
summers  were  all  warm.  What  the  state  of  the  climate  was  here 
during  the  preceeding  cold  period,  from  the  year  1780  to  the 
year  1790,  inclusive,  it  is  impossible  to  decide.  In  the  census  of 
1790,  three  townships  only  are  mentioned,  West  of  the  German 
Flats  :  Whitestown,  Chemung,  and  Chenango  ;  and  these  contain- 
ed at  that  time  but  3,427  inhabitants,  although  they  included  near- 
ly every  individual  of  European  extraction.  Half  a  century  at 
least  will  be  necessary  to  furnish  the  facts,  on  which  such  a  deci- 
sion can  be  directly  founded. 

Still  I  am  of  opinion,  that  the  climate  of  this  tract  is  milder  than 
that  of  the  Eastern  parts  of  New- York  and  New-England,  which 
lie  in  the  same  latitude.  The  cause  of  this  peculiar  mildness  I 
suppose  to  be  the  great  lakes ;  which  commencing  in  its  vicinity, 
extend  along  its  whole  Northern  boundary,  and  almost  all  its 
Western  ;  and  thence,  in  a  Western  and  North- Western  direc- 
tion, almost  to  the  middle  of  North-America.  That  these  lakes 
do  not  contribute  to  render  this  climate  colder,  has,  I  trust,  been 
heretofore  satisfactorily  evinced.  That  they  make  it  hotter,  h^s 
never  been  supposed. 

Vol.  IV.  1^ 
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It  lias  been  extensively  agreed  by  modem  philosophers,  that 
the  two  great  causes  of  a  mild  temperature  are  nearness  to  the 
shore,  and  proxiniiti/  to  the  level,  of  the  ocvan.  Those  countries, 
which  border  on  the  ocean,  are  almost  without  an  exception  warm- 
er than  central  countries  in  the  same  latitude;  and  those,  whicii 
are  little  raised  above  its  surface,  are  regularly  warmer  than  such, 
as  have  a  considerable  elevation.  i\Ir.  \  oiney,  however,  with 
that  proinptncss  of  decision,  for  which  he  has  long  been  remark- 
able, found,  as  he  believed,  sati^factory  evidence,  that  this  opin- 
ion is  groundless  in  the  climate  of  the  regions,  bordering  on  the 
lakes  Erie  and  Ontario.  This  climate  he  asserts  to  be  milder  than 
that  of  the  shore,  in  the  same  latitude,  where  it  is  scarcely  raised 
above  the  ocean.  Yet  the  tract  which  enjoys  this  mild  tempera- 
ture is  elevated,  and  distant  from  the  sea.  The  premises  here 
assumed,  are  undoubtedly  true  ;  but  the  consequence  does  not 
follow.  The  lakes  have  the  same  influence  here,  which  the 
ocean  has  elsewhere.  The  elevation  above  them  is  so  small,  and 
the  distance  from  them  so  near,  that  the  full  intluence  of  both  ad- 
vantages is  completely  felt.  Among  the  proofs  that  this  is  a  true 
explanation  of  the  subject,  it  is  only  necessary  to  observe,  that 
the  South-Eastern  parts  of  the  County  of  Genesee,  the  Counties 
of  Steuben.  Tioga,  Delaware,  and  Green,  are  sensibly  colder  than 
those  immediately  Soulh  of  Lake  Ontario. 

ft  ought,  perhaps,  to  be  observed  here,  that  countries  on  the 
Eastern  side  of  a  continent  are  regularly  colder  in  winter,  and 
hotter  in  summer,  than  those  on  the  AVestern.  The  reason  is  ob- 
vious. In  the  temperate  zones,  at  least  in  the  Northern,  the  pre- 
vailing winds  are  from  the  West.  Eastern  shores,  therefore,  have 
their  winds  chiefly  from  the  land  ;  and  Western  shores  enjoy  the 
softer  breezes  of  the  Ocean. 

A«  the  winters  are  mild  in  the  tract  under  consideration,  so  are 
the  summers.  It  is  not  often  the  fact,  that  people  are  willing  to 
sleep  here  without  a  blanket. 

In  New-England,  and  in  the  Eastern  and  Southern  parts  of 
New-York,  and  I  presume  in  the  Northern,  most  of  their  rains, 
''xcept  thunder-showers,  arc  brought  by  Easterly  winds.     A  few 
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Come  iiom  the  South- West ;  particularly  near  the  coast.  1  know 
of  no  spot  in  these  regions,  which  furnishes  a  material  exception 
to  this  remark,  beside  that  mentioned  in  the  account  of  Lancas- 
ter, in  New-Hampshire.  At  Buifaloe  creek,  and  for  about  twenty 
miles  further  East,  North-East  storms,  though  less  ficquent  thaii 
on  the  coast,  are  not  uncommon.  The  stream  of  air  passing  up 
the  valley  of  the  St.  Lawrence,  crosses  Lake  Ontario,  and  thence 
proceeds  over  Lake  Erie.  Perhaps  when  the  country  is  more 
generally  cleared  of  its  forests,  its  influence  may  be  felt  still  more 
extensively. 

From  the  limit  mentioned  above,  to  Manlius,  rains  and  snows 
are  brought  almost  universally  by  North-West  winds ;  and  in  a 
few  instances  come  from  the  South- West.  Some  intelligent  men 
at  Van  De  Vender's,  informed  me  that  two  North-East  storms, 
which  had  blown  there  in  the  year  1804,  were  extraordinary  oc- 
currences. 

At  Manlius  the  rains  and  snows  come  from  the  East,  and  from 
the  West,  nearly  equally  ;  at  Herkimer,  more  frequently  from  the 
East,  than  from  the  West. 

Both  rains  and  snows  are  frequent  in  this  region,  sudden  in 
their  advent,  and  short  in  their  duration.  The  weather  is  very 
variable,  but  varies  very  differently  from  that  in  New-England. 
In  New-England  the  variations,  which  are  most  disagreeable,  arc 
from  heat  to  coldj  and  from  cold  to  heat.  In  New-England, 
storms  sometimes  last  several  days ;  and  often,  when  the  wind 
has  ceased  from  its  violence  at  the  end  of  the  first  or  second  day, 
which  indeed  is  almost  always  the  fact,  the  cloudy  and  wet  weath- 
er continues  for  some  time.  In  this  country  the  rain  or  the  snow, 
together  with  the  blast  which  produces  it,  is  soon  over,  and  some 
part  of  almost  every  day  is  fair.  A  general  uncertainty  concern- 
ing the  weather  even  of  a  single  day  is  here  prevalent.  The 
signs  of  fair  and  foul  weather,  which  the  inhabitants  have  learned 
in  their  native  country,  are  of  little  use  to  them  here ;  and  those, 
with  whom  I  conversed,  had  not  made  observations  through  a 
length  of  time,  sufficient  to  render  them  useful  substitutes.  A 
perfectly  bright  evening  or  morning,  with  a  North-West  wind. 
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was  rc£;ardctl  as  one  of  (he  surest  iiidicatioiis  ot  ram  diinnj^  soni6 
part  of  the  succeeding  day.  This  in  iSew-J^ngland  is  an  ahnost 
certain  prognostic  of  fair  weather.  To  travellers  these  sudden 
variations  from  dry  (o  wet  are  disagreeable  ;  but  the  inhabitants 
already  begin  to  prefer  tlieir  own  clinoatc  ;  and  speak  of  our  long 
storms  with  disgust,  and  of  our  settled  weather  and  serene  sky 
with  indiflerence  ;  observing,  that  they  like  such  weather  as  will 
permit  them  to  go  abroad  every  day.  Of  twenty  days,  beginning 
Thursday  Sept.  27th,  and  ending  Oct.  16th,  it  rained,  while  we 
were  making  our  progress  through  this  country,  thirteen  ;  sever- 
al of  them,  the  whole  day. 

In  New-England,  rains  and  snows,  are  produced  either  by  the 
opposition,  or  the  oblique  percussion,  of  different  winds,  blowing 
at  the  same  time.  Here,  as  at  Lancaster  in  New-Hampshire, 
they  are  chiefly  produced  by  the  continual  progress  of  the  same 
wind.  A  more  rapid  blast,  following  one  less  rapid,  brings  with 
it  a  shower,  condensed  by  means  of  the  obstruction,  which  is  oc- 
casioned by  the  slower  movement  of  the  preceding  blast.  When 
the  shower  is  past,  a  slower  wind  succeeds  -,  and  is  followed  by  a 
swifter  one,  which  brings  a  second  shower.  The  same  alterna- 
tion is  repeated  until  the  vapour  is  spent,  and  the  sky  becomes 
clear  by  the  still  continued  influence  of  the  same  wind.  Thus 
the  same  wind  brings  fair  weather,  then  rain,  and  then  fair  weath- 
er again,  the  same  day.  Of  these  facts  I  was  several  times  a  wit- 
ness. In  a  few  instances  I  have  observed  them  in  New-England  y 
and  have  mentioned  one  instance  of  them  in  my  account  of  the 
peculiar  weather  at  Lancaster. 

Hitherto  the  snow  has  never  been  inconveniently  deep  in  this 
f|uartcr,  unless  for  a  very  short  time  ;  and  that  not  more  than 
once  or  twice,  since  the  country  was  settled.  The  only  com- 
plaint, whirii  I  heard,  was,  that  they  rarely  had  sufficient  snow 
to  furnish  them  with  convenient  transportation.  The  winter  half 
of  the  year  seems,  therefore,  to  be  drier  than  the  summer  half. 
The  summer  of  1803,  however,  was  a  very  dry  season;  but  it 
was  the  only  one  of  any  importance,  which  these  people  have 
known. 
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The  snows,  as  well  as  the  rains  usually  fall  in  soft  and  mode- 
rate showers  ;  yet  there  have  been  some  exceptions.  In  Novem- 
ber, 1803  the  snow  fell  in  the  country,  surrounding  Vandeven- 
der's,  three  feet  deep  during  a  single  storm,  which  came  from 
the  North-East.     It  lay  however,  but  a  few  days. 

JChe  Seneca  Lake  has  hitherto  furnished  a  strong  proof  of  the 
mildness  of  this  climate.  Though  no  where  more  than  four  miles 
wide,  it  has  never  been  frozen  over. 

The  Spring  usually  begins  here  about  the  20th  of  March,  and 
the  winter  about  the  20th  of  December.  Gardens  are  common- 
ly begun  the  last  week  in  April,  and  the  first  in  May  :  from  six  to 
eight  weeks  later  than  at  New-Haven. 

Cows  are  usually  put  in  pasture  about  the  10th  of  May  •,  ten 
days  earlier. 

Green  peas  were  gathered,  in  1 804,  at  Canandagua  about  the 
middle  of  June  ;  a  week  later  than  at  New-Haven,  the  same  year. 
The  season  was  cold  and  backward. 

Maize  is  usually  planted  in  the  first  half  of  May ;  a  month  later. 
The  green  ears  were  first  gathered  this  year  the  16th  of  August ; 
a  month  later. 

Oats  are  sown  in  the  beginning  of  May. 

Flax  is  sown  at  the  full  moon  in  May. 

The  first  hay  is  cut  in  the  middle  of  June. 

Wheat  is  in  mid-harvest  the  last  week  in  July,  and  the  first  in 
August ;  three  weeks,  and  a  month,  later.  But  the  late  sown 
wheat  is  not  cut  till  the  last  week  in  August. 

These  facts  will  give  a  tolerably  just  idea  of  the  seasons  in  this 
country.  Both  agriculture  and  gardening  are,  however,  govern- 
ed in  no  small  degree  by  the  character  of  the  proprietor,  and  the 
quality  of  the  soil.  Where  both  are  favourable,  the  productions 
will  be  earlier.  In  the  garden,  especially,  the  difference  will  be 
considerable. 

The  tract  of  country  which  I  am  now  considering,  has  thus  far 
been  unhealthy.  How  far  this  fact  is  owing  to  the  present  stage 
in  the  progress  of  its  settlement  it  is  impossible  to  determine. 
Most  regions  on  this  side  of  the  Atlantic  have  been  subjected  to 
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some  poculiaritics  of  disease  during  Ihe  progress  of  population; 
of  which  many  have  vanished  when  Ihey  had  reached  the  state 
of  complete  settlement.  While  the  couiitry  is  entirely  forested, 
it  is  ordinarily  healthy.  ^Vhilc  it  is  passing  from  this  state  into 
that  of  general  cultixation,  it  is  usually  less  healthy.  This  ari- 
ses partly  from  (he  hardships,  sullcred  hy  the  planters,  and  part- 
ly from  the  situation  of  the  lands.  These  hardships  1  have  sum- 
marily recounted  in  a  former  part  of  this  work  ;  and  you  have 
undoubtedly  observed,  that  they  were  amply  suflicient  to  try  in  a 
very  serious  manner  the  firmest  constitution.  The  peculiar  sit- 
uation of  the  land  you  will  be  able  to  conjecture  from  the  follow- 
ing observations. 

In  the  forested  state  all  grounds,  excej)t  during  a  short  time, 
comprising  a  part  of  the  summer,  and  a  part  of  the  autumn,  are 
more  or  less  moist.  Maple  grounds  are  almost  literally  always 
moist.  The  vegetable  mould,  with  which  they  are  thickly  cov- 
ered, imbibes,  and  retains  water,  like  a  sponge,  while  the  earth 
below^  which  in  this  region  is  tenacious,  prevents  it  from  descend- 
ing. Whenever  the  air  is  sufliciently  warm,  vapour  in  consid- 
erable quantities,  and  unfavourable  to  liuman  health,  must  be  ex- 
haled from  such  a  surface.  The  evenings  and  the  mornings, 
particularly,  will,  throutdi  a  great  part  of  the  summer  half-year 
be  damp,  chilly,  and  productive  of  colds,  together  with  the  dis- 
eases, which  spring  from  them.  From  such  exhalations,  contin- 
ually repeated,  must  arise,  also,  a  gradual  diminution  of  bodily 
energy,  imperceptibly  increasing.  A  chill,  if  1  mistake  not,  al- 
ways lessens  the  vigour  of  the  system,  at  least  for  the  time  ;  and 
a  perpetual,  or  often  repeated  chilliness  must  induce  a  general 
and  continual  debility.  These  evils,  however,  appear  to  be  in  a 
considerable  measure  counteracted,  while  the  lorested  state  con- 
tinues, by  several  known,  and  probably  by  some  unknown  causes. 
As  the  surface  is  less  warnjed.  the  vapour  is  less  exhaled  ;  the 
temperature  is  more  uniform  ;  and  the  changes  are  less  sudden, 
as  well  as  less  frequent.  The  air  also,  expired  hy  the  leaves,  is 
eminently  pure  and  healthy.  At  the  same  time  wood  being  abun- 
dant, large  culinary  fires  are  generally  burning;  and  the  house, 
together  with  all  which  it  contains,  is  chiefly  kepi  dry. 
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All  these,  and  probably  all  other  causes  of  this  nature  gradu- 
ally vanish  as  cultivation  advances.  The  ground  is  laid  open  to 
the  sun.  The  heat  of  the  day  in  the  warm  season  becomes  of- 
ten intense  ;  and  the  more  so  because  the  remaining  forest  pre- 
cludes the  free  access  of  the  wind.  The  moist  grounds,  particu- 
larly marshes,  being  exposed  to  the  entire  influence  of  the  heat, 
become  corrupt,  offensive,  and  replenished  with  miasmata,  loath- 
some to  the  senses,  and  noxious  to  health.  Diseases  at  this  pe- 
riod are  apt  to  abound,  and  to  continue  until  the  country  is  com- 
pletely cultivated,  and  an  artificial  vegetation  is  substituted  for 
that,  which  is  natural.  As  most  tracts  in  the  United  States,  which 
are  now  healthy,  have  passed  through  this  succession  of  changes, 
there  is  reason  to  believe,  that  this,  which  is  now  extensively  in 
the  second  of  these  stages,  may  escape  from  its  disadvantages, 
and  enjoy  in  a  good  degree  the  benefits  of  the  third. 

The  diseases  which  principally  prevail  here,  are  the  fever  and 
ague,  intermittents,  without  ague,  and  bilious  remittents.  Fevei 
and  ague  may  be  considered  as  nearly  universal ;  almost  all  the 
inhabitants  being  sooner  or  later  seized  by  it  within  a  few  years 
after  their  immigration.  This  disease,  from  the  violence  of  its  af- 
fections, its  long  continuance,  its  return  at  the  same  season  for 
several  successive  years,  and  the  lasting  impression,  which  it  of- 
ten leaves  on  the  constitution,  is  regarded  by  the  people  of  New- 
England  with  a  kind  of  horror.  The  other  two  diseases,  though 
common  to  most  parts  of  the  country,  are  yet  much  more  pre- 
dominant in  particular  places.  Along  the  Genessee  they  all 
abound.  They  are  frequent  also,  as  I  was  informed,  on  the  South- 
ern shores  of  Lake  Ontario,  and  in  spots  around  the  outlets  of 
most  of  the  smaller  lakes,  and  in  various  others.  A  tract  around 
the  Onondaga  salt  springs  is  still  more  sickly  and  fatal. 

To  the  evils,  mentioned  above,  I  ought  to  add  the  exposure  of 
the  recent  settlers,  to  walking,  and  working,  a  great  part  of  their 
time  in  moist  ground  ;  the  badness  of  their  houses  ;  the  poorness  of 
their  fare  ;  together  with  the  difficulty  of  obtaining  proper  medi- 
cines, good  nurses,  and  skilful  physicians.  Nor  ought  it  to  be 
forgotten,  that  the  streams  are  frequently  choaked,  rendered  slus- 
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gish  and  raist^d  in  many  placi^s  above  their  usual  lieight,  by  the 
timber,  which  is  cut  down,  or  which,  being  girdled,  is  suffered  to 
fall  into  their  channels.  In  this  manner  they  affect  the  atmos- 
phere in  as  noxious  a  manner  as  mill-ponds  and  and  other  artifi- 
cial accumulations  of  water. 

There  is  another  disease,  which  is  unquestionably  owing  to  the 
nature  of  this  country,  and  not  merely  to  the  recency  of  its  set- 
tlement. This  is  what  is  called  in  Switzerland  the  goitres,  or  the 
hernia  giitluris.  By  the  Hon.  Uriah  Tracy,  late  a  Senator  ol 
the  United  Stales  from  Connecticut,  I  am  informed,  that  this  dis- 
ease is  found  to  some  extent  throughout  a  great  part  of  the  re- 
gions lying  North  of  the  Ohio,  and  West  of  the  Alleghany  moun- 
tains. Mr.  Tracy  was  employed  by  the  American  government 
on  a  mission  of  importance,  wliich  recjuired  him  to  make  a  tour 
throughout  a  large  extent  of  this  country.  Accordingly  lie  pass- 
ed through  Peimsylvania  by  the  wny  of  Pittsburgh  and  Presque 
Isle  ;  and  thence  crossing  Lake  Erie,  proceeded  to  Detroit.  From 
this  place  he  went  to  Michilimackinac  ;  and  thence  to  Lake  Su- 
perior. From  Michilimackinac  he  returned  to  Butfaloe  creek, 
and  took  the  gpeat  AVestern  road  to  Albany.  In  this  excur- 
sion he  found  the  goitres  existing  in  the  older  settlements  more, 
in  the  newer,  less  frequently,  but  actually  existing  at  different  dis- 
tances throughout  the  whole  region.  Several  other  gentlemen  have 
confirmed  the  account  of  Mr.  Tracy.  That  the  disease  exists 
from  Utica  to  Puffaloe.  is,  I  think,  certain  ;  probably  not  in  eve- 
ry township  ;  but  in  such  a  manner,  as  to  indicate  that  it  is  inci- 
dent to  the  country  at  large,  and  has  a  foundation  in  its  nature 
and  circumstances.  AVhen  I  was  at  Paris  in  the  year  1799,  there 
were  in  the  parish  of  Clinton  but  two  families  affected  with  it. 
In  tliese  families,  however,  and  most  others,  where  it  has  been 
tor  a  number  of  years,  it  seized  on  several  of  the  members.  At 
the  North  end  of  the  bridge,  which  crosses  the  Mohawk  from  Uti- 
ca, there  was  in  the  year  1790,  a  family  within  the  township  ol 
Deerfield,  consisting  often  or  eleven  persons,  every  one  of  whom. 
<^  I  w-as  informed,  had  the  goitres. 
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Persons  afflicted  with  this  disease  have,  as  is  well  known,  swel- 
lings of  the  neck,  rising  indiiTercntly  in  front,  or  at  the  sides  ;  and, 
when  they  become  large,  extending  throughout  the  anteriour 
half.  These  swellings  are  of  all  sizes,  from  the  slightest  protu- 
berance to  that  of  a  quart  bowl ;  and  are  attended  with  stiffness 
of  the  neck,  a  slight  degree  of  continual  pain,  and  frequently  a 
depression  of  spirits.  The  sufferings  of  the  patient  are  increased 
by  a  cold,  and  by  almost  c\ery  other  infirmity.  Women  are 
more  frequently,  and  more  severely  afflicted  with  this  disease 
than  men ;  feeble,  than  vigorous  persons ;  and  children,  than  adults. 
In  the  higher  degrees  it  becomes  a  painful  deformity  ;  not  only  as 
an  unnatural  protuberance,  but  by  imparting  a  disagreeable  cast 
to  the  features,  particularly  to  the  eyes.  When  the  patient  con- 
tinues in  the  same  place,  and  in  the  same  habits  of  living,  by 
which  it  was  produced,  it  generally  increases  ;  but  if  he  removes 
to  a  part  of  the  country,  where  it  is  unknown,  it  not  uncommonly 
decreases,  and  sometimes  disappears. 

The  cause  of  this  disease  is  by  Mr.  Coxe*  supposed  to  be  the 
calcareous  matter,  which  in  Switzerland  is  called  Tuff\  and  which 
he  concludes  is  so  completely  dissolved  as  not  to  affect  the  trans- 
parency of  the  water.  In  this  state  of  minuteness,  he  supposes  that 
it  may  be  introduced,  by  the  circulation  of  the  blood,  or  otherwise, 
into  the  glands  of  the  throat;  where  by  accumulation  and  concretion, 
particularly  in  the  thyroid  gland,  in  its  structure  favorable  to  the 
deposition  and  detention,  of  such  particles  ;  they  produce  an  irri- 
tation, by  means  of  which  a  viscid  fluid,  naturally  contained  in 
'.he  cells  of  this  gland,  is  secreted  in  unnatural  quantities,  and  the 
gland  itself  unnaturally  enlarged  by  the  distention  of  these  cells. 

in  support  of  this  opinion  Mr.  Coxe  alleges  the  following  proofs. 

1st.  He  observes,  that  during  his  travels  through  Europe  he 
always  found  that  tutF abounded  wherever  goitres  were  common. 
The  places,  which  he  specifies,  are  the  Vallais,  the  Valteline, 
Lucerne,  Friburgh,  Berne,  the  region  near  Aigle  and  Bex,  sev- 
eral places  of  the  Pays  de  Vaud,  the  region  near  Dresden,  the 
valleys  of  Savoy  and  Piedmont,  and  tracts  near  Turin  and  Milan. 

*  See  Coxe's  Travel?  in  Switzerlantl,  Letler  :3.j. 
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^ndly.  One  of  the  principal  springs,  which  supphes  Friburgh 
with  water,  has  deposited  large  quantities  of  tuft  on  the  rock,  from 
\\hicli  it  issues. 

.Jrdlv.  A  ijentlenian  of  veracity  informed  Mr.  Coxe,  that  he  had 
a  small  swcllini^  on  his  throat,  which  usually  increased  in  the 
wint(M-  whrii  he  chiefly  resided  at  Berne,  and  diminished  in  sum- 
mer when  he  removed  to  other  places. 

4thly.  The  waters  at  Lucerne  except  one  spring,  are  all  im- 
[•regnated  ^^  ith  tulF;  and  the  natives,  who  live  near  that  spring, 
are  less  subjected  to  goitres  than  the  other  inhabitants  ;  and  mem- 
bers of  the  same  family,  who  drank  only  from  that  spring,  were 
less  subject  to  the  goitres  than  others,  who  were  not  thus  exact. 

5thly.  Places  contiguous  to  those,  in  which  goitres  and  tuff 
weio  frequent,  and  having  precisely  the  same  situation  and  cli- 
n>ate.  but  destitute  of  tulF,  were  observed  by  Mr.  Coxe  to  be  free 
from  goitres. 

Gthly.  A  surgeon  whom  he  met  at  the  baths  of  Leuk,  inform- 
ed Mr.  Coxe,  that  he  had  repeatedly  extracted  concretions  of 
tuff  from  goitres;  particularly  from  one  which  suppurated,  he 
look  several  flat  pieces,  each  about  half  an  inch  long.  The  same 
»<ubstance  he  declared  had  been  found  in  the  stomachs  of  cows, 
and  in  the  goitrous  tumours,  to  which  the  dogs  of  that  country 
were  subject.  The  same  gentleman  assured  Mr.  Coxe  that  he 
liad  diminished,  and  cured,  the  goitres  of  many  young  persons, 
particularly  one  of  his  own  children,  who  was  born  with  a  goitre 
as  large  as  an  egg,  by  emollient  liquors,  and  external  applica- 
tions. The  principal  method  adopted  by  this  gentleman  to  pre- 
vent them  in  future,  w^as  to  remove  his  patients  from  the  places 
where  tlie  sprint^s  w  ere  impregnated  with  tuff;  and,  if  that  could 
not  be  contrived,  to  forbid  them  the  use  of  water  altogether.  His 
own  family  he  prohibited  from  tasting  the  spring  waters  in  his 
neighbourhood,  unless  they  were  distilled,  or  mixed  w  ith  wine,  or 
vinegar  ;  and  thus  preserved  them  from  goitres,  which  were  ex- 
:  rcmely  common  in  the  town  where  he  lived. 

This  account  of  Mr.  Coxe  appears  to  me  satisfactory.  The 
vhole  country,  where  this  disease  prevails  in  the  American  States, 
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is  calcareous.  The  goitres,  found  here,  exist  in  spots,  and  par- 
ticular familes.  It  is  incredible,  that  they  should  be  derived 
from  ike  mode  of  living  ;  because  they  are  found  among  those, 
who  live  in  every  mode  between  luxury  and  beggary.  It  is  in- 
credible that  they  should  be  derived  from  climate;  because  there 
are  no  such  differences  of  climate  in  the  tracts  where  they  abound, 
and  where  they  are  unknown,  as  to  furnish  any  explanation  of 
the  subject ;  and  because  a  great  multitude  of  families  have  them 
not,  who  are  interspersed  among  those  who  have  them.  They 
cannot  be  derived  from  linic-stone  in  its  common  form,  or  the  car- 
bonate of  lime  ;  because  this  mineral  abounds  throughout  most  of 
New-England,  West  of  the  Green  Mountains,  as  well  as  in  the 
Eastern  parts  of  the  State  of  New-York :  and  yet  in  both  these 
regions  goitres  are  unknown.  It  is  unnecessary  to  observe,  that 
they  cannot  be  derived  from  snow-water. 

The  remark  of  M.  de  Saussure,  that  foreigners  established  in 
Switzerland,  are  never  affected  with  these  tumours,  is  inapplica- 
ble to  this  region.  The  inhabitants  here,  are  universally  foreign- 
ers ;  and  almost  all  of  them  came  from  New-England,  or  other 
countries,  where  this  disease  is  absolutely  unknown.  Yet  many 
of  the  original  settlers,  as  well  as  their  children,  are  afflicted  with 
this  evil. 

From  the  account  of  Mr.  Coxe,  if  there  be  no  error  in  it,  we 
are  furnished  with  one  very  important  truth,  relative  to  this  sub- 
ject. It  is  this  :  that  the  surgeon,  mentioned  above,  preserved 
his  own  family  by  invariably  prohibiting  them  from  drinking  the 
spring  waters,  unless  when  they  had  been  distilled,  or  mixed 
with  wine  or  vinegar.  To  distil  water  for  the  drink  of  the  inhab- 
itants of  a  town,  or  village,  must  certainly  be  an  expensive,  and 
tedious  process.  Still  it  will  be  less  tedious  than  a  general  diffusion 
of  goitres.  By  many  families  it  might  be  done  for  their  own 
use,  without  any  considerable  difficulty.  All  families  cannot  afford 
to  mix  their  water  with  wine  ;  but  most  might  procure  vinegar,  suf- 
ficient for  this  purpose  ;  and  habit  would  easily  reconcile  them  to 
the  use  of  this  liquid.  Among  many  nations  it  has  been  a  favourite 
beverage.     Possibly  the  tuff  may  be  precipitated  by  means  hith- 
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:(o  ui.dij-coverotl,  and  301  safe,  and  pleasant.     That  tuti  cxisid 
.1  this  country  is  not  known,  prohably  because  it  lias  never  been 
examined. 

The  cxisflence  ot  this  iliseas**  tljrout;hout  so  «Meat  an  extent  ol 
ountry,  is,  I  beheve,  unexampled  in  Ihe  world.  Should  it  spread 
very  generally  arnonir  the  inhabitants  of  this  r(\<4io?i,  it  must  here- 
after atfect  many  millions  of  the  human  race.  When  we  consider 
ihe  maj^nilude  of  this  fact,  and  remember  that  the  disease  in  its 
ligher  stages,  is  hitlierto  incurable,  it  becomes  a  very  serious  evil. 
It  IS  to  be  hoped,  that  the  same  good  Providence,  which  has  so 
lately,  and  so  wonderfully  dissipated  the  terrors  of  the  small-pox, 
b\-  the  discovery  of  the  vaccine  innoculation,  will  also  disclose  a 
remedy  for  the  melancholy  disease  under  consideration. 

Distressing,  however,  as  this  disorder  seems  to  a  stranger,  the 
inhabitants  appear  already  to  regard  it  with  abated  apprehensions, 
and  to  be  approximating  in  their  views  of  it  towards  inditFerence. 
An  intelligent  and  respectable  lady  in  Pittsburgh,  was  asked  by 
Mr.  Tracy  whether  it  existed  in  her  family  :  she  said,  slie  presum- 
ed it  did  not.  The  children  were  tluMi  called  up  and  examined, 
and  tivc  of  them  were  found  to  be  afl'ected  with  it. 

Few  of  the  other  diseases,  common  to  the  climate,  are  rife  in 
this  country.  From  the  pulmonary  consumption,  so  frequent 
elsewhere,  they  are  in  a  great  measure  exempted.  Dr.  W,  of 
Canandagua,  a  physician  in  extensive  practice,  informed  me,  that 
during  the  ten  years  of  his  residence  there,  only  three  persons, 
within  his  knowledge,  had  died  of  the  consumption  in  that  town- 
ship, and  its  neighbourhood.  He  also  observed,  that  most  of  the 
diseases,  found  on  the  coast,  were  unknown  there,  and  that  he 
believed  the  fever  and  ague  to  be  not  improbably  the  cause  of  this 
exemption.  As  I  passed  through  Sheffield,  1  was  informed,  in  a 
manner  which  could  not  he  rationally  questioned,  that  the  con- 
sumption is  a!^o  very  rare  in  that  town.  Should  there  be  no  er- 
ror in  this  account,  it  will  deserve  enquiry  whether  the  infrccpien- 
ry  of  this  disease  in  the  Southern  states,  is  not  owing  more  to  the 
fever  arid  ague,  than  to  the  warmth  of  the  climate;  or  perhaps  in 
better  words,  whether  the  tendencies  to  disease  in  the  human 
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frame  do  not  in  particular  tracts  flow  ctiiofl}'  in  this  single  channel. 
Should  the  result  of  this  enquiry  be  an  aflirnnative  answer,  Can- 
andasjua  may  hereafter  become  a  more  convenient  retreat  for 
persons,  subject  to  pulmonic  affections,  than  the  Southern  States. 

The  same  gentleman  mentioned  to  me  a  remarkable  instance 
of  the  efficacy  of  the  fever  and  ague.  A  woman,  who  had  a  lit- 
tle before  removed  from  New-England  into  the  neighbourhood  of 
Canandagua,  lost  her  reason.  Sometime  afterward,  she  had  the 
fever  and  ague.     When  it  left  her,  she  became  immediately  sane. 

I  have  mentioned  the  climate  of  this  country  as  unhealthy.  T 
ought  to  add,  that  several  of  the  respectable  inhabitants,  both 
physicians,  and  others,  insist  that  the  proportional  number  of 
deaths  is  not  greater  than  in  the  healthy  parts  of  New-England. 
Some  of  them  also  observed  to  me,  that  the  bilious  remittent  of 
this  region  admits  of  a  cure  more  easily,  and  more  certainly,  than 
in  any  other  wMth  which  they  were  acquainted. 

T  am,  Sir,  yours.  Sic, 
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Ceneral  ob«.crv:»lion>  upon  the  \Vc5torn  part  of  New- York  contiuucil— Want  oi* 
stone  for  buildins;  and  fcnrinsr — Defective  supply  ami  rjualitv  of  it.»  timber — Water 
impregnated  with  lime — Commerce — Different  outlets  for  its  commoilities. 

Dear  Sir, 

Amom;  the  di>a(lvanlaj^cs,  to  which  this  \V(^>tcrii  country  is 
suhject,  the  2vant  of  good  stone  for  building  and  fencing,  must,  I 
think,  he  a  serious  one.  In  considcrahl(>  tracts  this  want  is  ahso- 
lute  ;  in  otliers,  stone  is  scarce,  and  obtained  with  diiiiculty.  In 
almost  all,  so  far  as  my  information  extends,  it  is  either  lime, 
slate,  or  gypsum ;  neither  of  them  capable  of  enduring  fire,  nor 
of  such  a  texture  as  to  be  conveniently  wrought  for  the  purposes 
of  building.  The  specimens  which  I  saw  were  coarse,  rough, 
and  destitute  of  beauty.  In  many  places  enclosures  may  be 
formed  of  stone;  but  in  many,  I  believe  in  most,  it  will  be  difficult, 
if  not  impossible,  to  build  cellar  walls,  the  foundations  of  hous- 
es, or  fire-places,  which  will  be  either  convenient,  or  lasting. 

This  material  defect  the  inhabitants  have  not  hitherto  been  able 
to  supply  by  the  substitution  o{ good  hricks.  The  clay  of  this  coun- 
try is  every  where  mixed  with  other  earths,  of  such  a  quality,  as 
to  render  the  bricks  made  of  it,  easily  dissoluble  by  weather,  and 
by  fire.  In  some  places  they  are  indeed  firmer  than  in  others ; 
and  their  texture  is  peihaps  generally  rendered  unnecessarily 
loose,  and  therefore  unnecessarily  subject  to  decomposition,  by 
the  ignorance,  or  by  the  unfaithfulness,  of  workmen.  In  all,  the 
bricks  are  bad.  Whether  there  may  be  any  remedy  for  this  mis- 
fortune, time  must  discover. 

The  timber  of  this  tract,  also,  is  to  a  great  extent,  of  a  consis- 
tence too  frail,  and  perishable,  to  last  for  any  great  length  of 
time,  either  in  buildings,  or  enclosures.  In  the  County  of  Onta- 
rio, and  some  other  parts  of  the  country,  there  is  a  sufficient  quan- 
tity of  oak,  and  it  is  said  of  pine  also,  both  for  building  and  fen- 
cing.    Hni   there  arc  large  tracts,  which  are  destitute  of  every 
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species  of  timber,  (itted  to  resist  the  encroachments  of  the  weath- 
er. Future  experiments  may,  perhaps,  furnish  a  remedy.  The 
oak  and  the  chesnut,  and  perhaps  the  pine,  may  be  planted  with 
success.  Hedges  may  possi])]y  be  formed,  which  will  resist  the 
influence  of  the  cHmate  ;  and  better  clay  may  be  discovered  for 
the  erection  of  their  houses.  It  seems  incredible,  that  Provi- 
dence should  have  made  this  region  in  most  respects  so  desirable 
a  residence  for  man  ;  and  that  in  this,  apparently,  and  in  several 
others,  it  should,  to  such  an  extent,  disappoint  a  purpose  so  care- 
fully pursued. 

Another  evil  suffered  by  these  inhabitants,  of  a  similar  nature, 
and  even  more  discouraging,  is  this :  iVhe7i  the  forests  are  cut 
down,  they  either  do  not  at  all  spring  again,  or  they  spring  very 
thinly,  and  insufficiently.  This  misfortune  has  been  supposed  to 
arise  from  the  peculiar  nature  of  the  trees,  or  the  peculiar  na- 
ture of  the  soil.  I  strongly  suspect,  that  it  is  owing  to  neither. 
Maple,  beech,  and  bass,  may  not,  indeed,  as  readily  germinate 
from  the  roots  after  the  trees  are  cut  down,  as  oak,  chesnut,  and 
hickory.  Whether  this  be  true,  or  not,  I  am  unable  to  deter- 
mine. But  that  they  will  not  in  the  proper  circumstances  spring 
in  sufficient  quantities  and  vigour  from  the  seeds,  I  cannot  believe. 
That  the  soil  is  favourable  both  to  the  germination,  and  flourish- 
ing growth,  of  these  trees  is  unanswerably  evident  from  the  mul- 
titude, and  the  size  of  those,  which  are  now  on  the  ground.  Be- 
sides, I  have  seen  in  a  variety  of  places,  some  of  them  in  this 
very  tract,  a  vigorous  growth  of  these  kinds  of  timber  in  spots, 
where  the  full-grown  trees  had  been  lately  cut  dow^n. 

Grass  grov/s  in  this  region  easily,  and  vigorously  ;  and  wherev- 
er it  grows,  will  extensively  prevent  the  germination,  and  check 
the  growth,  of  trees  of  almost  e^efy  kind.  Were  these  inhab- 
itants, instead  of  cutting  down  their  forests  in  the  manner,  which 
is  called  cutting  clean,  to  thin  them  only;  and  thus  leave  the 
ground  so  much  shaded  as  would  be  sufficient  to  prevent  the  ve- 
getation of  grass  ;  they  would,  I  am  satisfied,  find  the  seeds  of  fu- 
ture trees  springing  in  abundance.  Should  they  also  effectually 
exclude  cattle  from  their  forests,  so  as  to  prevent  them  from  crop- 
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pihji  llii-  \ouiiL^  btcms,  iIk'V  would,  probably,  limi  {Ui>  evil  done 
away. 

Anollior  disadvantage  under  which  (his  country  labours,  is  a 
deficit  nci^  nfuHiUr  for  some  important  purpnaes  of  life.  In  Manhu^ 
nrnll->trcanis  are  suflicicntiy  numerous ;  but  from  that  township 
\^\•^lwa^l.  (o  Hutlaloe  <  rock,  thry  nr(>  thinly  <lispcr-cd.  Through- 
out this  count r>  generally,  springs  and  small  brooks  are  rare.  A 
great  part  of  the  farms  nnist  be  ill-supplied  with  water  for  their 
pastures.  Tin'  obvious  substitute  for  tliese  sources  is  wells;  and 
(h(^se  may  l)e  furnished  in  most  places  without  any  pecuhar  ditli- 
culty,  and  at  no  inconvenient  depth.  But  as  the  water  of  all 
this  tract  is  impregnated  with  lime,  it  is  unfit  for  washing,  and  for 
several  other  domestic  uses  ;  and  to  water  cattle  from  a  well, 
when  they  are  numerous,  is  a  severe  tax  upon  the  time  and  la- 
bour of  the  farmer. 

The  commerce  of  this  countri/  has  hitherto  struggled,  and  for  an 
indefinite  period  must  continue  to  struggle,  with  ditliculties.  The 
distance  from  Canandagua  to  Albany  is  two  hundred  and  live 
miles ;  and  from  Bullaloe  three  hundred.  The  transportation  of 
goods  over  the  whole  distance,  except  seventy-nine  miles,  must 
be  by  land.  From  Ltica  they  may  be  conveyed  to  Schenectady 
on  the  Mohawk  ;  but  the  na\  igation  is  so  imperfect,  that  mer- 
chants often  choose  to  transport  their  commodities  along  its  banks 
in  waggons.  Notwithstanding  this  inconvenience,  Albany  is  the 
port,  to  which  they  must  now,  and  probably  for  a  longtime  here- 
after, resort.  Now  their  trade  is  wholly  carried  on  in  this  chan- 
nel. Many,  however,  stop  at  Utica ;  and,  as  the  trade  of  that 
place  enlarges,  it  may  become  more  and  more  an  emporium  for 
the  butsiness  of  Ihe  Wcjstern  country.  7'he  only  matrrial  differ- 
enc(^  made  by  stopping  at  Ltica,  or  even  at  Albany,  i-,  that  they 
pay  the  expense  and  trouble  of  a  longer  journey,  instead  of  incurring 
it  personall}  .  In  either  case,  the  trouble  and  expense  ofconveying 
the  produce  to  New- York,  are  always  considerable  ;  and,  when 
the  commodities  are  bulky,  must  ever  amount  to  no  small  part  oi 
their  price  in  the  market.  Thus  grain  of  all  kinds,  their  princi 
pal  pi  oduce.  can  be  carried  to  market,  only  when  it  commands  an 
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extraordiiiar)  price.  Thus  also  hemp,  flax,  and  even  wool,  lose 
much  of  their  value  before  they  reach  New-York.  Beef,  as  il 
may  be  driven,  will  be  less  affected  than  most  other  articles. 

The  inhabitants  situated  near  Lake  Ontario,  can  ascend  the 
Oswego  or  Onondaga  river,  and,  passing  through  the  Oneida  lake, 
go  up  Wood  creek  into  the  Mohawk.  But  the  navigation  of  these 
streams  is  still  more  embarrassed  than  that  of  the  Mohawk. 

Another  channel  of  transportation  is  opened  to  the  Southern 
parts  of  this  country  by  the  Susquehannah.  I  have  already  men- 
tioned, that  boards  to  a  great  amount  are  floated  yearly  down 
this  river  to  Baltimore.  Wheat  also,  is  carried  to  market  the 
same  way,  in  vessels  of  a  peculiar  structure,  called  arks.  These, 
at  times  -A  such  a  size  as  to  carry,  it  is  said,  no  less  than  twelve 
hundred  bushels  of  wheat,  descend  the  Tioga,  and  the  Susque- 
hannah proper,  to  Tioga  point;  and  thence  pass  down  their  com- 
mon channel  to  Baltimore.  The  navigation,  however,  is  both 
uncertain  and  dangerous.  It  is  uncertain,  because  it  can  be  pur- 
sued  only  during  the  time  of  a  freshet  ;  and  that,  often,  will  not 
suflice  for  more  than  one  third,  or  one  fourth  of  the  voyage. 
During  the  interval  the  ark  is  obliged  to  wait  for  another  freshet; 
when  it  proceeds  anew ;  and  ultimately,  if  not  wrecked,  reaches 
Baltimore.  The  dangers  of  the  navigation  arise  from  the  swift- 
ness of  its  current,  and  the  shoals  and  rapids  in  the  river,  which 
have  sometimes  proved  fatal  both  to  boats  and  rafts.  In  the 
spring  the  voyage  is  frequently  made  with  success  ;  and  even 
without  interruption.  In  the  other  seasons  it  is  either  precarious 
or  impossible.  When  it  succeeds  best,  the  conveyance  is  cheap, 
and  expeditious.  The  arks  are  broken  up,  and  sold  at  Balti- 
more, for  as  much  or  more  than  they  cost. 

When  the  cargo  is  disposed  of,  the  boatmen  are  obliged  to  re- 
turn by  land.  The  inconvenience  of  such  a  journey  needs  no 
explanation. 

Measures  have  been  proposed  by  the  Legislatures  of  Maryland 
and  Pennsylvania,  which  possibly  may  terminate  in  improving  the 
navigation  of  the  Susquehannah,  and  facilitating  the  intercourse 
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of  this    coiiiiliT  \\\[\\    i>.i!(inini.\   ;ui.l    jirrlir.ps  hv    fhr  Srliiivlkill 
niih  I'liihulclphia. 

Another  ^rcat  chaniK'l  of  ( ommcrcc  hctwccn  the  Western 
couiitr)'  and  the  ocean  is  hy  hike  Ontario,  down  tlie  St.  Law- 
renc<^,  to  Montreah  Thi^^  has  ever  nppear<Ht  to  me  the  cheapest, 
safest,  and  mo>t  niicnilianassed  j*a<5a<4(^  lor  the  produce  of  all 
the  countries,  wliirli  Mirround  the  threat  yVinerican  hikes.  The 
ordinary  price  for  (lan^portin^^  a  quarlc  r-cask  from  IMontreal  to 
Qu((  nstown  is  hut  a  single  dollar.  "Whenever  a  regular  trade  is 
estahlishcd  hetween  these  countries  and  Montreal  ;  and  a  regular 
trans])orlation  round  the  Niagara  falls;  the  freight  of  a  (pjarter- 
(  ask  from  Queenstown  to  Chippeway  will  not  be  more,  and  prob- 
ablv  h  -^  than  one-fourth  of  a  dollar.  Then(  e  merchandize  of  all 
kinds  niav  be  conveyed  in  ships  of  any  convenient  size  to  the 
South  end  of  lake  IMichigan  ;  and,  with  tbe  exception  of  a  short 
land  cairiage  to  the  Western  limit  of  lake  Superiour.  A  tract, 
consisting  of  from  400,000  to  500,000  square  miles,  will  hereafter 
empty  its  produce  upon  the  ocean  througb  the  river  St.  Law- 
rence.*    Hitherto,  the  merchants  of  Montreal  have  been  chiefly 

*  Since  those  remarks  were  written,  a  Canal,  on  a  scale  far  surpassing  any  tliin§; 
wliifh  has  hitherto  been  attempted  in  this  country,  has  been  commenced  in  tiie  state 
of  New- York,  by  order  of  their  I^e^i^lature.  By  means  of  it,  it  is  intended  to  con- 
nect the  waters  of  lake  Eric  with  those  of  the  Hud«on,  a  distance  of  three  hundred 
and  fifty-three  miles. 

In  the  year  1810,  persons  who  had  been  appointed  by  (he  government  of  the  State, 
explored  the  intervening;  country  from  the-Hudson  to  Erie,  and  made  a  rei)ort :  but 
tJiough  some  acts  were  passed  concerning  the  subject,  yet  nothing  was  efiertually 
done  until  the  spring  of  1U17,  when  commissioners  were  appointed  by  the  Legisla- 
ture, "  to  cause  a  communication  by  means  of  a  canal  to  be  made  between  lake 
Erie  and  the  Hudson. "  Since  that  time,  the  Canal  has  advanced  with  such  ra- 
pidity, as  to  !.urprise  not  only  the  people  living  on  it«  border*,  but  the  inhabitants  of 
the  United  Slates. 

The  whole  expense  of  the  (?anal,  a.s  estimated  by  the  Commissioners,  is  4,571,813 
dollars. 

At  the  close  of  the  year  1!;21,  the  NVcstern  Can;d  was  so  lar  finished,  that  Gov. 
(/linton,  to  whom  perhaps  the  country  is  as  much  in  l«'bted  for  tlie  success  of  this 
great  entcrprize,  as  to  any  one  individual,  in  his  speech  before  the  Legislature,  Jan 
2,  W>'22,  jays,  *'  upon  a  full  and  <omprchensiTe  view  of  the  whole  oponttion,  we  may 
confidently  prnuDnnf  *..  tint   before  the  terniiuttion  of  ilw  vc:tr  1M2.1.  there  will  be 
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<^mploye(l  in  a  commerce,  of  which  fursaiul  peltry  have  been  the 
principal  materials,  l^ut  the  period  is  at  no  great  distance  when 
they  will  devote  their  attention  to  <^eneral  commerce.  The  set- 
tlement of  the  countries,  which  border  the  lakes  Ontario  and  Eric, 
is  already  far  advanced  ;  and  in  its  progress  outruns  the  most  san- 
guine calculation.  Adventurers  have  already  begun  to  plant 
themselves  on  Huron  and  Michigan.  Within  a  century,  the 
shores  of  these  waters  will  probably  be  filled  with  villages,  towns 
and  cities.  To  the  immense  population  of  these  vast  regions  the 
river  St,  Lawrence  will  be  the  common  channel  of  trade,  and  a 
common  bond  of  union.  Some  difficulties  will  always  attend  this 
commerce.  The  ice  will  obstruct  it  throughout  a  considerable 
part  of  the  year;  and  the  navigation  of  the  Gulf  of  St.  Lawrence 
will  always  be  exposed  to  some  degree  of  hazard.  The  etrect  of 
these  inconveniences  will  be  the  necessity  of  employing  a  larger 
capital,  the  demand  of  interest  on  it  for  a  longer  period,  and  a 
somewhat  higher  price  of  insurance.  The  business,  also,  must 
all  depend  on  two  voyages  across  the  Atlantic,  each  year.  But 
a  moderate  lapse  of  time  will  necessarily  introduce  into  it  such 
a  degree  of  system,  as  will  reduce  the  inconveniences  to  trifles, 
and  conform  to  the  existing  circumstances  all  the  plans,  and 
measures,  of  these  people.  Under  greater  inconveniences  Rus- 
sia has  rapidly  increased  in  commerce,  and  wealth. 

a  complete  and  uninterrupted  navigation  for  boats  conveying  100  tons,  from  the 
navigable  waters  of  Hudson's  river  to  lake  Erie." 

When  this  immense  work,  which  might  with  propriety  have  been  a  National  one, 
shall  be  finished,  it  will  open  a  communication  with  the  ocean  to  the  commerce  of  a 
great  part  of  Ohio,  and  to  the  countries  along  the  shores  of  lakes  Ontario,  Erie,  Hu- 
ron, Michigan,  and  Superiour  ;  and  to  the  inhabitants  living  on  the  bord?rs  of  the 
rivers  which  empty  into  these  inland  seas.  Could  we  take  a  survey  of  these  coun- 
tries as  they  may  appear  fifty  years  hence,  when  the  enterprize  of  the  hardy  sons  of 
our  country  shall  have  converted  the  wilderness  into  fruitful  fields ;  when  this  im- 
mense region  shall  be  filled  with  (owns  and  cities,  and  the  people,  amounting  prob- 
ably to  twenty  millions,  are  living  in  a  state  of  competence;  we  should  be  able  in 
some  measure  to  appreciate  the  immense  utility  of  this  Herculean  labour.  There 
can  be  no  doubt,  that  the  people  who  will  then  reap  the  advantages  of  this  great 
work,  will  hold  in  respectful  and  affectionate  remembrance,  those  patriots,  who 
have  devised,  carried  on,  and  completed  a  task,  which  brings  h.^ppiness  to  so  mighty 
a  mass  of  the  human  family. — Pvb 
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'J'li;it  th<^  trade  in  (juostion  will  How  into  this  channel,  ultuiialc- 
]y,  is  scarce!)  less  than  certain  ;  because  the  inhabitants  of  these 
countries  will  tnul  here  more  convenience,  and  more  profit,  than 
they  can  find  elscwhcrr. 

Gypsum  aboiiijd-  in  the  lowiisliip  of  Camillus,  in  cjuantitics 
iutlicient,  it  is  e-aid,  to  sup[)ly  an  extensive  tract  with  that  valua- 
blo  article. 

I'he  sulpliur  >piinL:;>  in  the  township  of  Phelps,  will  probably 
lurnish,  hereafter,  not  only  the  necessary  supplies  for  the  region 
around  them,  but  a  vast  quantity,  also,  for  commerce.  The  larg- 
est of  these  sprin<;s  is  the  property  of  Sir  William  Pulteney  ;  the 
nther  two,  if  I  mistake  not,  of  the  I  Ion.  Oliver  Phelps.  The  wa- 
ter is  perfectly  clear  ;  but  botli  the  taste,  and  the  smell,  are 
strong,  and  very  olTcrisive.  The  temperature  is  cold.  The  wa- 
ter is  used  as  a  batii  for  the  rheumatism  ;  and,  it  is  said,  with 
success.  The  mass  of  sulphur,  deposited  by  them  in  the  neigh- 
bourhood, was  estimated  to  me  at  more  than  100  tons.  No  at- 
tempts have  hitherto  been  made  to  purify  it,  and  prepare  it  for 
commercial  purposes. 

There  is  a  sulphur  spring  in  the  township  of  Litchfield,  in  the 
County  of  Herkimer,  about  ten  miles  from  Utica.  This,  also,  is 
resorted  to  for  relief  from  the  rheumatism,  and  from  several  oth- 
er diseases. 

Concerning  the  inhabitants  of  the  Western  country  I  shall 
make  some  observations  hereafter ;  and  am, 

Sir,  yours,  &c. 
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Return  slowly  along  the  Mohawk  to  Albany — Kinderhook — IluJdon — Uncommon 
phenomena  observed  on  Taghkannuc  Mountain. 

Dear  Sir, 

I  LEFT  Stanniford's,  Tuesday  Oct.  15th,  and  rode  to  Vernon., 
about  twenty  miles,  in  the  stage  wagon.  We  started  at  12  o'clock. 
It  had  rained  most  of  the  preceding  day,  the  whole  night,  and  the 
whole  forenoon  of  this  day.  The  road  had  become  a  mass  of 
deep  mire ;  and  the  horses  were  obliged  to  walk,  or  rather  to 
wade,  at  the  rate  of  two  miles  an  hour,  hi  the  afternoon  it  rain- 
ed again,  but  with  less  violence.  We  were  seven  passenger^  in 
a  vehicle,  so  small  as  to  be  crowded,  and  so  crazy  as  to  be  threat- 
ened even  by  a  slight  accident  with  being  broken  down.  We 
were,  also,  from  very  distant  countries,  and  of  different  nations. 
The  day  was  sufficiently  gloomy ;  and  the  country  presented  lit- 
tle to  our  view,  beside  thick  forests,  interspersed  here  and  there 
with  log-houses.  In  solitary  instances  some  have  a  better  ap- 
pearance. In  the  township  of  Sullivan,  a  large  tract  lying  im- 
mediately Eastward  of  iVlanlius,  we  found,  however,  an  excep- 
tion. As  we  descended  a  hill  of  considerable  height,  we  were 
presented  with  a  delightful  prospect  of  the  Oneida  lake,  and  a 
noble  view  of  the  circumjacent  country.  When  the  trees  shall 
be  sufficiently  cut  down,  this  hill  will  furnish  one  of  the  most  in- 
teresting views  between  Albany  and  Buffaloe. 

Another  variety  in  our  jo  rney  was  the  Oneida  village,  built 
on  the  Reservation  belonging  to  that  people,  and  lying  immedi- 
ately South  of  the  lake.  We  saw  this  village  by  moon  light.  The 
houses  in  it  appeared  to  diffei  very  little  from  the  log-houses,  al- 
ready described  ;  except  that  they  are  smaller,  worse  built,  and 
less  carefully  repaired.  Schenando,  their  Chief,  lives  in  a  fram- 
ed house,  which  is  painted,  and  decent.  He  is  said  to  be  in  easy 
circumstances.  A  small  church  stands  in  the  centre  of  the  vil- 
lage.    On  the  character,  and  situation  of  this  people  I  propose 
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to  make  sonic  observations  in  another  place  ;  and  shall  only  add 
here,  tliat  at  \  onn^;*?,  an  inn,  at  which  we  slopped  in  Vernon, 
several  of  them,  who  wert^  lialf  drunk.  di-(nihcd  ns  not  a  littK^ 
by  their  contention  and  outcries. 

\Vc  took  supper  at  Young's ;  and  all  the  passengers,  who  were 
bound  to  Utica,  except  one,  concluded  to  proceed,  in  order  to 
take  the  Albany  stage  the  next  morning.  Accordingly  we  set 
out  in  a  dense  mist,  which  deprived  us  of  the  moonlight,  and  ef- 
fectually chilled  us  during  the  remainder  of  our  Journey.  Our 
progress  was  snail-like,  and  sutliciently  tedious  ;  and  our  pros- 
pect scarcely  extended  to  the  horses.  But  our  driver  was  care- 
ful, and  obliging;  and  we  all  determined  to  make  the  best  of  our 
circumstances,  and  to  lessen  with  patience  and  good  humour  the 
disagreeableness  of  our  situation.  )V^e  stopped  once  at  Laird's, 
in  Westmoreland,  about  one  o'clock.  The  family  rose  without 
murmuring;  and  obligingly  furnished  us  such  refreshments  as  we 
wished,  and,  what  was  peculiarly  agreeable  to  us  all,  a  good  fire. 
After  we  had  passed  through  New-Hartford,  w^e  found  a  better 
road,  and  the  coachman  was  able  to  drive  his  horses  on  a  trot. 
Here,  however,  we  met  a  liglit  breeze  from  the  North,  which, 
with  the  aid  of  the  fog,  pierced  us  through;  so  that,  when  we  ar- 
lived  at  Utica,  just  before  five,  we  were  almost  frozen.  In  very 
few  instances  have  1  sufTered  more  from  the  severities  of  winter. 
From  Young's  to  Utica  the  distance  is  nineteen  miles  ;  from  Man- 
lius  to  Young's,  twenty-two.  In  travelling  the  whole  di^tance  we. 
liad  spent  seventeen  hours. 

My  companions  had  reached  Utica  the  preceding  evening. 

The  country,  through  wliich  1  had  travelled  from  Manlius,  con- 
sisted of  the  townships  of  Sullivan,  Vernon,  Westmoreland,  and 
Whitolown.  Sullivan  and  X'ernon  {\rc.  new  settlements,  much 
more  recent  than  most  of  those,  which  we  had  pas>ed  on  the 
road.  Tlie  land  is  good  ;  and  the  number  of  inhabitants  fast  in- 
creasing. Westmoreland  is  much  improved  since  my  journc}'  in- 
to tliis  country  in  1700.  Dark  as  Ihr  niLdit  w[h.  I  saw  several 
well-bnill  houses. 
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The  village  of  New-Hartford  is  also  greiaitly  improved.  Here 
the  mist  had  lost  much  of  its  density,  and  permitted  us  to  discern 
a  considerable  number  of  good  buildings,  surrounded  by  neat  ap- 
pendages. 

Sullivan  was  formerly  in  the  County  of  Chenango.  By  the 
late  division  of  that  County  it  is  become  a  part  of  Madison.  The 
other  three  townships  are  in  the  County  of  Oneida. 

Sullivan  contained  in  1810,  1,974  inhabitants.  Vernon  con- 
tained in  1810,  1,519  inhabitants.  Westmoreland  contained  in 
1800,  1,544;  and,  in  1810,  1,135  inhabitants. 

Sullivan  and  Vernon  are  not  mentioned  in  the  census  of  1800. 
The  latter  I  suppose  to  have  been  then  included  in  the  township 
of  Westmoreland. 

Utica  is  still  more  improved.  In  1 799,  there  were  fifty  houses 
in  this  village  ;  many  of  them  small  and  temporary  buildings.  In 
1804,  the  number  was  120.  The  number  of  stores,  also,  and  me- 
chanic's shops,  is  very  great  in  proportion  to  that  of  the  houses. 
Utica  now  exhibits  the  appearance  of  a  handsome  town.  Its 
trade  has  increased  much  faster  than  its  buildings,  and  is  greater 
than  that  of  any  other  town  in  the  State  ;  New-York,  Albany,  and 
Troy,  excepted.  Its  advantages  for  business  are  its  situation  on 
the  Mohawk,  the  junction  of  several  great  roads  here,  and  the 
start  which  it  has  gained  of  other  places  in  the  vicinity. 

After  breakfast  I  took  a  seat  in  the  Albany  stage ;  and  rode 
through  Deerfield,  Schyler,  Herkimer,  and  Manheim,  to  Palatine  ; 
thirty-seven  miles.  The  road,  as  you  may  perhaps  remember, 
lies  along  the  North  bank  of  the  Mohawk,  and  is  now  very  good. 
1  found  the  country  generally  improved  since  my  former  journey 
through  it ;  the  forests  more  extensively  gone ;  the  number  of 
houses  increased  ;  and  those,  which  had  been  lately  built,  gene- 
rally of  a  better  appearance.  Settlements  were  also  numerously 
made  on  the  sides  of  the  hills,  bordering  the  intervals  of  the  Mo- 
hawk ;  and  in  several  places  they  had  lost  that  disagreeable  uni- 
formity, of  which  I  then  complained. 

We  dined  at  the  Little  Falls,  near  the  Eastern  limit  of  Herki- 
mer.    From  a  variety  of  observations,  made  in  and  about  the 
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spot,  1  ain  oiuliel}'  satisfied,  that  the  mountains,  wliicli  here  as- 
cend immediately  from  the  hanks  of  the  river,  were  anciently 
united  ;  and  that  tlie  river  ahove  formed  an  extensive  lake,  grad- 
ually emptied  hy  ihe  wearin;^  away  of  the  earth  and  stones,  whicli 
originally  filled  the  ^ap.  On  the  rocks,  hordering  the  road,  un- 
equivocal marks  of  the  efiicacy  of  water  are  visihle,  at  dilFerent 
heights,  to  forty  feet  ahove  the  level  of  the  road,  and  to  fifty  above 
the  river. 

In  the  list  of  improvements  on  this  road  ought  to  be  mention- 
ed the  increase  of  the  number  of  churches,  and  of  a  disposition  to 
settle  ministers. 

We  lodged  at  a  Dutc  h  inn,  and  the  next  day,  Thursday  Oct. 
18th,  rode  through  the  remainder  of  Palatine,  Johnstown,  and 
Amsterdam,  to  Schenectady,  forty-seven  miles. 

There  is  nothing  in  Palatine  particularly  meriting  attention.  It 
is  a  Dutch  settlement  of  some  standing,  and  contained  in  the  year 
1799,  3,404  inhabitants  ;  in  1800,  3,517;  and  in  1810,  divided,  I 
presume,  3,1 1 1. 

The  remarks,  which  have  been  made  concerning  the  country, 
through  which  we  passed  the  preceding  day,  are  applicable  to 
this  tract  also.  In  Amsterdam  1  found  the  Mohawk  winding  in  a 
greater  degree,  and  with  more  beauty,  through  wider  and  hand- 
somer intervals,  than  in  any  other  part  of  its  progress.  H  rained 
both  this  day,  and  the  following. 

Schenectady  1  found  reluctantly  improving. 

We  rode  in  the  morning  to  Albany.  This  city  is  improving  fast. 
Many  of  the  old  Dutch  houses  have  been  destroyed  by  fires ;  oth- 
ers have  been  pulled  down;  and  new  ones,  built  in  the  Knglish 
manner,  occupy  their  places.  The  number  is  also  greatly  in- 
creased. Several  public  buildings  have  been  erected  ;  and  the 
whole  appearance  of  the  city  is  changed  for  the  better. 

After  dinner  we  rode  to  the  border  of  Kinderhook  ;  the  whole 

distance  thirty-one  miles.     Between  Greenbush  and  Kinderhook 

the  country  is  chic^lly  a  pine  ground  ;  and  tin;  soil  indifTerent.      It 

is  divided  b(;tween  the  towns  of  (irecnbush,  Schodac,   and  Kin- 

Irrhook.     'J'he  surface  is  dull ;  the  houses  are  thinly  scattered. 
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and  ordinary ;  and  the  inhabitants,  apparently,  are  not  in  very 
thrifty  circumstances. 

The  next  morning  my  companions  left  me,  to  proceed  to  Shei- 
field  ;  while  I  pursued  my  route  to  the  City  of  Hudson,  and  with 
no  small  satisfaction  found  the  day  serene  and  very  pleasant.  The 
distance  was  sixteen  miles.  The  first  part  of  it  consists  of  a  yel- 
low pine  plain  ;  and  the  remainder,  of  an  uneven  and  unpleasant 
tract  of  clay.  The  soil  of  the  plain  is  principally  sand,  and  that 
of  both  indifferent.  The  houses,  except  in  the  town  of  Kinder- 
hook,  are  thinly  scattered,  and  ordinary  in  their  appearance. 

Kinderhook  is  an  ancient  Dutch  settlement,  built  on  a  spright- 
ly mill-stream,  called  Kinderhook  creek.  This  stream  presented 
to  the  original  settlers  three  inducements  to  seat  themselves  in 
this  place  ;  the  intervals,  by  which  it  is  bordered  ;  the  mill-seats, 
which  it  furnishes  ;  and  the  landing  at  its  mouth,  where  there 
are  about  twenty  or  thirty  houses  and  stores,  built  on  the  banks 
of  the  Hudson.  With  these  advantages,  particularly  the  trade  to 
which  the  landing  gave  birth,  some  of  the  inhabitants  have  here- 
tofore acquired  considerable  wealth.  Since  the  rise  of  the  city 
of  Hudson  this  trade  has  declined,  and  will  probably  never  regain 
its  former  importance.  There  are  several  good  houses  in  this 
town.  The  streets  are  wider,  and  more  regular,  than  those  of 
most  other  towns  in  this  country ;  and  its  whole  aspect  is  pleas- 
ing. To  the  traveller  it  presents  a  strong  image  of  silence  and 
quiet.  It  is  distant  from  Albany  twenty-one  miles  ;  and  from 
Hudson,  twelve.  Between  Kinderhook,  and  Hudson,  there  is 
nothing  interesting. 

The  township  of  Kinderhook  is  large,  hi  1 790,  ij;  contained 
4,661  inhabitants,  including,  I  suppose,  a  part  or  the  whole  of 
Chatham.     In  1800,  the  number  was  4,348  ;  and,  in  1810,  3,709. 

1  arrived  at  Hudson  about  1 1  o'clock  ;  and  was  not  a  little 
pleased  to  find  it  much  improved  since  the  year  1792.  Then  I 
suspected,  that  it  had  arisen  to  the  utmost  height  of  its  prosperi- 
ty ;  for  it  evidently  appeared  to  be  stationary,  if  not  retrogres- 
sive. But  in  this  interval  many  new  and  valuable  houses  have 
been  built,  together  with  a  great  number  of  stores  and  mechan*- 
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ic's  shops.  The  still,  settled  aspect  of  the  i)lace  had  also  hecu 
exchanged  for  animation  and  activity.  Mvery  thiiiij:,  which  I 
saw,  had  the  air  of  spriij;htliness  and  vinour  ;  and  awakened  that 
satisiaction,  whii  h  is  always  excited  in  a  mind,  not  malevolent, 
hy  the  appearance  of  enterprise  and  prosperity. 

This  spot,  then  a  naked  waste,  was  purchased,  with  an  inten- 
tion to  make  it  the  site  of  a  future  commercial  town  in  the  au- 
tumn of  178.1  by  Messrs.  Seth  and  Thomas  Jenkins,  inhabitants 
of  Providence  in  the  State  of  Rhode-Island.  These  gentlemen 
united  io  themselves  a  considerable  company  of  adventurers,  with 
whom  they  liberally  shared  the  advantages  of  the  purchase.  In 
the  spring  of  1781,  they  began  to  build;  and  within  two  years 
raised  up  in  a  pertect  solitude  one  hundred  and  hfty  houses,  be- 
side stores,  shops,  wharves,  manufactories,  and  various  other 
buildings.  Fifteen  hundred  persons,  it  is  said,  were  assembled 
within  that  short  period.  For  a  considerable  time  after  this,  both 
the  building,  and  the  business,  advanced  slowly  ;  and  at  length 
appeared  to  be  stationary.  Within  a  few  years  past  the  inhabit- 
ants, with  a  commendable  spirit  of  exertion,  have  opened  several 
turnpike  roads  into  the  States  of  Massachusetts  and  Connecticut ; 
and  have  thus  created  an  easy  intercourse  between  their  city  and 
a  considerable  tract  of  fertile  and  well  inhabited  country.  At 
the  same  time  they  have  taken  their  share  of  the  benefit,  which 
has  resulted  from  the  wise  commercial  regulations,  formed  under 
the  presidency  of  \Vashington. 

The  number  of  houses  in  Hudson,  now,  is  between  500  and 
COO.  They  are  generally  built  of  brick,  and  make  a  handsome 
appearance. 

The  river  Hudson  is  navigable  some  distance  above  this  city 
for  a  sixty-four  gun  ship ;  that  is  to  say,  130  miles  from  New- 
^'ork,  and  150  from  Sandy-Hook. 

The  po'^ition  of  Hudson  is  pleasant.  'J'he  [)rincipal  street  runs 
from  North-F^ast  to  South-Wcst ;  nearly  at  right  angles  with  the 
ri\er.  It  is  wide,  straight,  more  than  a  nule  in  length,  and  de- 
clines easily  to  the  shore.  'J'he  surrounding  scenery  is  interest- 
ing.    The  nei^ldiouriiig  hills  aro  handsome.     The  river  is  a  no- 
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ble  object;  and  not  the  less  so  for  being  l)ountled  on  Ih.c  West  by 
a  rude  shore.  The  Kaatskill  mountains,  here  seen  in  the  best 
view  imaginable,  at  distances  extending  from  twenty  to  forty 
miles,  are  eminently  sublime. 

The  inhabitants  exhibit  a  general,  and  very  commendable, 
spirit  of  industry  ;  and  are  said  to  be  justly  distinguished  for  their 
temperance.  They  are  composed  of  Presbyterians,  Episcopal- 
ians, Quakers,  and  Methodists.  The  Quakers  arc  the  most,  and 
the  Methodists  the  least,  numerous. 

Hudson  is  under  the  government  of  a  Mayor,  Aldermen,  and  h 
Common  Council. 

Literature  has  hitherto  not  engrossed  any  great  share  of  atten- 
tion. 

Their  commerce  is  considerable  ;  but  I  have  no  means  of  as- 
certaining its  extent.* 

In  1790,  the  township  of  Hudson  contained  2,584  inhabitants; 
in  1800,  3,604  ;  in  1810,  4,048. 

The  rain  detained  me  at  Hudson  until  Tuesday  morning:  when 
it  slackened  so  much  that  I  left  this  city,  having  been  joined  here 

hy  Mr.  D ,  from  Kaatskill,  and  proceeded  to  Sheffield.     On 

my  return  through  Claverack  I  thought  it  a  prettier  village  than  I 
had  conceived  it  to  be  on  my  journey  out.  Indeed,  the  whole 
country  between  Hudson  and  Sheffield,  struck  my  eye  with  more 
pleasure.  In  one  respect  it  was  really  improved.  The  streams, 
in  consequence  of  the  rains  which  had  lately  fallen,  had  become 
both  more  numerous,  and  more  sprightly  ;  and  by  their  cheerful 

*  In  the  abstract  of  duties  on  imports  and  tonnage,  which  I  have  obtained  since 
the  text  was  written,  there  is  the  following  list  of  duties  paid  at  the  Custiom-house  at 
HudsoH. 


Years. 

Duties. 

Years. 

Duties. 

IhlSOl    - 

$1,981 

In  1806    - 

-        -        $6,577 

lb02    - 

5,366 

1807    - 

5,315 

1803    - 

4,576 

1808    - 

1,857 

1804    - 

7,001 

1809    - 

2,034 

1805    - 

9,564 

1810    - 

1,641 

But  almost  all  the  commerce  of  tliis  city  passes,  I  suppose,  tliroujh  the  Custom- 
house at  New- York. 


jjO  JOUUNLY  T(»  .NIAGARA 

windings,  and  continual  muiinur?,  added  not  a  little  to  the  pleas 
lire  of  our  progress.  The  township  of  Hillsdale,  which  occupie? 
iho  space  between  Claverack,  and  the  Massacliusetts  line,  con- 
tained in  1790,  A,j.j6  iidiahitants,  in  1800,  1,702,  and  in  1810, 
1,102;  a  part  of  it  I  suppose  being  taken  olT  to  form  another 
township. 

In  the  journey  of  this  d.iy  I  met  with  a  phenomenon,  which 
to  me  was  a  novelty.  In  the  morning,  the  wind  blew  with  mod- 
erate strength  from  the  South-East ;  and  continued  to  do  so  till 
we  came  to  the  neighbourhood  of  Taghkannuc.  When  we  arri- 
ved within  four  or  live  miles  of  the  ridge  of  that  mountain,  we 
heard  a  loud  and  most  majestic  sound,  resembling  the  noise  of 
the  ocean,  coming  from  the  higher  regions  of  the  mountain.  The 
noise  seemed  vast,  and  expansive,  as  if  caused  at  once  throughout 
a  wide  tract  of  the  atmosphere  ;  and  loud,  as  if  produced  by  a  vio- 
lent agitation.  Above  a  height,  at  five  or  six  hundred  feet  from 
the  common  surface  of  the  neighbouring  country,  the  mountain 
w  as  enveloped  in  a  thick  cloud.  When  we  arrived  at  the  foot  of 
the  lower  acclivities,  we  found  an  uncomfortable,  and  furious 
blast,  which  continued  during  the  whole  time  of  our  ascent ;  the 
distance  being  about  a  mile  and  a  half,  or  two  miles.  After  we 
had  gone  over  this  distance,  the  violence  of  the  blast  ceased,  and 
was  perceived  by  us  no  more,  either  on  the  sides,  or  on  the  ridge. 
Still  the  noise  was  undiminished,  and  seemed  to  fill  the  heavens 
with  a  stormy,  tumultuous  grandeur.  This  wind  evidently  was 
confined  to  a  very  narrow  region,  including  only  the  summits,  and 
iides,  of  the  mountain.  Th<]  direction  of  this  range  is  from  South 
to  North ;  that  of  the  wind  was  nearly  coincideot,  but  varied  a 
little  towards  the  North- West. 

After  we  had  crossed  the  ridge,  and  begun  to  descend  the  de- 
clivity, we  saw,  a  little  Eastward  of  one  of  the  loftiest  summits,  a 
bright  spot,  strongly  resembling  that  which  I  had  formerly  obser\'- 
ed  in  the  neighbourhood  of  yVschutney.  J^ike  that,  it  continued 
fixed  in  its  relative  position  to  the  summit  mentioned,  for  several 
hours,  notwithstanding  the  violence  of  the  wind,  and  the  rapid 
movement  of  the  clouds ;  nor  did  it  disappear  till  it  was  gradually 
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lost  in  the  twilight.  Whether  this  phenomenon  has  been  observed 
by  others  I  am  ignorant.  These  are  the  only  instances  in  which  it 
has  been  seen  by  me.  The  cloud  was  every  where  else  of  an 
uniform  density.  From  the  rapidity  of  its  motion,  fifty  or  sixty 
miles  of  its  extent  must  have  passed  over  this  spot.  The  spot 
was  apparently  fixed,  and  certainly  varied  its  position  very  little. 
It  was  continually  bright,  and  at  times  so  bright,  that  we  thought 
the  sun  shone  for  a  few  moments  in  each  instance  through  the 
aperture.  The  position  of  the  luminous  area,  in  every  instance, 
with  respect  to  the  mountains,  was  the  same.  The  density  and 
aspect  of  the  clouds  were  the  same  ;  the  direction  and  strength  of 
the  wind  were  very  nearly  the  same  ;  and  both  cases  happened 
in  the  same  season  of  the  year. 

We  arrived  at  Sheffield  in  the  afternoon,  and  continued  there 
till  one  o'clock  the  following  day ;  being  confined  by  a  violent 
rain.  From  October  15th,  to  October  24th,  it  rained  more  or 
less  every  day  except  two  :  the  20th,  and  21st.  On  the  24th  we 
rode  to  Goshen,  twenty-four  miles  ;  and  on  the  25th  to  New-Ha- 
ven, forty-two.  I  am.  Sir,  yours,  &;c. 


FIRST  JOURNEY 


TO    LAKE 


WINIPISEOGEE,  OR  WENTWORTH. 


LETTER  I. 

Journey  to  Andover — Atkinson — Hampstead — Chester — Pembroke — Concord — 
Boscawen — Salisbury — Sanbornton — Gilmantown — Meredith — Center  Harbour 
— Winipiseogee  Lake — Its  extent — Fed  by  subjacent  springs — Its  numerous  and 
beautiful  Islands. 

Dear  Sir, 

On  Tuesday,  Sept.  15th,  1812,  I  left  New-Haven,  and  rode  to 
Hartford,  to  meet  the  American  Board  of  Commissioners  for 
Foreign  Missions.  On  the  Thursday  following  I  rode  to  Stafford 
spring;  the  next  morning  to  Worcester;  and  on  Saturday  arrived 
at  Charlestown.  On  Tuesday  I  rode  to  Andover ;  and  the  next 
day  attended  an  examination  of  the  Theological  students,  highly 
honourable  both  to  themselves  and  the  Professors.  September 
29th,  in  company  with  two  young  gentlemen,  A.  B.  of  Yale  Col- 
lege, directing  our  journey  towards  the  central  parts  of  New- 
Hampshire,  we  passed  through  the  parish  of  North-Andover, 
Bradford,  Haverhill,  Atkinson,  and  Hampstead,  and  reached 
Chester  at  the  commencement  of  the  evening  :  twenty-six  miles. 
The  road,  though  repaired  only  by  statute  labour,  is  generally 
good. 

The  surface  of  the  country  from  Haverhill  to  Chester  is  a  suc- 
cession of  handsome  hills  and  vallies,  every  wliere  arched.  The 
soil  is  a  light  brown  loam,  moderately  good  ;  and  universally  cul- 
tivated,  except  where  handsome  groves,   interspersed  at  very 
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agreeable  distances,  form  one  fine  feature  in  the  landscape.  An- 
other still  finer  is  made  up  of  distant  mountains,  sometimes  very 
noble,  seen  successively  from  the  sunmiits  of  the  hills. 

The  houses  and  barns  throu£;hout  this  rc^Mon  arc  generally  good  5 
and  together  with  the  out-buildings,  enclosures,  and  fields,  suffi- 
ciently indicate  that  the  inhabitants  are  in  comfortable  circum- 
.  lances. 

Chester  I  have  mentioned  heretofore,  and  have  nothing  to  add 
concerning  it  hero.  The  town  of  Atkinson  is  less  than  that  of 
Chester;  and  Hampstead,  than  Atkinson. 

There  is  in  Atkinson  an  Academy,  established  in  1789,  by  the 
Hon.  N.  Peabody;  who  gave  to  it  a  thousand  acres  of  land. 
There  is  also  a  large  meadow,  in  which,  when  overflowed  by  wa- 
ter, raised  by  a  dam,  a  tract  of  six  acres  rises,  and  floats,  as  an  isl- 
and. 

Atkinson  contained  in  1775,  57-i;  in  1700,  179;  in  1800,  474; 
and,  in  1810,  556  inhabitants.  Hampstead  contained  in  1775, 
768;  in  1790,  724  ;  in  1800,  790,  and,  in  1810,  738  inhabitants. 

A  part  of  Atkinson  was  annexed  to  Haverhill,  when  the  line 
was  finally  run  between  New-Hampshire  and  Massachusetts. 

Atkinson  was  incorporated  in  1767;  and  Hampstead  in  1749. 

On  Wednesday  we  proceeded  to  Concord.  The  road  for  fifteen 
miles,  to  Pembroke,  is  a  turnpike,  lately  formed  through  a  tract, 
almost  absolutely  uninhabited,  and  alternately  covered  with  for- 
ests of  maple,  pine,  and  oak.  The  first  is  principally  marsh  ;  the 
second  an  alternation  of  plains  and  rising  grounds  ;  the  third  a 
succession  of  hills.  All  of  them  arc  dull,  and  dismal ;  and  the 
whole  region  is  one  of  the  most  m»inviting  which  I  have  met  witJi. 
riic  road  is  good,  and  direct. 

Pembroke  is  built  principally  on  a  hill,  declining  easily  towards 
the  South- West,  'i'lie  houses  are  not  unlike  those  which  have 
been  mentioned.  All  these  towns  have  decent  churches.  The 
prospect  from  the  hill  in  Pembroke  is  fine  ;  and  th(^  soil  like  that 
which  has  already  been  described. 

In  the  year  1775,  Pembroke  contained  741  inhabitants;  in 
1700,  0.5G;  in  ICOO.  0^2:   in  1G10.  1.153. 


LETTER  I.  141 

From  Pembroke  to  Concord  the  road,  which  is  generally  firm 
and  good,  Hes  almost  wholly  on  a  pine  plain.  We,  however, 
wandered  out  of  the  direct  road,  and  lost  five  miles  by  the  error. 
A  considerable  part  of  this  distance  we  found  uninhabited. 

Concord  is  pleasantly  situated  on  both  sides  of  the  Merrimac. 
The  town  is  built  principally  on  the  Western  side,  upon  a  single 
street,  near  two  miles  in  length,  and  running  parallel  with  the 
river.  Its  site  is  a  handsome  plain,  limited  Westward  by  hills  at 
the  distance  of  perhaps  half  a  mile,  and  Eastward  by  an  interval, 
which  is  both  pleasant  and  fertile.  The  prospect  from  this  town 
up  and  down  the  river,  is  extensive,  and  interesting  ;  and  the 
scenery  around  it  is  cheerful.  The  intervals  within  the  limits  of 
the  township  amount  to  about  one  thousand  acres  ;  the  current 
price  of  which,  by  the  acre,  is  from  sixty  to  one  hundred  and 
twenty  dollars.  The  Western  part  of  the  township,  separated 
from  the  town  by  a  pine  ridge,  is  excellent  land.  The  public 
buildings  are  the  church,  court-house,  a  well-built  school-house, 
and  the  state-prison.  The  church  is  a  large  and  good  building. 
The  State-prison  is  a  noble  edifice  of  beautiful  granite  ;  which 
abounds  in  the  vicinity.  It  is  a  copy  of  the  state-prison  at 
Charlestown,  both  in  the  materials,  and  the  structure.  The  cen- 
tre, and  one  wing  only,  are  finished. 

Concord  contains  between  three  and  four  hundred  families,  all 
united  in  one  congregation  ;  the  largest  in  the  State.  The  town- 
ship was  incorporated  in  the  year  1765  ;  and  in  1775,  contained 
1,052  inhabitants;  in  1790,  1,747;  in  1800,  2,052;  and,  in  1810, 
2,393. 

Since  the  Revolution,  Concord,  much  more  frequently  than  any 
other  town  in  New-Hampshire,  has  been  the  place,  where  the 
Legislature  has  held  its  sessions ;  and  will  probably  be  the  per- 
manent seat  of  government. 

The  next  morning,  Thursday,  Oct.  2d,  we  rode  to  Meredith 
bridge,  in  the  township  of  Guilford  :  thirty-two  miles.  The  road 
for  the  first  eighteen  miles  lay  along  the  Merrimac,  and  was  to  a 
considerable  extent  sandy.  The  remaining  fourteen  passed 
through  a  region  of  hills  and  vallies. 

VgL.  IV.  19 
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The  first  township,  which  wc  entered  after  leaving  Concord,  is 
Boscawen.  Like  Concord  it  is  built  principally  in  a  single  street, 
parallel  with  the  river,  on  a  plain,  less  pleasant  and  less  produc- 
tive. The  space  between  the  brow  of  this  plain  and  the  Merri- 
mac,  is  occupied  by  intervals  of  considerable  value.  The  houses 
are  much  inferiour  to  those  of  Concord. 

Boscawen  was  incorporated  in  1760.  In  177j  it  contained 
o85  inhabitants;  in  1790,  1,108,  in  1800,  1,414,  in  1810,  1,829. 

Sali^bury  lies  immediately  above  Boscawen.  Of  this  town- 
ship wc  saw  nothing  but  a  skirt  :  the  town  being  built  in  the  in- 
leriour.  The  part,  over  which  we  travelled,  generally  resembled 
Boscawen.  The  Northern  division  of  our  road  through  it,  was, 
however,  particularly  agreeable  :  as  it  passed  over  a  rich  and 
pleasant  interval,  divided  into  line  farms,  and  ornamented  with 
several  good  houses. 

Salisbury  was  incorporated  in  1768  ;  and  contained,  in  1775, 
498  inhabitants  ;  in  1790,  1,372;  in  1800,  1,767;  in  1810,  1,913; 
included  in  one  Congregation. 

From  Salisbury  we  crossed  on  a  bridge  the  Pemigewasset,  the 
Western  head  of  the  Merrimac  ;  and  after  a  short  distance,  the 
Aqucdochton,  the  Eastern,  on  a  bridge  also,  at  a  small  distance 
above  their  junction.  Both  are  considerable  rivers,  and  run 
with  a  rapid  and  powerful  stream. 

From  Salisbury  we  entered  the  township  of  Sanbornlon  ;  the 
best  in  this  part  of  the  State,  and  inhabited  by  the  best  body  of 
farmers.  It  lies  on  elevated  and  handsome  ground,  bordered  for 
several  miles  by  a  beautiful  lake,  called  Sanbornton  bay ;  about 
ten  miles  in  length,  and  from  two  to  perhaps  four  in  breadth. 
This  fine  piece  of  water  receives  the  Aqucdochton,  and  dischar- 
ges its  own  waters  tlirough  the  continuation  of  that  river. 

From  Salisbury  bridge,  over  which  we  passed  the  Pemigewas- 
set at  the  distance  of  eighteen  miles  from  Concord,  to  Union 
bridge  over  the  Winipiseogce  at  the  foot  of  Sanbornton  lake, 
eight  miles  further,  the  country  on  the  road  is  rough;  and  the 
road,  which  runs  along  the  Southern  skirt  of  Sanbornton,  and 
near  the  Aijuedochton,  is  in  various  places  stony  and  (hsagreea- 
ble.     It  ought  however  to  be  observed  to  the  honor  of  the  inhab- 
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itants  of  this  State,  that,  although  the  population  is  sparse,  they 
are  making  their  roads  universally  very  good.  In  the  parts,  where 
they  were  originally  the  worst,  they  have  already  made  them  to  a 
great  extent  excellent,  in  the  manner  of  turnpikes  ;  and  better  than 
some  roads  which  wear  this  name.  These  parts  they  are  proceed- 
ing, as  fast  as  may  be  to  unite,  by  filling  up  the  interstices  accord- 
ing to  the  same  plan.  When  the  design  is  completed,  New- 
Hampshire  will,  to  say  the  least,  be  behind  none  of  its  sister  States 
in  this  important  particular;  and  will  have  the  merit,  which  I  be- 
lieve is  singular,  of  accomplishing  so  difficult  an  object  hy  statute 
labour, 

Sanbornton  contains  the  ruins  of  an  Indian  fortification,  which 
is  remarkable  for  being  formed  of  five  enclosures.  In  the  neigh- 
bouring fields  the  plough  has  turned  up  many  specimens  of  In- 
dian pottery. 

Sanbornton  was  incorporated  in  1770,  and  in  1773  contained 
450  inhabitants  ;  in  1790  1,587;  in  1800,  2,695;  and,  in  1810, 
2,884. 

At  Union  bridge  we  entered  Gilmantown  on  the  Eastern  side 
of  the  Aquedochton.  This  also  is  a  valuable  township.  Our 
road  passed  along  its  Western  skirt,  on  the  border  of  Sanbornton 
bay.  The  hills  here  are  easy,  elegant  slopes  ;  and  the  farms  rich 
and  beautiful.  These  two  townships  are  in  the  County  of  Straf- 
ford ;  Concord,  in  that  of  Rockingham  ;  and  Boscawen  and  Salis- 
bury, in  that  of  Hillsborough.  In  Gilmantown  the  court  of  Com- 
mon pleas,  usually  sits  once  in  a  year.  It  contains,  an  Academy, 
which  has  obtained  a  good  degree  of  reputation. 

It  was  incorporated  in  1727;  and  in  1775,  contained  775  in- 
habitants; in  1790,  2,613;  in  1800,  3,752;  in  1810,4,388:  hav- 
ing a  more  numerous  population  than  any  in  the  County,  and, 
except  Portsmouth,  than  any  other  in  the  State. 

We  left  Meredith  bridge  in  the  morning,  and  rode  to  Center 
harbour  to  dinner :  thirteen  miles.  The  village,  known  by  the 
former  of  these  names,  contains  not  far  from  forty  houses,  (sev- 
eral of  them  neatly  built,)  surrounding  a  new  church  of  a  hand- 
some structure.  It  is  situated  upon  low,  and  generally  level, 
ground  on  both  sides  of  the  Aquedochton.     A  number  of  mills 
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are  erected  on  this  stream  a  little  above  the  bridge  ;  and,  togeth- 
er with  the  mechanics  shops,  and  several  stores,  give  the  spot  a 
cheerful  aspect  of  business. 

The  situation  of  this  village  is  very  pleasant.  It  lies  in  the 
township  of  Guilford,  taken  partly  from  (iihnantown,  and  partly 
from  Meredith;  and  was  incorporated  since  the  last  census. 

At  this  bridge  the  Aquedochton  is  a  fine  sprightly  stream  ;  as 
indeed  it  is  every  where  else  ;  running  with  a  vigorous  current 
over  a  clean,  stony  bed.  It  is  about  the  size  of  the  lower  Amo- 
noosuc,  at  Bath.  To  the  eye  it  is  scarcely  less,  here,  than  below 
Sanbornton  lake.     Its  water  is  very  pure. 

Immediately  West,  or  rather  North- West,  of  the  bridge,  the  town- 
ship of  Meredith  is  a  continuation  ofcasy  and  very  elegant  slopes, de- 
clining to  the  South-East.  The  soil  is  rich ;  the  pastures,  meadows, 
and  orchards,  are  luxuriant ;  and  the  groves  thrifty  and  vigorous. 
The  views  are  also  fine,  and  very  extensive.  Sanbornton  lake  on 
the  South  is  in  the  most  perfect  view;  a  noble  sheet  of  wuer,  fes- 
tooned by  elegant  scoops,  separated  by  handsome  points  and  prom- 
ontories. Smith  lake,  also,  on  the  East,  a  mucli  smaller  but  beauti- 
ful piece  of  water,  forms  a  luminous  spot  in  the  landscape.  The 
distant  prospect  is  rich,  and  magnificent.  The  country  along  the 
remainder  of  the  road,  though  not  without  its  advantages,  is  less 
inviting.  We  saw  nothing  of  the  W'inipiseogee,  except  a  small 
inlet,  until  we  arrived  at  the  point,  where  we  were  to  take  a  view 
of  its  whole  length. 

After  passing  over  several  lofty  hills  we  reached  the  house  of 
Charles  Little,  Esq.  at  Center  harbour,  between  eleven  and 
twelve  ;  where  we  dined.  From  this  house  the  lake  is  seen  with 
more  advantage  than  from  any  other  place  in  this  quarter,  of  the 
game  elevation. 

I  have  elsewhere  mentioned  the  want  of  curiosity  of  the  New- 
England  people  concerning  things,  which  are  their  own  ;  partic- 
ularly concerning  the  fine  objects  of  their  own  country.  The 
fact,  that,  New-England  abounds  with  elegant  pieces  of  water, 
has  not  even  made  its  appearance  in  the  books,  either  of  geogra- 
phers or  travellers.  At  least  1  know  not  where  it  has  appeared. 
Yet  there  is  probably  no  country,  which  is  more  frequently  or 
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more  highly  adorned  with  this  exquisite  beauty  of  landscape.  Of 
this  lake,  which  has  been  generally  supposed  to  be  the  largest  of 
all  those,  whose  waters  are  wholly  included  within  the  limits  of 
New-England,  I  have  never  heard,  nor  seen,  a  syllable,  except  a 
few  slight  geographical  notices  concerning  its  length,  breadth,  po- 
sition, and  and  capacity  of  being  passed  in  the  summer  with  boats ; 
together  with  two  or  three  other  trifling  circumstances.  Indeed 
a  few  observations,  made  to  me  concerning  this  subject,  by  my 
father,  when  I  was  a  child,  were  not  improbably  more  than  all, 
that  1  have  heard  concerning  it,  from  that  time  to  the  present. 

Winipiseogee  lake  lies  between  71°,  5'  and  71°,  25'  West  long, 
from  Greenwich  and  between  43°  29'  and  43°  44'  North  lati- 
tude: not  far  from  the  centre  of  the  State  of  New-Hampshire. 
Its  form  is  very  irregular.  At  the  Western  end  it  is  divided  into 
three  large  bays.  On  the  North  side  there  is  a  fourth.  On  the 
Eastern  end  there  are  three  others.  The  general  course  of  the 
lake  is  from  North-West  to  South-East.  Its  length,  as  estimated 
on  the  spot,  is  twenty-three  miles  ;  and  its  greatest  breadth  four- 
teen. This,  however  must  be  understood  only  of  an  oblique  di- 
rection. In  a  direction,  right  angled  to  its  length,  it  cannot,  I 
believe,  exceed  ten.  On  its  borders  lie  the  townships  of  Moul- 
tonborough,  Tuftonborough,  and  Wolfborough  on  the  North- 
East;  Center-harbour  on  the  North-West ;  Meredith,  Guilford  and 
Gilmantown  on  the  South- West ;  the  townsliip  of  Alton  and  a 
tract  called  the  Gore,  on  the  South-East.  Its  waters  are  in  some 
places  unfathomable  by  any  means,  in  the  possession  of  the  in- 
habitants.    They  abound  with  fish. 

The  navigation  of  this  lake  is  hitherto  of  no  great  importance, 
but  will  probably  become,  hereafter,  of  considerable  value. 
Should  the  company,  which  has  lately  obtained  a  grant,  for  the 
purpose  of  rendering  the  waters  of  the  Merrimac  and  Aquedoch- 
ton  navigable  for  boats,  succeed  in  this  project,  the  lake  will  be- 
come an  interesting  channel  of  communication,  at  least  for  the 
townships,  by  which  it  is  surrounded.  A  number  of  boats  are 
now  employed  in  conveying  merchandise  over  it  during  the  sum- 
mer.    In  the  winter  sleighs  usually  begin  to  cross  it  in  the  month 
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of  February.     It  is  frozen  in  January  ;  but  is  not  often  crossed, 
on  account  of  the  depth  and  hghtncss  of  the  snow. 

Several  lnri;e  promontories  intrude  into  this  lake.  The  largest 
is  called  iMoultonhorough  neck  ;  and  includes  a  considerable  part 
of  that  township.  The  next  in  size  is  that  of  Center  harbour  ; 
including  almost  all  the  township  of  that  name.  Another  of  con- 
siderable extent  stretches  out  from  the  South  part  of  Tuftonbo- 
rough.     There  are  also  several  others  of  inferiour  dimensions. 

The  waters  of  the  Winipiseogee  are  remarkably  pure;  and 
when  taken  from  a  sufficient  depth  to  give  them  the  proper  tem- 
perature, are  perfectly  sweet  and  palatable.  I  am  not  sure  that 
the  water  is  equally  fine  with  that  of  Lake  George  ;  but  I  was  una- 
ble to  discover  any  degree  of  inferiority  in  this  respect.  Like  Lake 
George, it  is  supplied  chiefly  by  subjacent  springs.  One  mill-stream 
only,  empties  its  waters  into  it ;  and  the  Aquedocthon  conveys 
from  it  probably  ten  times  the  quantity  of  water,  derived  from  all 
its  tributaries.  This  river,  issuing  from  the  South-Western  arm 
of  the  Winipiseogee,  runs  into  a  small  lake,  whose  name  I  cannot 
find  :  touches  the  South-Eastern  extremity  of  Smith's  lake  ;  and 
thence,  pouring  in  a  rapid  current  about  eight  miles,  unites  with 
the  Pcmigewasset  opposite  Salisbury.  It  passes  through  the 
township  of  Guilford;  and  washes  on  the  North-West,  Meredith 
and  Sanbornton,  and  on  the  South-East,  Gilmantown  and  Canter- 
bury. 

The  boats,  hitherto  employed  in  navigating  it,  carry  only  twen- 
ty tons.  These  however,  are  sufliciently  large  for  the  business, 
of  which  it  is  the  channel. 

From  Dover  to  Merry-meeting  bay,  the  South-Eastern  extrem- 
ity of  the  Winipiseogee,  the  distance  is  said  to  ])e  twenty-three 
miles.  It  has  been  often  proposed  to  turn  the  navigation  of  the 
lake  in  this  direction.  Both  the  Cochcco,  and  Salmon-fall  riv- 
ers approach  with  their  Western  arms,  within  a  few  miles  of  its 
South-Eastern  skirt.  Of  the  practicability  of  this  proposed  com- 
munication, I  have  no  knowledge. 

The  Winipiseogee  contains  a  great  multitude  of  islands.  Like 
those  io  Lake  George,  and  in  Casco-bay,  and  like  the  ponds  in  the 
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township  of  Plymouth,  they  are  here  declared  to  be  three  hun- 
dred and  and  sixty-five.  Without  supposing  the  number  of  days 
in  the  year  to  have  been  consulted  on  this  subject,  and  each  day 
to  have  been  provided  with  three  islands,  and  one  pond,  we  may 
rationally  conclude,  that  the  number  in  each  of  the  cases  is  con- 
siderable. Several  of  these  islands  are  so  large,  as  to  furnish  farms 
of  suthcient  extent.  One  of  them  contain?  five  hundred  acres  ; 
and  three  or  four  others,  somewhat  less.  That  which  has  been 
longest  cultivated,  and  which  is  near  to  the  Gilmantown  shore,  is 
in  the  possession  of  a  Mr.  Davis.  Having  been  once  in  danger 
from  the  ice,  as  he  was  attempting  to  pass  in  a  boat  from  the  shore 
to  the  island,  he  determined  to  build  a  bridge  across  the  strait 
which  separated  them ;  and  executed  his  design  the  following 
season.  The  soil  of  this  island  is  said  to  be  excellent.  Thirteen 
others,  as  1  was  informed,  are  sufficiently  large  to  become  good 
farms ;  and  two  or  three  of  these  have  already  begun  to  be  culti- 
vated. 

The  prospect  of  this  lake,  and  its  environs,  is  enchanting ;  and 
is  seen  with  great  advantage  from  the  house  of  Mr.  Little,  but 
with  more  from  the  hill  in  the  rear  of  his  house,  on  the  road  to- 
ward Plymouth.  The  day  was  remarkably  fine.  Not  a  breath 
disturbed  the  leaves,  or  ruffled  the  surface  of  the  waters.  The 
sky  was  serene  and  beautiful.  The  sun  shone  with  a  soft  and 
elegant  lustre  ;  such  as  seems  peculiar  to  that  delightful  weather, 
which  from  the  20th  of  September  to  the  20th  of  October,  so  of- 
ten elicits  from  the  mouths  of  mankind  the  epithet  of  charming. 
Mildness  tempered  the  heat ;  and  serenity  hushed  the  world  into 
universal  quiet.  The  Winipiseogee  was  an  immense  6eld  of  glass ; 
silvered  by  the  lustre  which  floated  on  its  surface.  Its  borders, 
now  in  full  view,  now  dimly  retiring  from  the  eye,  were  formed 
by  those  flowing  lines,  those  masterly  sweeps  of  nature,  from 
which  art  has  derived  all  its  apprehensions  of  ease  and  grace  ;  al- 
ternated at  the. same  time  by  the  iiitrusion  cf  points,  by  turns 
rough  and  held,  or  marked  with  the  highest  elegance  of  figure. 
In  the  centre  a  noble  channel  spread  twenty-three  miles  before 
the  eye,  uninterrupted  even  by  a  bush,  or  a  rock.     On  both  sides 
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of  this  avenue  a  train  of  islands  arranged  themselves,  as  if  (o 
adorn  it  with  the  finish,  which  could  he  i^iven  only  hy  their  glow- 
ing verdure,  and  graceful  fornix. 

Nor  is  this  lake  less  distinguished  by  its  suite  of  hills,  and  moun- 
tains. On  the  x\orlh-Wost  ascends  a  remarkably  beautiful 
eminence,  called  the  Red  IMounlain  :  limilrd  every  where  by 
circular  lines,  and  in  the  proper  sense  elegant  in  its  figure  beyond 
any  other  mountain,  among  the  multitude,  which  1  have  examined. 
On  the  South  ascends  mount  Major;  a  ridge,ofabolder  aspect,  and 
loftier  height.  At  a  still  greater  distance  in  the  South-East  rises 
another  mountain,  whose  name  I  could  not  learn,  more  obscure 
and  misty  ;  presenting  ils  loftiest  summit,  of  an  exactly  semicir- 
cular form,  directly  at  the  foot  of  the  channel  above  mentioned, 
and  terminating  the  watery  vista  between  the  islands,  by  which  it 
is  bordered,  in  a  magnificent  manner.  On  the  ISorth-East  the 
great  Ossapee  raises  its  long  chain  of  summits  with  a  bold  sub- 
limity, and  proudly  looks  down  on  all  the  surrounding  region. 

As  we  did  not  cross  the  Winipiseogee,  I  am  unable  to  deter- 
mine in  what  manner  an  excursion  on  its  waters  might  be  com- 
pared with  that  which  I  made  on  Lake  George.  That  the  inter- 
nal, and  successive,  beauties  of  the  Winipiseogee  strongly  re- 
semble, and  nearly  approach  those  of  Lake  George,  I  cannot  en- 
tertain a  doubt.  That  they  exceed  them  seems  scarcely  credi- 
ble. But  the  prospect  from  the  hill  at  the  head  of  Center  Har- 
bour is  much  superiourto  that  from  Fort  George  ;  a  fact  of  which 
hardly  any  thing  could  have  convinced  me,  except  the  testimony 
of  my  own  eyes.  The  Winipiseogee  presents  a  field  of  at  least 
twice  the  extent.  The  islands  in  view  are  more  numerous  ;  and 
except  one,  of  finer  forms,  and  more  happily  arranged.  The 
shores  are  not  inferiour.  The  expansion  is  far  more  magnificent; 
and  the  grandeur  of  the  mountains,  particularly  of  the  Great 
Ossapee,  can  scarcely  be  rivalled.  It  cannot  be  remarked  without 
some  surprise,  that  Lake  George  is  annually  visited  by  people 
from  the  coast  of  New-England  ;  and  that  the  Winipiseogee,  not- 
withstanding all  ils  accumulation  of  splendour  and  elegance,  .is  al- 
most as  much  unknown  to  the  inhabitants  of  this  country,  as  if  i' 
lay  on  the  Eastern  side  of  the  Caspian.         I  am.  Sir.  yours,  kc. 
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Holderness— Squam  Lake— Plymouth— Baker's  River— Rumney — Wentwortll— 
Warren — Ryegate — Baniet — St.  Johnsbury — Lyndon — Shetfield — Vremature 
frosts — Lebanon  Falls — Boating  on  Connecticut  River — Gov.  CrJsvi'okl. 

Dear  Sir, 

After  dinner  we  left  tjje  house  of  Mr.  Little,  and  rode  to 
Plymouth,  through  a  part  of  the  townships  of  Meredith  and  Hol- 
derness :  thirteen  miles.  The  whole  of  this  tract  is  a  succession 
of  hills  and  vallies.  The  hills  in  several  instances  are  high  and 
stony.  The  soil  throughout  a  considerable  part  of  the  extent  is 
good  grazing  ground  ;  and  the  road,  like  that  last  described. 

In  this  part  of  our  journey  we  passed  Squam  Lake,  of  which 
we  had  several  beautiful  views  ;  and  one,  peculiarly  so,  from  a 
high  ground  in  Holderness.  This  lake,  notwithstanding  its  un- 
couth name,  is  a  splendid  sheet  of  water  ;  finely  indented  by 
points  ;  arched  with  beautiful  coves,  and  studded  with  a  succes- 
sion of  romantic  islands.  At  its  head  rose  the  Red  Mountain  in 
its  grandest  attitude  •,  and  formed  an  appropriate  back  ground  of 
the  picture. 

This  lake  is  ten  miles  in  length,  and,  where  widest,  not  less 
than  six  in  breadth.  Its  water,  like  that  of  the  Winipiseogee,  is 
pure,  and  cheerful.  I  counted  ten  islands,  of  elegant  figures,  in 
its  bosom.  We  passed,  also,  several  smaller  lakes  ;  each  very 
handsome,  and  adding  not  a  little  to  the  gaiety  of  our  journey. 
On  the  eminence  just  mentioned  we  had  a  spacious  prospect  of 
the  surrounding  region,  composed  of  vallies,  hills,  and  mountains. 
Some  of  the  mountains  were  lofty.  One  particularly,  ascending- 
in  the  North-East,  was  distinguished  by  the  form  and  sublimity  of 
its  summit. 

We  crossed  the  Pemigewasset  in  a  boat ;  and  reached  Plym- 
outh a  little  after  sunset.  The  next  morning,  Saturday  October 
3d,  we  rode  to  the  North-East  corner  of  Piermont,  to  dinner ; 
twenty-six  miles;  through  Romney,  Wentworth,  and  Warren. 
Our  road  was  good., 
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Plymoulh  is  a  half-shirc  town  of  Ihc  County  of  Grafton.  It  is 
inditrcrently  built ;  and  many  of  the  houses  wear  the  appearance 
ofncghgence,  and  decay.  A  few  of  them  are,  however,  decent. 
The  Court-House  is  an  ordinary,  and  the  Cliurch  a  good,  build- 
ing. 

After  we  left  Plymouth  wa  quitted  the  IVmigewasset,  and  as- 
cended Baker's  river;  a  large  and  beautiful  mill-stream,  which 
is  one  of  its  tributaries.  The  scenery  in  this  part  of  our  journey 
was  formed  by  the  valley,  frequently  ornamented  by  intervals  at 
the  bottom,  and  a  succession  of  hills,  by  which  it  was  bordered, 
rising  at  times  to  a  mountainous  height.  The  houses,  with  a  few 
exceptions,  indicated  nothing  more  than  that  the  inhabitants  were 
in  comfortable  circumstances.  Every  where,  at  little  distances 
we  saw  school-houses  neatly  built.  We  also  passed  by  several 
churches,  which  from  their  situation,  and  appearance,  I  con- 
cluded belonged  to  Baptists.  This  tract  will  hardly  chaiige  its 
aspect  for  the  better  until  the  inhabitants  shall  have  adopted  a 
superiour  husbandry,  or  employed  themselves  in  manufacturing. 

After  we  left  Baker's  river  we  began  gradually  to  ascend  the 
Lyme  range.  The  acclivities  were  very  easy,  but  the  country 
was  less  populous  ;  and  as  we  approached  the  highest  ground,  the 
settlements  became  rare.  The  soil  was  evidently  better  than 
most  of  that  which  we  had  left. 

We  had  continued  our  journey  through  a  stage  unusually  long, 
from  the  appearance  of  an  approaching  rain.  The  rain  began  to 
fall  just  as  we  reached  the  door  of  our  intended  inn;  and  contin- 
ued from  two  o'clock  in  the  afternoon  until  Monday  morning. 

The  number  of  inhabitants  in  Romney,  was,  in  1790,  41 1  ;  in 
1800,  624  ;  and,  in  1810,  7Go  :  in  Wentworth,  in  1790,  241  ;  in 
1800,  448;  and,  in  1810,  64o  :  in  Warren,  in  1790,  206;  in 
1800,  336  ;  and.  in  1810,  oOG. 

AVe  were  well  entertained  at  this  house,  kept  by  a  Mr.  Tarlc- 
J«)n  ;  and,  having  several  religious  books  in  our  possession,  were 
able  to  pass  through  the  Sabbath  with  decency  and  comfort.  The 
next  morning  we  proceeded  to  Newbury,  eight  miles,  through 
Haverhill. 
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Tarletou's  house  is  situated  on  a  beautiful  plain,  at  the  highest 
t;levation,  attained  by  this  road.  The  hills  on  the  North-East  and 
South-West,  ascend  perhaps  two  hundred  feet  above  this  ground, 
forming  handsome  limits  in  both  directions.  To  tlic  North-West 
and  the  South-East  a  passage  is  opened  into  the  country  below. 
The  house  stands  on  the  North  side  of  the  road  ;  and  this  part  of 
the  farm  declines  gradually  into  a  valley  ;  at  the  bottom  of  which 
is  a  lake,  about  a  mile  and  a  half  in  length,  and  three  quarters  of 
a  mile  in  breadth.  The  whole  scene  is  an  elegant  solitude  ;  not 
a  house  being  in  sight,  beside  the  neat  building  of  Mr.  Tarleton. 

Here  we  saw  the  mountain  ash,  w^hich  grows  abundantly  in 
this  neighbourhood.  Here  also  the  clouds,  which  had  so  copi- 
ously shed  their  waters  during  the  two  preceding  days,  descend- 
ing from  the  elevations  on  the  North  and  West,  and  passing  slowly 
along  the  surface  of  the  plain,  gave  us  experimental  evidence, 
that  they  differed  in  nothing  from  a  dense  mist. 

Soon  after  we  started,  the  weather  became  clear,  and  the  coun- 
try, as  we  descended  into  the  Connecticut  Valley,  delightful. 
Finer  scenery  can  scarcely  be  imagined  than  that,  which  is  spread 
throughout  this  region, 

Haverhill  has  become  a  beautiful  village.  A  number  of  good 
houses  have  been  erected  here  since  the  year  1803,  particularly 
around  what  is  called  the  square,  a  neat  ground,  about  forty  rods 
in  length,  and  thirty  in  breadth. 

We  crossed  the  Connecticut  on  a  toll  bridge  about  two  miles 
below  the  church  in  Newbury.  Another  at  the  North  end  of  this 
town  was  lately  carried  away  by  the  river. 

We  left  our  vehicles  at  Newbury ;  and,  having  obtained  a  con- 
venient wagon,  and  a  discreet  young  man  to  drive  it,  made  an 
excursion  into  the  interiour  of  Vermont  through  the  townships  of 
Ryegate,  Barnet,  St.  Johnsbury,  and  Lyndon,  into  Sheffield. 
The  first  day,  we  rode  twenty-three  miles  after  dinner.  The 
second,  we  laboured  hard  to  finish  twenty-four.  The  third,  we 
returned  to  Wells'  river ;  forty-two.  The  first  twelve  or  fifteen, 
our  journey  lay  along  Connecticut  river  ;  and  then  as  much  more 
along  the  Posoomsuck :  the  remainder  was  a  continual  ascent 


I5-i       JUUR.NEV  TO  LAia:  WINll'ISEOGKE,  OR  WENTWORTlf. 

and  dcsceiit  of  lofty  hills.  The  first  two-thirds  of  the  road  were 
pretty  good  :  the  last  third,  intolcrai)ly  bad.  The  soil  throughout 
tlli^  distance  is  generally  productive.  On  the  Posoomsuck,  as 
well  as  on  the  Coiuiccticut,  are  many  rich  and  handsome  inter- 
vals. In  St.  Johnshury  is  a  plain  about  half  a  mile  in  diameter, 
rcmarkahlc  for  heinj:  the  only  spot  of  this  nature  throughout  the 
whole  distance.  Ryegate  and  Barnet  arc  chiefly  Scotch  set- 
tlements ;  the  former  colonized  by  a  collection  of  inhabitants, 
brought  from  Scotland  by  Dr.  VVitherspoon.  We  found  a  good 
characler  v\cr\  where  given  of  these  people,  for  their  industry, 
good  order,  and  good  moral>  ;  and,  so  far  as  we  could  judge,  they 
were  generally  in  comfortable  circumstances.  A  reputable  cler- 
gyman from  Scotland  is  settled  in  each  of  these  townships.  The 
weather,  ahiiough  it  was  only  so  lale  as  the  ath  and  6th  of  Octo- 
ber, we  found  intensely  cold.  It  snowed,  and  rained,  alternately 
on  both  days ;  and  on  the  morning  of  Wednesday  the  ground  was 
hard  iVozen.  The  maize  had  been  chiefly  destroyed  by  a  succes- 
sion of  frosts  during  the  preceding  month  ;  and,  what  1  had  nev- 
er heard  of  at  this  season  of  the  year  before,  the  wheat  had  in 
several  instances  been  killed  by  frost  about  the  20th  of  August. 

The  summer  was  the  coldest,  which  I  ever  knew.  In  grounds, 
which  were  not  warm,  and  particularly  favourable,  the  maize 
scarcely  attained  half  its  |)roper  growth  ;  and  of  that,  which  grew 
well,  not  more  than  two-thirds,  or  three-fourths,  arrived  at  ma- 
turity. The  best,  and  ripest,  which  I  saw  during  the  season, 
was  in  Haverhill,  on  a  line  interval,  which  I  have  elsewhere  de- 
scribed. 

Most  of  the  summer  and  autumnal  fruits  were  also  shrivelled, 
and  insipid.  The  peaches,  cherries,  «Scc.  were  chiefly  destroyed; 
and  those,  which  were  left,  were  generally  of  little  value.  The 
pears,  and  api)les,  were  shrunk  in  many  instances  to  half  their 
proper  size,  aiid  defective  in  their  flavour.  The  late  apples  were, 
liowever,  generally  good. 

From  Wells'  river,  where  we  found  a  good  hospitable  inn,  we 
returned  on  Thursday  morning,  Oct.  8th,  to  Newbury,  and  thence 
proceeded  to  Dartmouth  College:  Hiirty-fivc  miles. 
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The  next  day  we  set  out  for  Windsor,  and  arrived  about  twelve 
o'clock.  In  Lebanon,  the  horse,  belonging  to  nny  companions, 
was  frightened  by  a  wagon,  and  running  off  a  causey,  overturned 
their  chaise,  and  left  them  at  the  bottom.  Both  of  them  and  the 
horse,  however,  escaped  without  any  serious  injury. 

On  Saturday  my  companions  quitted  Windsor  for  Washington ; 
and  thence  proceeded  down  the  river.  I  had  come  to  AVindsor 
by  appointment,  as  a  delegate  from  the  General  Association  of 
Connecticut  to  a  Convention  of  Clergymen,  which  was  to  be  held 
here  on  Wednesday  the  21st;  and  was  therefore  necessitated  to 
continue  in  this  part  of  ihe  country  till  that  time.  The  interval, 
except  two  days  spent  with  some  friends  at  Charlestown,  I  passed 
very  pleasantly  in  this  town.  Nothing,  which  politeness  could 
dictate,  or  hospitality  furnish,  was  omitted  by  a  circle  of  very  re- 
spectable families  to  make  my  residence  peculiarly  agreeable,  and 
to  leave  on  my  mind  the  best  impressions  of  their  character. 

The  Convention  met  on  the  day  appointed,  and  linished  all  the 
impoi-tant  parts  of  their  business.  On  Thursday,  therefore,  I  left 
my  good  friends  at  Windsor,  and  proceeded  to  Charlestown  to 
dinner;  and  in  the  evening  arrived  at  Putney  :  forty  miles.  The 
next  day  I  reached  the  Southern  part  of  Deerfield  ;  thirty-eight 
miles  ;  and  on  Saturday  arrived  at  Northampton ;  thirteen.  Hence 
on  Monday  I  proceeded  to  Hartford  ;  forty-three  ;  and  the  fol- 
lowing day  arrived  at  New-IIaven  without  an  accident. 

I  found  the  whole  country  improved,  and  many  of  the  parts  not 
a  little.  Orford  is  become  a  beautiful  town.  The  village  of 
Dartmouth  has  assumed  a  much  better  aspect. 

In  the  account,  which  I  formerly  gave  of  Connecticut  river,  I 
made  the  following  observations. 

"  A  little  labour,  bestowed  on  the  falls  of  Waterqueechy,  and 
locks  and  a  small  dam  at  those  of  Lebanon,  would  extend  the 
navigation  to  the  foot  of  the  fifteen-mile  falls,  about  245  miles. 
Whenever  the  country  above  shall  have  become  universally  set- 
tled, these  obstructions  will  undoubtedly  be  removed.  At  pres- 
ent the  quantity  of  business  is  insufficient  to  justify  the  expense, 
necessary  for  this  purpose." 
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These  observations  were  made  in  Iho  year  1803.  My  expec- 
tations have  been  anticipated  hy  a  period  of  many  years.  In 
1807,  tlie  Legislature  of  New-Hampshire  granted  to  Mills  Olcott 
Es({.  under  thci  style  of  "  The  ^^'hite  River  Falls  Company,*'  the 
privilege  of  completint;  a  lock  navigation  over  these  falls,  more 
generally  known  by  the  name  of  Lebanon  Falls,  and  of  regulating 
the  rate  of  toll,  on  the  condition  that  he  should  not  interfere  with 
the  passage  round  them  by  the  old  or  customary  road.  Mr.  Ol- 
cott, under  this  style,  was  empowered  at  his  option  to  unite  oth- 
ers with  him,  or  not,  in  this  design  ;  but  determined  to  undertake 
the  accomplishment  of  it  without  any  associates,  and  completed 
it  in  the  year  1809.  The  falls  are  three  in  number.  At  the 
second  a  dam  is  thrown  across  the  river,  which  renders  the  navi- 
gation safe,  and  easy,  over  the  first.  Another  dam  at  the  third 
extends  the  navigation  back  to  the  second.  There  are  three 
locks  at  the  upper,  and  two  at  the  lower  dam.  Saw-mills  of  su- 
periour  value,  and  extent,  are  erected  at  these  works.  Some  of 
them  are  formed  in  such  a  manner,  as  to  saw  planks  sixty-five 
feet  in  length,  intended  lor  the  decks  of  vessels.  The  whole 
expense  of  these  works  amounted  to  somewhat  more  than  30,000 
dollars.  The  net  revenue,  which  they  yielded  during  the  years 
1810,  and  1811,  was  3,000  dollars  a  year;  or  ten  percent.  The 
rate  of  toll  hitherto  has  been  one  dollar  per  ton. 

The  falls  at  Waterqueechy  were  made  passable  about  the 
game  time. 

Thus  is  the  navigation  of  this  river  already  opened,  and  ren- 
dered convenient  for  boats,  carrying  twenty  or  twenty-five  tons, 
not  to  the  foot  of  Fifteen-mile  falls,  as  I  formerly  supposed  might 
be  done  ;  but  to  about  thirteen  miles  above  Newbury,  and  two 
hundred  and  forty-seven  from  its  mouth  at  Saybrook.  Wells' 
river,  five  miles  above  Newbury,  will,  liowever,  be  for  a  consid- 
erable time  the  most  Northern  station,  of  any  importance,  fortius 
business.  To  this  spot  produce,  particularly  potash,  has  been 
brought  from  the  settlements  in  Vermont,  thirty  miles  higher  up; 
and  in  the  opinion  of  Major  Hale,  a  respectable  inha!>itant  of  this 
place,  will  hereafter  be  generally  conveyed.     Foreign  goods  have 
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also  been  carried  from  this  place  to  Lancaster  in  New-Hampshire, 
forty  miles,  and  in  one  instance  to  Colebrook,  seventy-five  miles, 
above.  When,  therefore,  I  asserted,  that  tlie  commerce  of  this 
country,  from  twenty-five  miles  above  Newbury,  would  one  day 
centre  in  the  city  of  Hartford,  you  will  consider  me  as  having 
limited  the  assertion  by  moderate  bounds. 

When  1  was  at  Wells'  river,  there  were  fourteen  boats  at  that 
landing,  destined  to  this  business.  The  voyage  thence  to  Hart- 
ford, including  the  return,  is  made  in  twenty-five  days.  It  has 
been  performed  in  twenty-two  or  twenty-three.  Of  course,  nine 
voyages  may  be  conveniently  made  in  a  season. 

Each  boat  is  manned  by  two  men.  The  stream  carries  it  down 
at  the  rate  of  from  three  to  four  miles  an  hour.  On  their  re- 
turn the  boatmen  avail  themselves  of  the  eddies,  or  back  cur- 
rents, which  are  often  found  on  the  borders  of  the  river.  Each 
boat  also  carries  a  large  square  sail,  which  is  hoisted  whenever 
the  wind  favours.  Such  boats  are  found  at  convenient  distances 
throughout  the  whole  length  of  the  river  to  the  point,  where  the 
proximity  of  Hartford  renders  them  unnecessary.  This  mode  of 
transportation  is  continually  increasing,  and  becoming  more  and 
more  regular.  The  period  is  not  distant,  when  it  will  convey 
most,  if  not  all,  of  the  marketable  produce,  and  manufactures,  of 
this  extensive  region  to  the  ocean. 

Among  the  towns,  through  which  I  passed  in  my  way  from 
Windsor,  those  which  had  most  improved  in  their  appearance 
were  Charlestown  and  Greenfield,  Northampton  and  Hartford. 

At  Hartford  I  received  the  melancholy  news  of  the  death  of 
His  Excellency,  Roger  Griswold,  Esq.  Governour  of  Connecti- 
cut. 

To  the  memory  of  this  gentleman  I  would  willingly  pay  such  a 
tribute  of  respect,  as  his  distinguished  worth,  the  important  ser- 
vices which  he  rendered  to  his  country,  and,  may  I  be  permitted 
to  add,  the  numerous  testimonies  of  his  friendship  to  me,  so  justly 
demand. 

He  was  born  at  Lyme,  May  21st,  1762.  His  father  was  the 
late  Governour  Griswold,  heretofore  respectfully  mentioned  in 
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tliesc  letters  ;  and  his  mother,  the  daughter  of  the  first  Governor 
AN'olcott,  and  sister  of  the  second.  He  was  educated  at  Yahi 
Collcf^e  ;  where  he  took  his  llrst  degree  in  1780.  In  1783,  he 
was  admitted  to  the  h:ir;  in  1791.  he  was  ciio.-en  a  Representa- 
tive of  this  State  in  Congress;  in  ISOl.  he  was  appointed  by 
President  Aihuns,  Secretary  of  ^^  ar,  l)ut  dechncd  the  othce.  In 
1807,  having  resigned  his  seat  in  Congress,  he  was  appointed  a 
.Judge  of  the  Superionr  Court  in  tliis  Slate.  In  1809,  he  was 
chosen  Lieut,  (ilovernor.  and  in  1811,  was  raised  to  the  chief  seat 
of  Magistracy.     In  this  station  he  died.  October  1812. 

Governour  Griswold  possessed  an  uncommonly  good  person  ; 
was  tall,  well  made,  and  vigorous.  His  complexion,  counte- 
nance, and  eye,  were  remarkably  fine;  presenting  to  a  specta- 
tor an  almost  singular  combination  of  amiableness  and  dignity. 

liis  mind  was  perfectly  suited  to  such  a  form.  It  was  a  mind 
of  the  first  class;  combining  an  imagination,  an  undcrstan4ing, 
and  a  memory,  rarely  united.  With  these  powers  Avere  joined 
sweetness  of  temper;  unwarping  probity;  great  candour;  firm- 
ness, which  nothing  could  shake  ;  and  patriotism,  unquestioned 
even  by  the  malignant  spirit  of  party.  'Jo  these  hiiih  attributes 
he  added  a  delicacy,  scarcely  rivalled  by  our  sex,  and  not  often 
excelled  by  the  other. 

It  will  not  appear  surprising,  that  with  such  (|uali(ics  Covcrn- 
our  Griswold  should  ac(|uire  high  distinction  in  every  employ- 
ment, which  he  assumed.  At  the  bar,  and  on  the  bench,  he  was 
considered  as  standing  in  the  first  rank  of  his  compeers.  In  Con- 
gress, for  several  years,  he  was  regarded  by  those  of  both  politic- 
al parties  as  the  first  man  in  the  House  of  Representatives.  His 
knowledge  of  the  public  atfairs,  and  true  interests,  of  this  country, 
for  some  years  before  he  left  Congress,  was  probably  not  excel- 
led by  that  of  any  individual  mcndxT  in  thit  bodv.  It  was  at 
once  comprehensive,  and  minute;  embracing  the  great  and  gen- 
eral principles  of  sound  American  policy,  and  entering,  in  a  sense 
intuitively,  into  those  details  of  business,  which  ultimately  regu- 
late all  the  practical  concerns  of  a  community,  and  without  which 
those  concerns  can  never  be  directed  eithrr  with  '•uccess  or  safe- 
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ty.  Whenever  he  spoke,  men  of  all  parties  listened  with  pro- 
found attention  ;  for  they  all  knew,  that  he  never  spoke,  unless 
to  propose  new  subjects  of  consideration,  or  to  place  those,  which 
were  under  discussion,  in  a  new  and  important  light.  At  the 
same  time  the  exact  decorum,  which  he  observed  ;  the  polite- 
ness and  delicacy,  with  which  he  treated  his  opponents ;  and  the 
candour,  which  he  manifested  on  every  subject;  although  they 
could  not  subdue  the  stubbornness  of  party,  compelled  the  re- 
spect even  of  its  champions  for  himself. 

In  the  year  1807,  while  he  was  deeply  engaged  in  arguing  a 
cause  of  great  moment  before  the  Superiour  Court  of  Connecti- 
cut, he  was  arrested  by  a  disease,  which  ultimately  terminated 
his  life. 

It  is  hardly  necessary  to  say,  that  such  a  man  excelled  in  eve- 
ry private  station,  relation,  and  duty,  of  life. 

There  are  many  reasons  to  hope  that  he  died  a  christian. 

I  am,  Sir,  yours,  &;c. 


Vol.  IV.  21 


SECOND  JULKNLV 
10  LAKE  WIMPISEOGEE,  OR  WENTWORTU. 


LEU  ER  I. 

Journey  to  Andover  through  Proviarnco — To  Portsmouth  through  NcMrburyport— 
Rochester— .Norway  Plain— .Mid.lleton—Wolfborough— Governor  Wontworth— 
Tuftonbo rough — Moultonborough — Prospect  of  the  Lake  VVinipiseogec,or  VVent- 
worth  from  the  Red  iMounfniii— S.,uam  or  Sullivan's  Lake— Return. 

Dear  Sir, 

In  the  year  1813,  I  left  New-Haven,  September  6th,  the  pub- 
lic Commencement  having  been  holden  the  preceding  week  on 
account  of  a  national  fast;  and  proceeding  through  Hartford  and 
Providence,  arrived  at  Charlestown  on  the  10th.  On  the  21st  I 
rode  (o  Andover.  The  23d  I  proceeded  to  Salem,  the  2  Ith  to 
Newburyport.  The  25th  I  made  an  excursion  along  the  banks  of 
tlie  Merrimac  to  Bradford,  and  from  thence  proceeded  to  Essex 
l)ridgc,  newly  built  upon  strong  iron  chains,  probably  the  best 
mode  of  building  bridges,  hilherto  adopted  in  tin's  country,  when 
the  water  is  deep,  and  the  channel  not  very  wide.  On  the  27lh 
1  reached  Portsmouth.  My  companions  in  the  journey  io  Charles- 
lown  were  two  young  gentlemen,  to  whom  were  added  at  Charles- 
town  two  others;  all  of  them  A.  B.  in  Yale  College. 

From  Providence  to  Andover  our  road  was  the  same,  which 
has  been  heretofore  mentioned.  Of  this  part  of  my  Journey  I 
''hall  only  ob-erve,  that  the  American  Board  of  Commissioners, 
with  whom  I  m<t  at  this  time,  found  their  allairs  prosperous; 
and  were  amply  assured  hy  the  liberality,  with  which  their  funds 
were  increased,  that  the  disposition  in  their  countrymen  to  dif- 
fuse the  blessings  of  the  Gospel,  was  very  honourably  extending 
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itself,  and  becoming  more  vigorous  in  places,  where  it  had  been 
before  manifested. 

The  Theological  Seminary  at  Andover  I  found  prospering. 
The  number  of  students  was  fifty. 

The  country  between  Andover  and  Salem,  except  the  town- 
ship of  Danvers,  is  dull  and  spiritless.  Its  surface  is  undulating, 
but  without  beauty.  The  soil,  the  enclosures,  and  the  buildings 
are  indifferent.  Danvers  is,  generally,  a  rich  and  beautiful  town- 
ship, containing  a  succession  of  fine  inclosures,  and  good  houses, 
throughout  every  part  of  its  limits  on  this  road. 

The  country  between  Newburyport  and  Bradford,  lying  twelve 
miles  along  the  Merrimac,  is  a  succession  of  hills  and  vallies  ; 
both  almost  universally  and  elegantly  arched;  the  concave  of  the 
latter  being  little  else  than  a  counterpart  to  tlie  convex  of  the 
former.  The  soil,  also,  is  excellent;  and  the  prospects  are  beau- 
tiful. 

It  deserves  to  be  mentioned  as  a  fact  not  a  little  interesting, 
that  Mr.  Bartlett,  on  a  farm  which  he  possesses  at  Methuen,  and 
Capt.  Stannard  on  the  plantation  formerly  belonging  to  Tristram 
Dalton,  Esq.  in  Newbury,  have  renewed  the  culture  of  wheat  in 
this  region,  and  with  very  good  success,  Capt.  Stannard  raised 
on  three  acres,  one  hundred  bushels.  I  ate  some  of  the  bread, 
made  of  the  wheat  from  Mr.  Bartlett's  farm,  and  found  it  excel- 
lent. For  more  than  one  hundred  years,  if  I  mistake  not,  it  has 
been  proverbially,  and  universally,  asserted,  that  wheat  could  not 
come  to  perfection  throughout  most  of  the  Eastern  half  of  Mas- 
sachusetts. The  charm  is  now  broken  ;  and  the  authority  of  this 
grey  haired  prejudice  destroyed.  To  Mr.  Bartlett  the  credit  is, 
I  believe,  due  of  having  first  furnished  decisive  proof,  that  it  was 
without  foundation. 

On  Tuesday,  the  28th  we  left  Portsmouth,  and  rode  to  Mid- 
dleton  ;  crossing  Piscataqua  bridge,  and  passing  through  Dover, 
and  Rochester :  thirty-four  miles.  The  road  lies  on  the  North 
side  of  the  Cocheco,  and  is  tolerably  good,  except  the  last  six  or 
eight  miles,  which  are  very  bad.  The  part  which  was  good,  was 
made  under  the  direction  of  His  Excellency,  John  Wentworth, 
Esquire,  then  Governour  of  the  Province  of  New-Hampshire. 
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I  found  Dover  considerably  improved  and  beautified,  since  my 
la>l  visit ;  and,  what  was  not  a  little  t^ratifying  to  me,  furnished 
with  a  good  Minister  of  the  Gospel.  The  lands  immediately 
West  of  Dover,  and  within  the  limits  of  that  township,  generally 
appeared  well  on  this  road  ;  and  were  ornamented  with  a  number 
of  good  farmers'  houses.  After  passing  three  or  four  miles,  the 
country  assumed  a  lenn  and  unpromising  appearance.  The  sur- 
face was  composed  of  iiills,  rising  with  easy  and  long  acclivities 
to  a  very  considerable  height,  and  open  vallies  between  them. 
The  soil  was  evidently  poor;  though  probably  of  a^worsc  appear- 
ance on  account  of  a  severe  drought,  under  which  the  country  at 
this  time  laboured.  A  few  of  the  buildings  looked  well.  The 
prospects  were  in  several  instances  extensive,  and  in  one,  mag- 
nificent. 

Norway  plain,  so  called  from  the  multitude  of  Norway  pines 
growing  upon  it,  contains  a  decent  village  of  the  same  name.  It 
is  within  the  township  of  Rochester,  and  the  only  one  between 
Dover  and  Wolf  borough. 

Four  miles  farther,  or  twenty-eight  from  Portsmouth,  the  road 
continued  to  be  good.  The  remainder  ascended  and  descended, 
a  succession  of  gradual  acclivities,  covered  with  rocks  and  stones 
to  such  a  degree,  as  to  make  travelling  not  only  excessively  in- 
convenient, but  at  times  dangerous.  The  inhabitants,  who  are 
few  and  thinly  dispersed,  seem  to  have  done  every  thing  in  their 
power  to  lessen  the  evil ;  but,  unless  they  are  assisted  from  some 
oth(  r  fjuarter,  they  must  labour  many  years  before  excursions  to 
Wolfhorough  will  be  invited  by  the  road.  The  foresfs  through- 
out the  whole  of  this  tract  are  oak. 

We  arn\ed  at  Middlcton  a  little  afler  sunset.  The  soil  of  this 
township  is  pretty  good  grazing  land. 

The  uext  morning  we  rode  to  Wolfborough  bridge  ;  where 
there  is  a  decent  village,  consisting  of  about  twenty  houses.  The 
situation  of  this  village  is  very  pleasant.  It  stands  on  both  sides 
of  the  outlet,  by  which  the  waters  of  Smith's  Lake,  and  another 
of  a  small  size  the  name  of  which  I  did  not  learn,  are  discharged 
into   the   Winipiseogee.     Just   below   the   bridge   commences  a 
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beautiful  bay,  six  miles  in  length,  and  two  in  breadth;  strongly 
resembling  that  part  of  Lake  George,  which  is  visible  from  the 
Fort,  but  of  less  than  half  the  extent,  and  not  terminated  to  the 
eye,  as  that  is,  by  a  boundary  of  mountains.  The  view  here  is 
only  beautiful*  The  winding  of  the  shores  is  superiour  to  what 
is  seen  there.  The  water  is  of  the  puiest  transparency  ;  and  the 
islands,  and  points  of  land,  and  (he  distant  mountains  are  all  very 
interesting  objects. 

The  shore  in  this  region  is  handsome  ;  sufficiently  varied,  and 
sloping  gracefully  towards  the  waters  edge.  The  soil  also  is  rich; 
and,  wherever  it  is  tolerably  cultivated,  is  covered  with  a  fine 
verdure.     The  outlet  is  a  large  and  sprightly  mill-stream. 

All  the  productions  of  the  climate;  the  grains, .the  grass,  the 
flax,  the  hortulan  vegetables,  and  the  fruits,  flourish  in  this  spot. 
Peach  trees  grow  well,  and  resist  the  seventy  of  the  winter.  Yet 
they  die  within  a  few  years,  from  some  cause,  unknown  to  the  in- 
habitants; but  not  improbably  the  ravages  of  the  peach  worm. 
Fruits  of  e\ery  other  kind  are  very  prosperous.  Early  frosts  in 
the  autumn  are  rarely  known  ;  but  the  spring  is  often  cold,  and 
backward  :  the  atmosphere  being  chilled  by  the  vi^aters  of  the 
Lake,  which  are  kept  cold  for  a  considerable  season  by  the  ice. 

Various  kinds  of  fine  fish  are  caught  at  the  bridge,  and  else- 
where, in  great  abundance.     Among  them  are  the  following. 

Trout  weighing  from  1  to  20  pounds.  Pike  1  to  4,  Perch  1 
to  3.     Roach  1  to  2.     Cush  1  to  4.     Pout,  Eels,  kc, 

Wolfborough,  Middleton,  Tuftonborough,  and  various  other 
parts  of  the  neighbouring  country,  are  principally  inhabited  by 
Baptists,  of  the  class,  vulgarly  called  Free  Willers,  who  are  gen- 
erally extremely  ignorant. 

It  is  a  very  great  evil  to  these  settlements,  and  many  others  in 
New-Hampshire,  that  they  are,  and  for  a  considerable  length  of 
time  have  been,  destitute  of  well  educated  ministers  of  the  Gos- 
pel. The  last  minister  of  Wolfborough  died  about  fourteen  years 
since  :  and  the  reluctance  to  be  at  the  necessary  expense,  has 
prevented  the  inhabitants  from  settling  another.  This  is  an  ex- 
tensive calamity  in  New-Hampshire. 
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Five  miles  East  of  the  bridge  is  the  seat,  formerly  belonejing  to 
his  Excellenc)'  John  \Vent\vorth,  Esquire.  This  gentleman  was 
the  greatest  benefactor  to  the  Province  of  New-Hampshire,  men- 
tioned in  its  history.  lie  was  a  man  of  sound  understanding,  re- 
fined taste,  eidarged  views,  and  a  dignified  spirit.  His  manners, 
also,  were  elegant ;  and  his  disposition  enterprising.  Agriculture 
in  this  province  owed  more  to  him  than  to  any  other  man.  He 
also  originated  (he  formation  of  new  roads,  and  the  improvement 
of  old  ones.  All  these  circumstances  rendered  him  very  popu- 
lar :  and  he  would  probably  have  continued  to  increase  his  repu- 
tation, had  he  not  been  prevented  by  the  controversy  between 
Great  Britain  and  the  colonies.  As  the  case  was,  he  retired  from 
the  chair  with  an  unimpeachable  character,  and  with  higher  rep- 
utation than  any  other  man,  who  at  that  time  held  the  same  of- 
fice in  this  country. 

A  specimen  of  his  good  taste,  and  a  very  striking  one,  was  ex- 
hibited in  (he  fact,  that  he  chose  the  border  of  this  lake  for  his 
summer  residence.  It  was  not  then,  and  even  to  the  present 
time  has  not  been,  customary  for  the  wealthy  inhabitants  of  New- 
England  to  fix  their  country  seats  upon  the  fine  pieces  of  water, 
with  which  at  little  distances  it  is  every  where  adorned.  When 
Governor  Wentworth  came  to  this  country,  the  region,  surround- 
ing the  Winipiseogee,  was  almost  absolutely  a  forest.  Few  men 
have  those  preconceptions  of  taste,  if  I  may  call  them  such,  es- 
pecially with  respect  to  subjects,  to  the  contemplation  of  which 
the  mind  is  led  by  conversation,  or  practice,  which  anticipates 
beauty  and  elegance  in  a  wilderness,  and  finds  them  hidden  be- 
neath the  rude  covering  of  nature.  Governour  Wentworth,  how- 
ever, found  them  here  ;  and  by  building  on  this  ground  set  an  ex- 
ample, which  will  one  day  be  followed  by  multitudes  of  his  coun- 
trymen. Tin;  time  will  come,  when  it  will  not  he  thought  ne- 
cessary to  place  a  country  residence  in  the  purlieus  of  a  great 
city,  or  desirable  to  look  for  the  pleasures  of  rural  life  in  the 
neighbourhood  of  the  dwellings  of  market  people,  and  the  stalls 
of  butchers. 
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The  house  of  Governour  Wentworth  fell,  after  he  left  the 
country,  into  the  hands  of  persons,  who  were  unworthy  to  suc- 
ceed him  ;  and,  as  might  be  expected,  has  advanced  far  in  decay 
and  ruin.  The  ground,  on  which  it  stands,  will  probably  invite, 
at  some  future  period,  a  man  of  a  similar  disposition  to  revive 
what  it  has  lost,  and  add  to  it  new  ornaments  supplied  by  wealth, 
and  fashioned  by  genius  and  taste. 

Wednesday  night  it  blew  a  storm  from  the  North-East,  and 
rained  violently.  The  rain  continued  by  turns  during  the  fol- 
lowing day.  We  set  out,  however,  at  two  o'clock,  and  rode 
through  Tuftonborough  and  Moultonborough,  to  Center  Harbour; 
twenty  miles.  The  road  was  such  that  -^e  were  able  to  travel 
without  inconvenience  five  miles  an  hour,  and  throughout  most 
of  the  distance,  very  good.     The  forests  are  oak,  &;c. 

The  soil  of  Tuftonborough  is  alternately  good,  and  indifferent ; 
and  the  surface,  an  interchange  of  rough  and  pleasant  grounds. 
We  saw  nothing  like  a  village.  Most  of  the  settlements  appear 
to  have  been  recently  made. 

There  are  several  arms  of  the  lake,  stretching  far  into  this 
township,  of  which  we  had  a  succession  of  beautiful  views. 

Moultonborough  is  a  softer  pleasanter  township  than  Tufton- 
borough. The  settlements  have  been  longer  made ;  the  cultiva- 
tion is  better ;  and  the  inhabitants  appear  to  be  more  prosperous 
than  their  neighbours. 

Moultonborough  includes  a  single  congregation,  at  the  head  of 
which  is  a  worthy  minister.  This  fact,  to  an  observer  of  human 
affairs,  will  easily  explain  the  superiority  of  their  character,  and 
their  circumstances. 

Rochester  contained  in  1790,  2,857  5  in  1800,  2,646  ;  in  1810, 
2,118  inhabitants.  Middleton  contained  in  1790,  617;  in  1800, 
431  ;  in  1810,  439  inhabitants.  Wolf  borough  contained  in  1790, 
447  ;  in  1800,  941  ;  in  1810,  1,376  inhabitants.  Tuftonborough 
contained  in  1790,  109;  in  1800,  357;  in  1810,  709  inhabitants. 
Moultonborough  contained  in  1790,  565;  in  1800,  857;  in  1810, 
994  inhabitants. 
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We  reached  Centci-  Ihubour  in  the  cveiiini^,  and  lodged  at  the 
house  of  Mrs.  Little.  IMr.  Little  died  the  preceding  spring,  uni- 
versally lamented  as  a  benefactor  to  tliis  part  of  the  country. 

The  next  morning  we  determined  on  an  excursion  to  the  sum- 
mil  of  {\ui  Red  mountain,  for  the  purpose  of  taking  a  complete 
view  of  the  )\  inipiseogee  ;  or,  as  I  shall  henceforth  call  it,  the 
IVciilu-ortJi.  Accordingly  we  set  out  on  horseback  at  an  early 
hour,  and  rode  (piite  to  the  highest  point.  The  ascent  was  often 
steep  and  diflkult,  but  no  where  impracticable.  When  we  had 
reached  the  summit,  we  found  a  prospect  worth  not  only  the 
trouble  of  the  ascent,  but  that  of  our  whole  journey.  We  stood 
on  the  South-Eastern  point  of  these  mountains,  which  was  posited 
with  extreme  felicity  for  our  purpose,  and  commanded  without 
obstruction,  a  view  of  all  the  subjacent,  and  surrounding,  coun- 

South- Westward,  at  the  distance  of  seventy  miles,  appeared 
the  conical  summit  of  Monadnoc,  like  a  blue  cloud  in  the  skirt  of 
the  horizon  ;  and  looked  down  on  every  object  in  that  part  of 
the  hemisphere.  A  succession  of  other  mountains,  of  diversified 
forms,  and  elevations,  extended  on  either  hand  from  this  emi- 
nence, till  they  reached,  and  passed,  our  parallel.  Directly 
North  of  us  rose  the  Sandwich  mountains ;  a  magnificent  range, 
proceeding  in  a  North-Eastern  direction,  and  terminating  at  the 
distance  of  thirty  miles.  Here  a  succession  of  finely  varied  sum- 
mits, of  the  boldest  figures,  and  wrapped  in  a  mantle  of  misty  az- 
ure, ascended  far  above  all  parts  of  the  visible  earth.  Singly, 
they  were  in  an  eminent  degree  sublime  :  in  their  union,  they 
broke  upon  the  view  with  grandeur  inexpressible. 

I  have  already  mentioned  the  appearance  of  the  great  Ossa- 
pee,  Mount  Major,  Moose  Mountain,  and  the  mountain  of  Alton. 
I  shall  only  add,  that  they  were  seen  from  this  point  with  an  ad- 
vantage, so  superiour  to  what  had  appeared  in  the  prospect,  ta- 
ken by  us  in  the  preceding  year,  as  to  be  in  a  sense  wholly  new. 

Immediately  at  the  foot  of  the  height,  on  which  we  stood,  and 
in  the  bottom  of  the  immense  valley  below,  spread  South-East- 
ward  the  waters  of  the  Wentworth  in   complete  view;  except 
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that  one,  or  two,  of  its  arms  were  partially  concealed  by  inter- 
vening peninsulas.  A  liner  object  of  the  same  nature  was  per- 
haps never  seen.  The  lakes,  which  I  had  visited  in  my  Northern 
and  Western  excursions,  were  all  of  them  undivided  masses,  bor- 
dered by  shores  comparatively  straight.  This  was,  centrally,  a 
vast  column,  if  I  may  be  allowed  the  term,  twenty-three  miles  in 
length,  and  from  six  to  eight  in  breadth,  shooting  out  with  inim- 
itable beauty  a  succession  of  arms ;  some  of  them  not  inferiour 
in  length  to  the  whole  breadth  of  the  lake.  These  were  fash- 
ioned with  every  elegance  of  figure,  bordered  with  the  most  beau- 
tiful winding  shores,  and  studded  with  a  multitude  of  islands. 
Their  relative  positions,  also,  could  scarcely  be  more  happy. 

Many  of  the  islands  in  the  lake  are  large,  exquisitely  fashioned, 
and  arranged  in  a  manner,  not  less  singular  than  pleasing.  As 
they  met  the  eye,  when  surveyed  from  this  summit,  they  were  set 
in  groups  on  both  sides  of  the  great  channel ;  and  left  this  vast 
field  of  water  unoccupied  between  them.  Their  length  was,  uni- 
versally, at  right  angles  to  that  of  the  lake  ;  and  they  appeared  as 
if  several  chains  of  hills,  originally  crossing  the  country  in  that 
direction,  had  by  some  convulsion  been  merged  in  the  w^ater  so 
low,  that  no  part  of  them  was  left  visible,  except  the  oblong  seg- 
ments of  their  summits.  Of  those,  which  by  their  size,  and  situ- 
ation, were  most  conspicuous,  I  counted  forty-live,  without  at- 
tempting to  enumerate  the  smaller  ones,  or  such  as  were  ob- 
scured. 

The  points,  which  intrude  into  this  lake,  were  widely  different 
from  those,  which  were  mentioned  in  the  description  of  Lake 
George  ;  bold,  masculine  bluffs,  impinging  directly  upon  the  wa- 
ter. These  in  several  instances  were  spacious  peninsulas,  fitted 
to  become  rich  and  delightful  residences  of  man  ;  often  elevated 
into  handsome  hills,  and  sloping  gracefully  into  the  lake. 

On  the  West,  also  immediately  beneath  our  feet,  lay  Squam 
lake  ;  which  I  shall  take  the  liberty  to  call  by  the  name  of  Sulli' 
van,  from  Major-General  Sullivan,  formerly  President  of  this 
State.  This  sheet  of  water  is  inferiour  in  beauty  to  no  other ; 
and  is  richly  furnished  with  its  suite  of  islands,  points,  and  prom- 
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ontories,  among  the  least  of  whicli  was  the  mountain,  whence  we 
gained  our  prospect.  The  separation  between  these  lakes  is 
formed  by  a  narrow  isthmus,  capable,  in  the  judgment  of  Mr.  Lit- 
tle, of  admitting  a  navigable  communication  between  them,  at  the 
expense  of  five  hundred  dollar^.  To  us  they  appeared  but  one  ; 
a  narrow  part  of  whirli  was  naturally  supposed  to  be  hidden  by 
the  intervening  forest. 

Nothing  could  be  more  cheerful  than  the  appearance  of  these 
fields  of  water,  extending  on  both  sides  of  the  promontory  where 
we  stood,  between  thirty  and  forty  miles.  The  whole  scene  was 
made  up  of  the  most  beautiful  parts  :  and  these  were  so  arranged 
as  to  compose  a  finished  whole.  But  the  impression  was  im- 
measurably enhanced  by  (lie  objects,  with  which  these  waters 
were  surrounded.  The  expansion  was  vast,  and  noble.  Several 
smaller  and  very  beautilul  lakes  illumined,  in  spots,  the  dark 
ground  of  forest,  by  which  they  were  encircled.  Subordinate 
hills,  and  intervening  vallies,  with  houses,  inclosures,  and  other 
proofs  of  cultivation,  dispersed  throughout  the  neighbouring  re- 
gion, added,  though  in  a  less  degree  than  we  could  have  wished, 
a  pleasing  variety  to  the  ruder  scenery.  As  these  objects  rece- 
ded, and  vanished,  the  distant  mountains  began  to  ascend  in  misty 
and  awful  grandeur  ;  and  raised  an  insurmountable  barrier  be- 
tween us,  and  the  rest  of  the  world  :  while  to  the  eye  of  ima- 
gination this  vast  array  of  magnificence,  was  designed  only  to  be 
the  enclosure  of  the  field  of  waters  beneath  our  feci. 

After  we  had  feasted  ourselves  upon  the  prospect,  as  long  as 
our  circumstances  would  permit,  we  descended  the  mountain,  and 
returned  to  Mrs.  Little's.  At  three  o'clock,  bidding  adieu  to 
this  worthy  family,  we  resumed  our  journey.  Passing  through 
Holderness,  and  Plymouth,  we  reached  Romney  that  evening. 
The  next  morning  we  rode  to  Tarlton's  to  dinner.  In  the  after- 
noon my  companions  proceeded  to  Newbury,  and  thence  to  Brad- 
ford. My  horse  having  become  suddenly  lame,  I  directed  my 
course  the  shortest  way  to  Orford  in  a  rain,  which  rendered  the 
journey  sufticiently  disagreeable.  The  next  morning  my  com- 
panions rejoined  me.     On  Monday  we  rode  to  Windsor,  and  on 
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Tuesday  to  Walpole.  Here  they  left  nie  again,  for  Keene  : 
whilst  I,  passing  through  Westmoreland,  crossed  tlie  Connecti- 
cut to  Putney  ;  and  again  from  Brattleborough  to  Hinsdale  ; 
and  proceeded  thence  to  Northlield.  The  next  day  we  reach- 
ed Nortliampton  ;  and,  having  parted  with  our  Charlestown 
companions  at  Springfield,  arrived  at  New-Haven  on  Wednes^ 
day,  the   13th  of  October. 

I  am.  Sir,  yours,  &c« 
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General  Remarks  upon  New- Hampshire — Its  Population,  Soil,  and  Agriculture — 
form  ol' Government — Support  of  Religion. 

Dear  Sir, 

Pkrmit  mc  now  to  make  a  few  general  observations  on  New- 
Hampsbire. 

This  Slate  lies  between  42°  and  45°  11'  North  Latitude,  and 
between  72°  40'  and  70°  28'  West  Longitude.  I  am,  however, 
of  opinion,  that,  if  the  words  of  the  treaty  of  peace,  which  termi- 
iiatt'd  the  Ixevolutionary  war  were  to  be  exactly  followed,  its 
Northern  point  would  be  found  not  far  from  45°  30'.  This  State 
is  of  a  triangular  figure,  about  170  miles  in  length  from  North  to 
South  :  perhaps  more  truly  190.  At  the  Southern  extremity  it  is 
00  miles  in  breadth  ;  at  the  Northern  it  comes  almost  to  a  point. 
Its  area  is  9,491  square  miles,  or  0,074,240  acres.  On  the  North 
it  abuts  upon  Lower  Canada.  On  the  West  it  is  bounded  by 
the  ^Vestern  bank  of  the  Connecticut ;  on  the  East  by  Massachu- 
setts Bay ;  on  the  North-East  by  the  District  of  iMaine  ;  and  on 
the  South  by  Massachusetts. 

New-Hampshire  contains  six  Counties. 

Inhabitants 
in  1790. 

Rockingham,      -     -  43,169  - 

StralFord,        -     -     -  23,G01  - 

Hillsborough,      -     -  32,871  - 

Cheshire,        -     -     -  28,772  - 

Grafton,         -     -     -  12,590  - 

Coos,   -----  882  - 


Total,  141,885 

Increase,  during  the  first  ten  years, 
Increase,  during  the  second  ten  years, 

'  ny  the  Ccnsuj  of  K!2n,  New-Hampshire  contained  21-1,161  inhabitants. — Puf'. 


Inhabitants 

luhabitanti 

in  1800. 

in  1810. 

45,427     - 

-      50,175 

32,614     - 

-     41,595 

43,899     - 

-     49,149 

38,825     - 

-     40,988 

20,199     - 

-     28,462 

2,692     - 

3,991 

183,858 

214,414* 

- 

41,973 

»j 

30,556 
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It  is  difficult  to  distribute  this  State  into  obvious,  and  yet  ac- 
curate, divisions.  The  country  along  the  Connecticut,  until  we 
ascend  the  mountains  of  Littleton,  resembles  that  in  Massachu- 
setts. The  Valley,  however,  is  generally  narrower.  The  next 
division  is  formed  by  the  range  of  Mount  Washington  :  the  only 
collection  of  mountains  in  this  state  which,  so  far  as  I  have  ob- 
served, is  of  any  great  extent.  The  Northern  half,  as  will  appear 
from  observations  heretofore  made,  is  in  the  proper  sense  a  moun- 
tainous country. 

New-Hampshire  abounds  in  lakes.  Umbagog,  from  such  in- 
formation as  I  have  been  able  to  obtain,  is  larger  than  the  Went- 
worth ;  and  there  are  several  smaller  ones,  not  mentioned  in 
these  letters. 

The  soil  is  inferiour  to  that  of  the  other  New-England  States, 
Rhode-Island  excepted.  In  many  places  it  is  rich ;  and,  under 
a  superiour  husbandry,  would  easily  become  rich  in  many  others. 
Much  of  it  is  better  fitted  for  grazing  than  for  agriculture.  The 
light  and  warm  lands  might  easily  be  rendered  productive  by  the 
use  of  gypsum.  Those,  which  border  the  Merrimac,  are  exten- 
sively of  this  nature.  The  improvement  of  its  navigation  will 
easily,  and  cheaply,  furnish  the  inhabitants  on  its  borders  as  far 
up  as  Concord,  or  Boscawen,  with  this  valuable  manure :  while, 
on  the  Connecticut,  it  may  be  conveyed  to  Bath.  When  the 
reluctance  to  alter  their  modes  of  husbandry,  so  often,  and  so 
unhappily,  prevalent  in  farmers,  shall  have  been  overcome  ;  and 
the  efficacy  of  gypsum  shall  be  realized ;  such  lands  will  possess 
a  new  value,  and  their  produce  be  increased  beyond  what  the 
proprietors  could  now  be  induced  to  believe. 

A  great  multitude  of  neat  cattle,  fed  in  the  pastures  of  New- 
Hampshire,  are  annually  driven  to  the  markets  on  the  Eastern 
shore.  To  sheep  a  great  part  of  the  country  is  very  well  suited; 
and  their  numbers  are  fast  increasing. 

Few  countries  in  the  world  are  better  furnished  with  mill- 
streams,  and  mill-seats,  than  New-Hampshire.  Manufactures 
are  begun  in  various  places ;  and  ere  long  will  be  an  object  of 
primary  attention  to  the  inhabitants.  Iron  is  already  made  on  a 
large  scale  at  Franconia. 
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The  trade  of  New-IInmpshirc  is  piiiicipully  c^irried  on  with 
Boston  ;  and  to  some  extont  with  Harllord,  New  huryport,  Ports- 
nioiilli,  and  Portland.  Coniifoliciit  rivtT  riiniishes  almost  one 
hundred  miles  of  water  conveyaiue  to  tlw  inhahitants  on  the 
Western  horder.  The  central  parts  are  hei^inniiii;  to  derive  sim- 
ilar advantages  from  the  Merrimac,  aided  hy  the  Middlesex  ca-  > 
nal.  The  people  in  the  North  have  hc^un  to  send  cattle  to 
Quehec.  In  1810,  and  181 1,  a  road  from  the  St.  Lawrence,  op- 
posite to  that  city,  was  opened  to  the  United  States  near  the 
place  where  the  Connecticut  crosses  the  45th  degree  of  North 
Latitude.  From  Montreal  to  the  same  place  the  distance  is  less  ; 
but  no  road  has  hitherto  been  opened  through  the  intervening 
wilderness.  The  trade  of  Portsmouth  with  the  interiour  has, 
hitherto,  fallen  in  a  great  measure  into  the  hands  of  its  rivals. 
Newburyport  and  Portland  have  engrossed  a  part ;  and  Boston 
much  more.  Numerous  turnpike  roads  have  been  cut  from  that 
Capital  in  every  direction,  and  particularly  through  a  great  part 
of  the  interiour  of  New-Hampshire.  The  trade  from  the  coun- 
try along  the  Connecticut,  below  Bath,  has  within  a  few  years 
been  turned  towards  Hartford;  and  the  business,  done  in  this 
channel,  is  increasing. 

The  Agriculture  of  this  State,  particularly  that  in  the  Central 
and  Eastern  parts,  is  visibly  inferiour  to  that  of  their  Southern 
neighbours.  The  fruits,  requiring  a  warm  climate,  either  do  not 
^Tow  at  all,  or  at  least  do  not  flourish.  It  is,  however,  doubtful 
whether  suflicient  etlbrts  have  been  made  to  obtain  them. 

The  manners  of  the  inhabitants  differ  little  from  those  of  Mas- 
sachusetts. The  proper  New-England  character  is,  1  think, 
more  evident  than  in  \'ermont.  The  political  constitution  is  al- 
together better.  The  government  is  obviously  more  stable. 
The  inhabitants  discover  less  propensity  to  disorder  ;  and  men, 
who  are  eagerly  employed  in  seeking  offices,  seem  less  willing  to 
countenance  it. 

The  government  of  New-Hampshire  is  founded  upon  the  Con- 
stitution of  that  State,  established  at  Concord,  September  5th, 
1792.     To  this  Constitution  is  prefixed  a  Bill  of  Bights,  consi;*t- 
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ing  of  thirty-eight  articles,  and  containing  in  substance  the  decla- 
rations, which  arc  found  in  most  other  American  instruments  of 
the  same  nature.  To  these  are  added,  as  you  would  conclude 
from  their  number,  several  others.  In  the  sixth  article  morality 
and  piety,  rightly  grounded  on  Evangelical  principles,  are  declar- 
ed to  give  the  best  and  greatest  security  to  government :  and  the 
legislature  is  accordingly  empowered  to  authorize  congregations 
to  make  adequate  provision,  at  their  own  expense,  for  the  main- 
tenance of  protestant  teachers  of  Morality  and  Religion.  At  the 
same  time  it  is  declared,  that  no  person  of  any  particular  religious 
denomination  shall  be  compelled  to  pay  towards  the  support  of  a 
teacher,  who  is  of  a  different  one.  It  is  also  declared,  that  eve- 
ry denomination  of  christians,  demeaning  themselves  as  good  sub- 
jects of  the  State,  shall  be  equally  under  its  protection,  and  enti- 
tled to  equal  privileges ;  and  that  no  sect  shall  ever  be  legally 
•ubordinated  to  another. 

By  the  thirteenth  article,  persons,  conscientiously  scrupulous 
about  the  lawfulness  of  bearing  arms,  are  exempted,  on  condition 
of  paying  an  equivalent. 

In  the  twenty-sixth  it  is  declared,  that  in  all  cases,  and  at  all 
times,  the  military,  ought  to  be  under  strict  subordination  to,  and 
governed  by  the  civil  power. 

In  the  twenty-seventh,  it  is  declared  that  in  time  of  peace  no 
soldier  shall  be  quartered  in  any  house  without  the  consent  of  the 
owner ;  nor  in  the  time  of  war,  but  by  the  civil  Magistrate,  in  a 
manner  ordained  by  the  Legislature. 

In  the  thirty-third,  the  Magistracy  is  forbidden  to  demand  ex- 
cessive bail  or  sureties  ;  impose  excessive  fines  ;  or  inflict  cruel, 
or  unusual  punishments. 

In  the  nineteenth,  general  warrants  are  forbidden  ;  and  the 
right  of  the  subject  to  be  secure  from  all  unreasonable  searches, 
and  seizure,  of  his  person,  houses,  papers,  and  possessions. 

In  the  thirty-fifth,  the  Independence  of  the  Judges  of  the  Su- 
preme Judicial  Court,  quairi  dm  bene  se  gesscrint,  and  honoura- 
ble salaries,  established  by  standing  laws,  arc  required. 
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In  the  thirty-sixth,  pensions  arc  forbidden,  except  in  consider- 
ation of  actual  services ;  and  grants  for  any  pensions,  except  for 
more  than  one  year  at  a  time. 

The  Legislature  consists  of  a  Senate,  and  House  of  Represen- 
tatives, chosen  annually  by  ballot. 

A  Representative  must  have  been  two  years  at  least,  next  pre- 
cedinu  his  election,  an  inhabitant  of  the  State,  must  have  an  es- 
tate within  the  district,  which  he  represents,  of  the  value  of  one 
hundred  pounds,  half  of  it  freehold  ;  must  at  the  time  of  his  elec- 
tion be  an  inhabitant  of  the  place,  which  he  represents ;  must  be 
of  the  protestant  religion  ;  and  with  the  ceasing  of  these  qualifi- 
cations ceases  to  be  a  Representative. 

Every  Senator,  and  Representative,  has  a  right  to  have  his 
protest,  or  dissent,  entered  on  the  journal. 

The  Senate  consists  of  twelve  members. 

Every  Senator  must  be  of  the  protestant  religion  ;  must  pos- 
sess a  freehold  estate  of  the  value  of  two  hundred  pounds,  lying 
within  the  State ;  must  be  thirty  years  of  age  ;  must  have  been 
an  inhabitant  of  the  State  seven  years,  next  preceding  his  elec- 
tion ;  and  at  the  time  an  inhabitant  of  the  district,  for  which  he 
is  chosen. 

The  Senate  tries  impeachments,  made  by  the  House  of  Rep- 
resentatives. 

The  Governour,  in  addition  to  the  qualifications  of  a  Senator, 
must  have  an  estate  of  the  value  of  five  hundred  pounds;  the  one 
hah' of  it  a  freehold,  lying  in  the  State. 

The  power  of  pardoning  offences,  except  in  cases  of  impeach- 
ment by  the  House  of  Representatives,  is  in  the  Governour  and 
Council. 

The  Council  is  chosen  in  the  same  manner  as  the  Senators. 
Its  duty  is  to  advise  the  Governour  in  the  executive  part  of  the 
government.     The  number  of  members  is  live. 

All  Judicial  olhcers  hold  their  oflic(;s  during  good  behaviour; 
but  may  be  removed  by  the   Governour  and  Council   upon  ad 
dress  of  both  Houses  of  the  Legislature.     Justices  of  the  peace, 
however,   hold  their  commissions  but  live  years.     Judges,   and 
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sheriffs,  hold  their  offices  only  to  the  age  of  seventy.  The  Le- 
gislators, and  magistrates,  are  required  to  cherish  the  interests  of 
learning  and  science,  seminaries  and  public  schools;  and  to  give 
rewards,  and  immunities,  for  the  promotion  of  agriculture,  arts, 
sciences,  commerce,  trades,  manufactures,  and  the  natural  histo- 
ry of  the  country.  At  the  same  time  they  are  required  to  coun- 
tenance, and  inculcate,  all  the  social  virtues. 

It  is  unnecessary  to  make  any  particular  remarks  on  this  Con- 
stitution. It  has  its  defects ;  but  they  are  perhaps  as  few,  as  can 
be  found  in  most  instruments  of  this  nature.  ]£  it  should  be 
watchtully  preserved,  and  faithfully  administered,  there  seems  to 
be  no  reason,  why  the  inhabitants  of  New-Hampshire  may  not 
for  a  long  time  enjoy  their  full  share  of  civil  freedom,  and  happi- 
ness. 

Had  the  Constitution  empowered  the  Legislature  to  require, 
and  not  merely  to  authorize,  all  the  inhabitants  to  contribute, 
proportionally,  towards  the  maintenance  of  public  worship,  re- 
serving at  the  same  time  the  rights  of  conscience  ;  it  would  have 
been  happier.  This  truth  is  sufficiently  illustrated  by  the  pres- 
ent state  of  Religion  in  New-Hampshire.  The  existing  laws  on 
this  subject  are  such,  upon  the  whole,  as  to  leave  it  extensively  at 
loose  ends. 

Of  all  religious  sects,  those  which  owe  their  existence  to  the 
reluctance,  felt  by  every  avaricious  man,  to  support  the  public 
worship  of  God,  are  the  worst  in  their  character,  and  the  most 
hopeless  of  reformation.  Arguments  to  enforce  the  duty  of  open- 
ing the  purse  are  addressed  to  a  heart  of  stone,  and  an  intellect 
of  lead.  The  very  fact,  that  a  man  has  quitted,  on  this  ground, 
a  religion,  which  he  approved,  for  one  which  he  disapproved, 
will  make  him  an  enemy  to  the  former,  and  a  zealot  for  the  lat- 
ter. Conviction,  and  principle,  are  here  out  of  the  question. 
The  only  inquiry,  the  only  thought,  is,  concerning  a  sum  of  mon- 
ey, so  pitiful,  that  the  proprietor  is  ashamed  of  being  even  sus- 
pected of  his  real  design.  In  itself  it  is  a  base  fraud  :  and  all  the 
measures,  employed  to  carry  it  into  execution,  partake  of  the 
same  baseness.     To  preserve  his  pelf,  the  man  behes  his  con- 
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science,  and  insults  liis  Maker.  To  appease  the  one,  and  soothe 
the  other,  and  at  the  same  time  preserve  some  appearance  of 
character  among  his  neighhours,  he  endeavours  to  make  up  in 
the  shew  of  zeal  what  ho  so  evidently  lacks  of  common  honesty. 
IJence  he  becomes  enthusiastic,  bijjjoted,  censorious,  impervious 
to  conviction,  a  wanderer  after  every  straggling  exhorlcr,  and  ev- 
rry  bewildered  tenet;  and  thus  veers  from  one  folly,  and  false- 
liood,  to  another,  and  another,  throughout  his  life.  This  con- 
duct is  often  challenged  as  a  mere  exercise  of  the  rights  of  con- 
science ;  but  conscience  i?  equally  a  stranger  to  the  conduct  and 
the  man. 

The  real  consequence  of  this  state  of  things  is  that  disregard 
to  moral  obligation,  that  indifference  to  the  Creator  and  his  law8, 
to  the  soul  and  its  future  destiny,  which  is  emphatically  called  Ni- 
hilism. Men  may  be  irreligious  under  a  settled  system  of  doc- 
trines and  duties  ;  but,  while  life  lasts,  there  is  always  a  hope  re- 
maining, that  they  may  return  to  a  better  character ;  because 
there  arc  means  within  their  reach;  by  which  their  return  may 
possibly  be  accomplished.  In  the  present  case,  duty  to  the  soul, 
and  its  salvation,  are  bartered  for  a  sum  of  money  ;  that  is,  for 
the  purpose  of  saving  a  sum  of  money,  which  cannot  be  grudged 
without  meanness,  nor  mentioned  without  a  blush. 

One  of  the  chief  evils,  under  which  New-Hampshire  labours  is 
the  want  of  union,  and  concert,  in  the  management  of  public  af- 
fairs. The  sense  of  a  common  interest  appears  to  be  loosely  felt 
by  the  inhabitants.  Those  in  the  Eastern  Counties  are  apparent- 
ly little  connected  with  those  in  the  Western ;  and  those  in  the 
middle  of  the  State  still  less  perhaps  with  either.  Boston  com- 
mands a  great  part  of  their  trade.  The  etlicacy  of  a  commercial 
metropolis  of  the  State,  so  often  useful  as  a  bond  of  union,  is  in 
New-Hampshire  almost  absolutely  unknown.  Nor  have  any  other 
means  been,  hitherto,  found  sullicient  to  unite  men  of  inllueuce, 
in  the  different  parts  of  the  community,  in  such  a  frequency  of 
intercourse,  and  in  such  a  sympathy  of  interest,  as  seem  indis- 
pensable to  the  promotion  of  a  common  good.  Twenty-three 
years  have  elapsed   i*ince  this  Constitution  was  Cbtablished  ;  and 


LETTER  11.  175 

they  have  not  yet  been  able  to  fix  upon  a  permanent  seat  of  gov- 
ernment. 

In  some  states,  and  at  times,  in  those  which  are  small,  what 
may  be  called  a  State  pride  has  produced  that  sense  of  a  com- 
mon interest,  which  oui^ht  to  be  derived  from  an  enlarged  under- 
standing, and  from  higher  motives.  New-Hampshire  seems  to 
be  destitute  even  of  this  auxiliary.  In  other  communities  hirth 
and  education  on  the  same  ground  have  produced  this  effect. 
But  a  large  part  of  the  people  of  New-Hampshire  are,  or  lately 
were,  immii^rants  from  other  states.  Time,  however,  will  re- 
move the  evils  flowing  from  this  source.  If  the  public  function- 
aries, and  other  men  of  influence,  could  be  induced  to  unite  in 
promoting  with  zeal,  and  expansive  views  the  public  and  private 
education  of  their  countrymen,  a  superiour  agriculture,  and 
such  arts,  and  manufactures,  as  are  suited  to  the  circumstances 
of  the  country  ;  could  they  harmonize  in  a  wise  and  public  spir- 
ited system  of  government,  in  defiance  of  party  ;  could  they  with 
a  single  voice  befriend  the  progress  of  Religion ;  New-Hamp- 
shire would  ere  long  reahze  a  higher  reputation,  and  more  am- 
ple prosperity,  than  the  most  sanguine  of  its  citizens  have  hither- 
to expected.  I  am,  Sir,  yours.  <fcc. 
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Uescription  of  the  K.iatskill  mountains — Extensive  prospect  from  the  summit — Jour- 
ney to  Utit a— Hamilton  College — Cavities  worn  by  the  Mohawk  in  the  Rocks  at 
Little  Falls— Return. 

Dtar  Sir^ 

On  the  20th  September  1815,  in  company  with  Mr.  D.  I  set 
out  upon  an  excursion  to  the  U^estcrn  parts  of  the  State  of  New- 
York.  At  Litchfield  1  was  detained  until  the  26th,  hj  the  vio- 
lent cf|uinoctial  storm,  which  ravaged  in  an  unprecedented  man- 
ner a  considerable  part  of  the  Eastern  and  Southern  coast  of  New- 
Kngland.  On  the  26th  I  proceeded  to  Sheflield,  and  on  the  next 
day  to  Kaatskill,  and  found  it  not  a  little  improved  in  the  number 
and  value  of  its  buildings,  and  in  the  good  order  morals  and  reli- 
gion of  its  inhaliitants. 

On  the  28lh  in  company  with  several  gentlemen  of  that  village, 
1  ascended  the  Kaatskill  mountains.  The  turnpike  road,  made 
some  years  since  over  these  heights  from  Kaatskill  to  Windham, 
en;ibled  us  to  gain  the  summit  without  any  other  dilHculty,  ex- 
cept what  arises  from  their  great  elevation.  AVagons,  and  at 
times  even  chaises,  thougli  it  must  be  confessed  witli  many  a  hard 
struggle,  climb  this  ascent.  We  gained  it  partly  on  horseback, 
and  partly  on  foot.  On  a  height,  more  than  two  thousand  feet 
above  llu;  commoji  surface,  W(;  found  two  lakes  :  the  Northern 
dull  and  dreary,  disfigured  by  a  variety  of  gloomy  aquatic  plants, 
and  encircled  by  a  dismal  bordrr  of  swamp  shrubbery,  the  South- 
ern clean,  handsome,  and  surrounded  hy  a  neat  shore.  Both  to- 
gether are  about  a  mile  in  length.  A  brook  issuing  from  the  for- 
mer, discharges  its  waters  into  (he  latter.      Across  this  stream  lay 


JOURNEY   TO  UTICA.  I77 

our  road.  Soon  after,  we  entered  the  forest  on  the  South  ;  and, 
after  penetrating  it  about  a  mile,  came  to  a  scene  which  amply 
repaid  us  for  our  toil.  On  the  rear  of  the  great  ridge,  stretched 
out  before  us  two  spurs  of  a  vast  height.  Between  them  sunk  a 
ravine,  extending  several  miles  in  length,  and  in  different  places 
from  a  thousand  to  fifteen  hundred  feet  in  depth.  The  moun- 
tains on  either  side  were  steep,  wild  and  shaggy,  covered  almost 
every  where  with  a  dark  forest,  the  lofty  trees  of  which  approach- 
ed nearer  and  nearer  to  each  other  as  the  eye  wandered  towards 
the  bottom.  In  some  places  their  branches  became  united  ;  in 
others,  separated  by  a  small  distance,  they  left  a  line  of  absolute 
darkness,  resembling  in  its  dimensions  a  winding  rivulet,  here 
somewhat  wider,  there  narrower,  and  appearing  as  if  it  were  a 
solitary  bye-path  to  the  nether  world.  All  beneath  seemed  to 
be  midnight,  although  the  day  was  uncommonly  bright  and  beau- 
tiful ;  and  all  above  a  dreary  solitude,  secluded  from  the  world, 
and  destined  never  to  be  wandered  over  by  the  feet  of  man.  At 
the  head  of  this  valley  stood  a  precipice ;  here  descending  per- 
pendicularly, there  overhanging  with  a  stupendous  and  awful 
grandeur.  Over  a  bed  of  stone  beside  our  feet  ran  a  mill-stream ; 
which  discharged  the  waters  of  the  lakes,  and  from  the  brow  of 
the  precipice  rushed  in  a  perpendicular  torrent  perfectly  white 
and  glittering  nearly  three  hundred  feet  in  length.  This  mag- 
nificent current,  after  dashing  upon  a  shelf,  falls  over  a  second 
precipice  of  one  hundred  feet ;  when  it  vanishes  in  the  midnight 
beneath,  and  rolls  over  a  succession  of  precipices  until  it  finally 
escapes  from  the  mountains,  and  empties  its  waters  into  the  river 
Kaaterskill.  A  cloud  of  vapour,  raised  by  the  dashing  of  this 
stream  on  the  successive  shelves  in  its  bed,  rises  above  the  for- 
ests which  shroud  the  bottom  of  the  valley,  and  winds  beautifully 
away  from  the  sight  until  it  finally  vanishes  in  the  bewildered 
course  of  this  immense  chasm.  On  the  bosom  of  this  elegant 
volume  of  mist  appears  to  the  eye,  placed  in  a  proper  position,  a 
succession  of  rain-bows,  floating  slowly  and  gracefully  down  the 
valley,  and  reluctantly  yielding  their  place  to  others  by  which 
they  are  continually  followed.     No  contrast  can  be  more  perfect 
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tlian  tliat  of  these  circles  of  li^lit  to  the  rude  scenery  hv  which 
thrv  arc  environed  ;  and  no  object  of  this  nature  which  I  have 
seen  awakens  emotions  of  such  j^randcur,  as  are  here  excited,  ex- 
cept th(^  Falls  of  xNia^aia. 

On  the  brow  of  this  precipice  we  regaled  our-elve-  with  an  ex- 
cellent dinner,  and  then  proceeded  to  the   Eastern   front  of  the 
mountains.      From  a  heii^ht  of  tlnee  thousand  feet  we  beheld  a 
part  of  the  Counties  of  Albany,  Greene,  Ulster,  and  Orange,  on 
the  AVest  side  of  the   Hudson,  a  part  of  the  County  of  Putnam, 
and  the  whole  of  Dutchess,  Columbia,  and   Rensselaer,  on  the 
the  Fast  ;  together  with  a  part  of  Berk:.hire  in  Massachusetts, 
and  Litchtield  in  Connecticut,  lying  in  full  view  beneath  us.   The 
whole  area  was  more  than  one  hundred  miles  in  length,  and  not 
far  from  fifty  in  breadth.     This  vast  field  was  chiefly  formed  by 
the  great  valley  of  the  Hudson  lying  North  of  the  Highlands.     A 
more  distinct  and  perfect  view  of  a  landscape  cannot  be  imagin- 
ed.    On  the  Western  side,  it  is  forested  to  a  much  greater  ex- 
tent than  I  had  been  prepared  to  expect:  a  fact  owing,  as  1  was 
told,  to  the  reluctance  with  which  the  Dutch  farmers  consent  to 
any  alteration  in  the  state  of  their  possessions.     On  the  Eastern 
side,  the  Counties  of  Dutchess,  Columbia,  and  Rensselaer,  ever) 
where  settled  and  cultivated,  were  beautifully  spotted  with  an  al- 
ternation of  farms  and  groves,  diffused  over  the  whole  surface  in 
such  a  manner,  that  there  seemed  to  be  scarcely  room  left  for  a 
single  additional  farmer.     At  the  bottom  of  this  valley,  the  Hud- 
son stretched  in  clear  view  over  a  length  of  iifty  miles  ;  and  even 
here  maintained  the  appearance  of  a  magnificent  river.     On  it> 
waters,  were  moving  in  various  directions  a  multitude  of  vessels, 
in  the  form  of  dim  white  spots.     One  of  these  with  a  telescope 
we  discovered  to  be  the  Steam-Boat,  making  a  rapid  progress  un- 
der the  shore  of  Rhinebeck.     In  this  great  field,  a  series  of  towns 
and  villages  met  the  eye  ;  among  which  the  town  of  Kaatskill, 
and  the  City  of  Hudson,  almost  under  us,  were  particularly  con 
i»picuous. 

The  Eastern  prospect  was  chiefly  limited  by  the    Taghkannuc 
range,  in  wWuU  the  'I'aghkannuc  and  Saddle  .M(.iiii<;nii-  nsreiuled 
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With  great  magnificence.  In  various  places,  summits,  in  the  range 
of  the  Green  Mountains  were  visible. 

On  the  West,  nothing  was  seen  but  the  heights  and  forests  in 
the  neighbourhood. 

The  base  of  these  mountains,  so  far  as  we  had  opportunity  to 
observe  it,  is  formed  of  brown  argillaceous  slate  resting  upon 
-sand  stone.  This,  at  high  elevations,  is  surmounted  by  a  vast 
body  of  sand  stone.  The  structure  of  these  mountains,  as  far 
Westward  as  Meredith  and  not  improbably  much  farther  is  the 
same  ;  all  the  spurs,  so  far  as  I  was  able  to  obtain  information, 
having  the  same  character. 

On  the  height,  whence  we  took  our  prospect,  we  found  whor- 
tle-berries  in  abundance  and  in  perfection.  Some  of  them  were 
green  ;  and  very  few  which  we  saw  indicated  any  decay.  We 
ate  of  them  freely,  and  found  them  very  fine.  The  date  of  this 
excursion  was  about  two  months  later  than  the  time  of  their  per- 
fection at  New-Haven.  On  Friday,  1st  of  October  1813,  I  found 
them  in  perfection  on  the  Red  Mountains  at  the  head  of  Lake 
Wentworth  in  New-Hampshire.  This  fact,  in  both  instances,  is 
a  proof  of  the  coolness  of  the  atmosphere  in  the  places  where 
the  fruit  was  found.  Allowance  is  however  to  be  made  for  the 
superiour  latitude  of  the  Red  mountains  in  the  one  case,  and  for 
the  superiour  elevation  of  the  Kaatskill  mountains  in  the  other. 

We  descended  from  these  heights  a  little  before  sunset ;  and, 
after  a  disagreeable  delay,  occasioned  by  breaking  through  a 
bridge,  where  we  had  well  nigh  lost  our  horses,  we  reached 
Kaatskill  a  little  after  ten  in  the  evening. 

On  Friday  I  proceeded  along  the  Susquehannah  turnpike, 
through  the  townships  formerly  mentioned,  and  reached  Mere- 
dith. On  Monday  I  left  Meredith,  and  proceeded  to  Easton,  a 
township  lately  iticorporated  from  the  Eastern  side  of  Oxford. 
On  Tuesday  Oct.  3d,  I  passed  through  Oxford,  and  Norwich,  to 
Sherburn ;  and  on  Wednesday,  through  Madison  and  Sangcrfield 
to  Clinton,  where  I  lodged  with  the  Rev.  Dr.  Backus,  President 
of  Hamilton  Collecro, 
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On  Thursday,  in  company  with  Dr.  Backus,  I  visited  Jesse 
Dean,  Esq.  an  inhabitant  of  Westmoreland  ;  who,  in  the  most 
obhging  manner,  communicated  to  me  much  valuable  information 
concerning;  the  Iro.|nois.  On  Friday  I  proceeded  to  Utica,  where 
I  continued  till  Monday  morning. 

The  road  from  Kaatskill  to  Oxford  1  found  generally  bad,  as 
having  been  long  neglected.  The  first  twenty  miles  were  tolera- 
ble, the  last  twenty  absolutely  intolerable. 

Kaatskill  has  become  a  considerable  town,  containing  many 
valuable  houses,  and  stores,  a  court-house,  and  Presbyterian 
church,  both  new  and  handsome.  Fts  moral  aspect  is  also  mate- 
rially changed.  Religion  has  spread,  and  is  still  spreading,  ex- 
tensively over  this  settlement.  A  Bible  Society  for  the  County 
of  Greene,  was  formed  here  on  the  day  of  my  arrival,  with  a  zeal 
and  liberality  very  honourable  to  the  gentlemen  concerned. 

Cairo,  formerly  Canton,  which  was  little  more  than  a  wilder- 
ness in  1804,  is  now  become  a  promising  settlement,  adorned 
with  a  neat  village,  surrounding  a  Presbyterian  church  of  the 
same  character. 

New-Durham  is  completely  settled  ;  all  the  farms  being  occu- 
pied and  cultivated.  Of  this  fine  tract  I  had  a  delightful  view 
from  the  ridge  of  the  Kaatskill  mountains,  lying  on  the  West,  and 
formerly  mentioned  in  these  letters.  It  wore  the  aspect  of  a 
country  long  inhabited  ;  and  with  its  fine  surface,  rich  farms,  and 
high  groves,  exhibited  a  very  beautiful  landscape. 

The  valley  beyond  this  ridge,  which  in  1804  was  an  almost  ab- 
solute solitude,  was  now  parcelled  out  into  farms,  and  set  with 
human  habitations.  A  handsome  bridge  of  one  arch  has  been 
erected  over  the  Scoharie. 

In  Blenheim,  Jefferson,  and  Stamford,  the  alterations,  though 
considerable,  were  not  very  striking.  Stamford,  however,  con- 
tains a  thriving  village,  named  Waterville,  lying  South  of  the 
road  at  the  distance  of  five  or  six  miles. 

Harpersfield  is  completely  occupied,  and  wears  the  appear- 
ance of  an  old  settlement. 

Kortright  has  increased  its  population,  but  has  an  unpromis- 
ing aspect,  and  struck  my  eye  as  less  pleasant  than  formerly. 
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Meredith  is  settled  to  a  considerable  extent,  and  shows  the 
t)eauty  of  its  surface  with  increased  advantage. 

The  population  of  both  Franklin  and  Sydney  lias  considera- 
bly increased  ;  and,  in  the  former  place,  religion  has  extensively 
prevailed. 

Unadilla  is  becoming  a  very  pretty  village.  It  is  built  on  a  de- 
lightful ground  along  the  Susquehannah  ;  and  the  number  of 
houses,  particularly  of  good  ones,  has  much  increased.  A  part  of 
the  country  between  this  and  Oxford  is  cultivated  :  a  considera- 
ble part  is  still  a  wilderness.  The  country  is  rough,  and  of  a  high 
elevation. 

Oxford  is  a  beautiful  town,  charmingly  situated  in  the  valley  of 
the  Chenango. 

Norwich,  the  shire-town  of  this  County  is  still  more  pleasantly 
posited.  This  village,  which  has  chiefly  come  into  existence 
since  the  year  1 804,  is  built  near  the  foot  of  a  fine  range  of  hills 
on  the  West,  upon  a  slope  declining  to  the  river  near  a  mile, 
with  an  uniform  descent,  and  with  an  ease  and  elegance  no 
where  excelled.  The  village  itself  is  handsome,  and  the  scenery 
beautiful. 

Sherburn  and  Hamilton  are  also  handsome  villages  on  the  East- 
ern branch  of  the  Chenango,  situated  on  a  fine  soil,  and  in  a  re- 
gion where  every  thing  appears  to  flourish.  Indeed  the  valley 
of  this  river  appeared  to  me  even  more  desirable  than  when  I 
passed  through  it  in  1804. 

Madison  is  on  rougher  ground,  but  has  a  rich  soil ;  as  has  San- 
gerfield,  also,  with  a  smoother  and  pleasanter  surface.  In  the 
three  last  of  these  towns  there  are  neat  churches. 

The  surface  of  Clinton  is  beautiful,  and  the  soil  of  the  highest 
fertihty.  The  inhabitants  are  industrious,  sober,  orderly,  and 
prosperous.  This  parish,  and  indeed  the  whole  township  of  Paris 
is  completely  settled. 

Hamilton  College,  although  its  charter  is  in  several  respects 
imperfect,  is  in  a  flourishing  condition.  The  number  of  students 
the  present  year  will  not  be  far  from  one  hundred.  Two  profes- 
sorships are  filled  in  it,  and  at  least  two  others  will  soon  be  es- 
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t;ibli>lird.  Tlie  system  of  government  and  instruction  pursued  in 
it,  is,  in  substance,  the  same  with  that  of  Vale  College.  Two 
collejjiate  buildings  are  already  erected,  on  a  healthy  eminence, 
commanding;  a  nohI<^  prospect.  The  new  one  is  handsome,  and 
built  ot' stone  roven-d  with  cement.  A  third  will  ^oon  be  erect- 
ed of  thr  same  lorrn  and  structure.  The  kitchen  and  dining- 
loom  are  better  contrived  than  any  which  I  have  seen. 

Utica  is  become  a  considerable  town,  containing  more  than 
three  thousand  inhabitants,  engaged  in  an  extensive  and  profita- 
ble commerce;  and  not  far  (rom  four  hundred  houses,  many  of 
them  valuable,  and  several  of  them  elegant  structures.  A  con- 
siderable number  of  the  stores  in  this  town  are  inferiour  in  size 
and  beauty  to  (vav  in  the  State. 

Kf'li^ion  has  of  late  prevailed  extensively  in  Utica,  especially 
in  families  of  the  first  consideration  ;  and  has  had  a  happy  influ- 
ence on  the  manners  of  the  inhabitants  at  large. 

Monday  Oct.  7th  I  left  Utica,  and  rode  to  the  Little  Falls  on 
the  Eastern  limit  of  lb  rkimer.  On  this  and  the  four  preceding 
days  it  rained  copiously.  The  path  was  liquid  mud,  glassy,  of- 
ten deep,  and  not  without  danger.  In  1804  most  of  the  country 
throughout  this  distance  was  a  forest.  It  was  now  universally 
settled  ;  and  the  inhabitants  appear  to  be  in  prosperous  circum- 
stances. 

Herkimer  is  become  a  handsome  town.  There  is  a  considera- 
l)le  villaiie  at  the  Little  Falls.  At  this  spot  commences,  in  the 
language  of  the  inhabitants,  the  Western  country  of  New-York. 

From  Kaatskill  round  to  Utica  I  found  the  stones  extensively 
consisting  of  marine  shells;  some  of  them  mere  masses  of  such 
shells  cemented  together;  most  of  them  mineralized.  Others 
are  limestone;  and  others  still,  slate  with  greater  or  less  collec- 
tions of  shells  imbedded  in  them.  Such  are  the  facts  at  Claver- 
ack,  Hudson,  Kaatskill,  in  several  branches  of  the  Kaatskill 
mountains,  at  Meredith,  Norwich,  Sherburn,  Hamilton,  Madison, 
Sangerfield,  and  Clinton.  Such  also  an;  the  facts  at  Cherry-Val- 
ley, and  in  a  spot  about  eight  miles  be}ond  the  (ienesee  river  on 
the  '.;rrat   road.     These  ^\\v\U  wr're  chiefly  escallops   and  peri- 
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winkles.  Oyster  shells  were  rare,  so  far  as  1  had  opportunity  to 
observe  them  in  this  excursion. 

Granite  I  observed  in  the  Western  parts  of  the  township  of 
Herkimer:  and  it  continued  to  appear  as  far  as  Schenectady. 
The  base  of  the  lower  Antiiony's  Nose  is  granite  ;  while  the  high- 
er regions  are  compact  limestone.  There  are  two  mountains  of 
this  name  in  the  neighbourhood  of  each  other. 

The  rocks  at  the  Little  Falls  are  gneiss,  extremely  hard, 
Tuesday  morning  I  went  out  to  examine  them,  and  was  astonish- 
ed to  see  the  cavities  formerly  worn  by  the  Mohawk.  Several 
of  them  were  more  than  one  hundred  feet  above  the  level  of  its 
present  surface.  The  largest  which  I  saw  was  at  least  fifteen  feet 
in  diameter,  and  about  eight  in  depth.  From  these  dimensions 
they  diminished  by  imperceptible  gradations  down  to  two  feet. 
One  of  them,  about  a  mile  from  the  centre  of  the  settlement,  as 
we  were  informed  by  our  host,  is  fifteen  feet  in  depth,  but  not 
more  than  five  or  six  in  diameter. 

The  number  of  these  cavities  is  very  great,  and  very  difficult 
to  be  ascertained  ;  for  they  are  spread  over  an  extended  surface, 
by  the  variation  of  which  they  are  concealed  from  the  eye  of  an 
observer,  who  does  not  examine  them  with  very  minute  inspec- 
tion. To  such  an  observer  it  scarcely  seems  credible,  that  the 
only  known  causes  should  have  been  sufficiently  efficacious  to 
produce  the  extraordinary  phenomena,  which  he  sees  to  have 
been  produced.  The  rock  is  one  of  the  hardest  which  is  known. 
The  river  is  not  more  than  one-third  of  the  size  of  the  Connecti- 
cut at  Bellows'  Falls.  Yet  the  largest  of  these  cavities  is  five  or 
six  times  more  capacious  than  any  at  that  place.  Almost  all  the 
latter,  also,  are  small ;  while  many  of  the  former  are  very  large. 

I  have  observed,  that  the  most  elevated  of  these  cavities  is 
more  than  one  hundred  feet  above  the  present  level  of  the  Mo- 
hawk. Here  we  are  furnished  with  decisive  proof  that  the  riv- 
er, at  some  former  period,  ran  on  this  elevation.  An  inspection 
of  this  place  will  satisfy  any  attentive  observer,  that  the  water 
once  ran  many  feet  still  higher  5  since  the  rocks  exhibit  the  fullest 
evidence  of  having  been  long  washed  by  the  current.     Of  course 
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the  waters  of  tlu;  Mohawk  louiul  a  harrier  at  the  Little  Fallsy 
more  than  one  hundred  Teet  in  height,  and  were  lliercfore  cer- 
tainly a  lake  extending  far  haek  into  the  interiour.  In  one  case, 
then,  we  are  fiirni>hed  with  demonstration,  so  far  as  reasoning 
from  facts  may  he  called  such,  that  the  waters  of  a  river,  which 
has  now  wa>hed  auav  its  harrier,  were  anciently  conllned  bj  the 
jutting  of  mountains  so  as  to  constitute  a  lar^^e  lake,  agreeably  to 
the  scheme  mentioned  in  the  accoimt  given  of  my  second  jour- 
ney to  Lake  George.  Fair  analogy  will  convince  an  observing 
traveller,  that  there  were  once  lakes  of  the  same  class  in  all  the 
places  which  1  have  specified,  and  in  many  others. 

IJcre  1  had  an  opportunity  of  seeing  again  the  mongrel-cedar, 
and  found,  by  a  more  thorough  examination  than  I  was  able  for- 
merly to  make,  that  this  tree  loses  its  leaves  every  autumn,  in 
the  manner  formerly  suggested  in  these  letters.  The  process  ia 
ihis  : — At  little  distances  over  the  whole  tree  small  twigs,  the 
product  of  the  existing  or  perhaps  the  preceding  year,  die,  to- 
gether with  their  leaves.  These,  though  dilFering  somewhat  in 
their  size,  may  be  considered  generally  as  exhibiting  a  surface 
ecjual  to  that  of  a  man's  hand  ;  and,  being  every  where  alternated 
with  living  twigs,  and  of  a  reddish  brown,  approaching  near  to  a 
pink,  seem  at  a  small  di^tance  not  urdike  roses.  To  botanists  the 
plant  may  be  lamiliar;  to  me  it  is  new. 

'i'his  is  a  very  interesting  and  romantic  spot.  The  scenery  is 
\\\\d  and  magnificent,  and  forms  a  fine  contrast  to  the  elegant  in- 
tervals which  border  the  Mohawk  both  above  and  below. 

Tuesday  I  proceeded  to  Palatine  ;  the  road  less  wet,  but  at 
least  as  deep  and  dangerous  as  on  the  preceding  day.  The  next 
day  I  reached  Albany,  with  a  road  generally  bad,  but  materially 
better  than  1  had  seen  since  I  left  Utica. 

The  intervals  on  both  sides  of  the  Mohawk  arc,  with  scarcely 
an  exception,  universally  cleared,  and  have  the  appearance  of 
complete  cultivation.  They  are  remarkably  handsome  grounds. 
The  hi!L>  oii  both  sides,  also,  are  in  many  places  in  the  same 
state;  in  many  others  they  are  partially  cleared,  and  to  a  con- 
siderable extent  are  still  covered  with  forests.  Several  of  them 
arc  handsomer  ground--  than  I  supposed  in  my  former  journeys. 
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The  village  of  Caglinawaga  is  considerably  increased,  and  im- 
proved in  its  appearance.  Several  hamlets  are  begun  at  different 
places  ;  and  several  churches  arc  erected.  Many  of  the  houses, 
all  along  the  road,  arc  good  buildings. 

Two  new  colleges  are  built  at  Schenectady,  on  the  ground 
mentioned  in  the  former  part  of  these  letters.  I  saw  them  at  a 
distance  only,  and  thought  them  handsome  buildings. 

Albany  is  rapidly  improving.  Its  population  and  the  number 
of  its  buildings  have  greatly  increased  during  the  last  four  years. 
The  new  buildings  are  generally  handsome.  Among  them  is  a 
large  and  elegant  church  of  stone,  with  a  handsome  steeple,  built 
in  Chapel-street,  by  a  new  Presbyterian  congregation.  This  is 
one  out  of  many  instances  of  enterprise  and  public  spirit  mani- 
fested by  the  inhabitants.  Another  is  the  establishment  of  an 
academy  on  a  broad  foundation,  with  the  design  of  furnishing  ev- 
ery degree  of  education  short  of  that  which  is  obtained  at  col- 
leges. The  Corporation  of  the  city,  which  is  rich,  liberally  lend 
their  aid  to  every  useful  public  object,  in  a  manner  which  is  high- 
ly honourable  to  the  character  of  its  members.  Both  the  morals, 
and  the  manners,  of  its  inhabitants  are  also  not  a  little  improved. 

On  Monday  1  left  Albany  ;  and,  on  the  following  Thursday, 
reached  New-Haven. 

Four  miles  West  of  Albany,  I  was  thrown  out  of  my  sulkey  by 
the  fall  of  my  horse  ;  but,  although  in  imminent  danger,  escaped 
with  very  little  injury.  I  mention  this,  I  hope,  with  some  degree 
of  gratitude  to  that  good  Providence,  which,  through  excursions, 
amounting  to  but  little  less  than  eighteen  thousand  miles,  has  per- 
mitted no  other  accident  to  befal  mo  or  my  companions. 

I  am.  &;c. 
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Authorities  consulted  in  the  following;  account  of  the  Iroquoia — Their  form  of  gov- 
ernment— Their  story  relative  to  the  creation  of  man — Their  mythology  as  rela- 
ted by  the  Oncidas. 
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It  would  be  a  gross  departure  from  the  plan  wliicli  I  formerly 
pursued  in  giving  an  account  of  New-England,  should  I  neglect 
to  make  some  observations  concerning  the  Aboriginal  inhabitants 
of  the  State  of  New- York.  All  these,  except  the  Iroquois,  were 
i.i  my  view  unquestionably  Mohekaneews,  and  were  called  by 
the  early  Dutch  Colonists  Alohikandcrs.  From  the  rest  of  the 
tribes  of  that  great  nation  to  which  they  belonged,  they  differed 
as  little  in  their  language,  customs  and  character,  as  those  tribes 
from  each  other.  The  Iroquois  were  an  entirely  different  peo- 
ple, speaking  a  radically  different  language,  and  having  in  many 
other  respects  a  materially  different  character. 

A  complete  account  of  these  people  has  never  been  given  to 
the  public  ;  and  probably  was  never  within  the  reach  of  civilized 
men.  Now,  at  least,  it  is  beyond  their  power.  Still,  there  are 
several  valuable  sketches  both  of  their  character  and  history 
which  have  been  written  by  men  of  curiosity  and  intelligence. 
The  late  Dr.  Golden,  Lieut.  Governor  of  the  province  of  New- 
York,  published  a  work,  which  he  entitled  a  "  History  of  the  live 
Indian  nations  of  Canada,  which  are  dependent  on  the  Province 
of  New-York  in  America.''  The  principal  design  of  it  was  to 
awaken  the  attention  of  the  I^rilish  nation  on  both  sides  of  the 
Atlantic  to  the  situation  and  character  of  this  people  ;  and  to  the 
importance  of  cultivating  their  friendship,  securing  their  trade, 
and  engaging  their  efforts  in  favour  of  the  British  Colonies.    With 
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a  degree  of  wisdom,  and  let  me  add  of  integrity  also,  not  very  of- 
ten found  in  political  philosophers,  he  has  founded  all  his  opin- 
ions on  facts;  and,  after  giving  us  a  short  sketch  of  their  customs 
and  character,  has  recited  such  parts  of  their  history  as  could  be 
well  authenticated.  The  important  parts  of  their  character  and 
policy  he  has  exhibited  to  us,  also,  in  a  numerous  succession  of 
speeches  made  on  various  occasions.  In  these,  beside  the  ac- 
counts which  they  give  of  various  parts  of  their  history,  we  have 
their  own  views  concerning  a  variety  of  their  customs,  rights, 
character,  interests,  and  policy.  Nothing  can  be  more  charac- 
teristical  than  these  speeches;  and,  so/ar  as  they  go,  nothing 
can  explain  to  us  so  well  what  these  nations  were — I  say,  were, 
for  their  character  has  undergone  a  very  important  change. 
Their  heroism,  their  greatness,  and  their  independence  exist  on- 
ly in  the  tales  of  other  times.  To  Dr.  Golden  more  than  to  all 
other  men,  are  we  indebted  for  our  knowledge  of  what  these  na- 
tions have  been. 

The  Hon.  Wm.  Smith,  an  eminent  lawyer  in  New- York  and 
afterwards  Chief  Justice  of  the  Province  of  Canada,  published  a 
valuable  history  of  his  native  province.  In  this  work  he  has  giv- 
en a  detailed  account  of  the  character  and  actions  of  these  tribes  ; 
derived  however,  in  its  most  material  parts,  from  the  work  of  Dr. 
Colden. 

The  Hon.  Dewitt  Clinton,  in  a  discourse  delivered  before  the 
New- York  Historical  Society  at  their  anniversary  meeting,  Dec. 
6th  1811,  has  given  the  public  a  very  able  and  comprehensive 
account  of  these  nations.  In  this  account,  the  most  complete 
which  is  extant,  the  author  has  probably  assembled  all  the  facts 
which  have  been  heretofore  published  concerning  the  Iroquois ; 
and  has  added  to  them  a  considerable  number  which  he  has  col- 
lected from  living  testimony.  To  these  writers  permit  me  to  re- 
fer you  for  more  minute  information  than  it  would  be  proper  for 
me  to  detail  in  these  letters.  At  your  pleasure  you  can  add  those 
of  Charlevoix,  La  Hontan,  Father  Hennipin,  and  others. 

I  have  for  many  years  taken  pains  to  become  acquainted  with 
the  history,  character  and  manners  of  the  Iroquois.     For  this  pur- 
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pose  !  vm\\  applit'd  to  the  late  Rev.  Dr.  Kd^^'ards,  President  o( 
Union  College,  to  hi-;  hrolher  tlie  Hon.  Timothy  Edwards  of 
Stockhridirc,  and  to  the  [{ev.  Mr.  Kirkland  then  a  Missionary  to 
the  (Oneida-.  In  Septeniher  and  October  lolo,  I  made  a  jour- 
ney to  \Ve>tm<MeI;iii(l  in  the  County  ol' Oneida,  in  order  to  obtain 
information  on  this  snb)ect  from  Jesse  Deane,  Esq.  a  respectable 
naa^istrate  living'  in  that  township.  This  j^entlcman  was  sent  by 
his  parents  into  the  country  of  tliesc  persons,  for  the  purpose  of 
learning  tlirir  language.  Probably  no  white  man  is  now,  or  ever 
was.  ef|nallv  versed  in  it,  or  acfpiainted  with  the  character  of  the 
people  hv  whom  it  is  spt)ken.  so  far  as  that  character  has  existed, 
since  the  period  when  he  undertook  this  mission.  Mr.  Deanc 
very  cheerfullv  gave  me  the  information  which  I  requested  ;  and 
also  furnished  me  with  a  manuscript  account  which  he  had  writ- 
ten of  their  mythology,  as  reported  to  him  by  themselves.  In 
!he  following  observations  1  shall  interweave  such  information, 
received  from  these  gentlemen,  as  in  my  own  opinion  may  con- 
tribute to  illustrate  their  character. 

Tlu^  Iroquois  were  a  confederated  repul)lic,  consisting  origin- 
ally of  five  nations  :  the  Mohawks,  the  Oneidas,  the  Onoy^cfagas, 
the  Caipigas,  and  the  Senecas,  To  these  were  added,  in  the  year 
1712,  the  Tuscaroras.  This  tribe  originally  inhabited  part  of 
North-Carolina  ;  and,  from  similarity  of  language,  were  justly 
pronounced  by  the  other  five  to  be  a  branch  of  the  same  original 
stem.  At  their  request,  therefore,  they  were  adopted  into  the 
confederacy.  Before  this  event  they  were  called,  by  the  Eng- 
lish, the  Fivr  A'ntions  ;  and  after  it  thr  Six  .Kalions ;  and  not  un- 
frerjuently  the  Mohawks,  from  the  principal  tribe:  that  most  prob- 
ably by  which  the  confederation  was  proposed  and  established. 
By  the  French  they  were  styled  the  Iroquois  ;  by  themselves  the 
Mingoes,  the  Agannsrhionc  or  United  people,  and  Onquv-homce, 
or  "  men  surpassing  all  others.''* 

Tilt'  Iroquois  were  not  amonfi  thf  orij:in:tl  inhabitants  of  this 
part  of  North  America.  Dr.  Edward-  infornKcl  me,  that  the  Mo- 
r.  k  Hif.<>\v^  universally  considered  themselve-  ai>  the  original   in- 
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habitants,  and  styled  the  Iroquois  interlopers.  He  also  added, 
that  the  frocjuois  themselves  admitted  this  fact,  and  gloried  in  it ; 
asserting  that  they  had  fought  their  way  to  their  present  posses- 
sions, and  ac(jnired  their  country  by  conquering  all  who  had  re- 
sisted them. 

That  this  united  declaration  is  just,  is  amply  supported  by 
facts.  The  Mohekaneews  were  spread  from  the  neighbourhood 
of  the  Pacific  Ocean  to  the  Eastern  shore  of  New-England;  and 
remains  of  this  nation  are  now  to  be  found  in  small  tribes,  dis- 
persed over  a  great  part  of  North  America.  This  is  proved  un- 
answerably by  their  language.  The  Iroquois  were  planted  in  the 
midst  of  this  widely  extended  nation  ;  and  appear  to  have  had  no 
other  connection  with  them  than  what  is  involved  in  wars,  con- 
quests, and  treaties;  and  nothing  in  common  with  them,  beside 
the  savage  character,  and  its  universal  appendages.  At  the  same 
time,  they  were  almost  invariably  at  war  with  some  or  other  of 
the  Mohekaneew  tribes.  With  this  spirit  and  its  necessary  con- 
sequences, it  is  impossible  that  they  should  have  made  their  way 
through  the  Western  branches  of  the  Mohekaneews,  or  in  other 
words  of  enemies  dispersed  over  a  territory  of  near  three  thou- 
sand miles  in  extent,  in  any  other  manner  than  by  conquest. 

This,  however,  is  far  from  being  their  own  account  of  their  ori- 
gin. 

From  Mr.  Kirkland  I  received  the  following  story,  formally  de- 
livered to  him,  as  he  told  me,  in  a  solemn  assembly  of  the  Oneida 
Sachems  and  some  others  of  their  principal  people. 

Before  Man  existed,  there  were  three  great  and  good  Spirits; 
of  whom  one  was  superiour  to  the  other  two,  and  is  emphatically 
called  the  great  Spirit  and  the  good  Spirit.  At  a  certain  time 
this  exalted  Being  said  to  one  of  the  others,  ''make  a  man."  He 
obeyed  and  taking  chalk  formed  a  paste  of  it,  and  moulding  it  in- 
to the  human  shape  infused  into  it  the  animating  principle,  and 
brought  it  to  the  great  Spirit.  He,  after  surveying  it,  said  "This 
is  too  white." 

He  then  directed  the  other  to  make  a  trial  of  his  skill.  Accor- 
dingly taking  charcoal  he  pursued  the  same  process,  and  brought 
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the  result  to  the  great  Spirit;  who  after  suiTeying  it,  said,  "  It  it 
too  black." 

Tlicn  said  the  great  Spirit,  'M  will  now  try  myself;"  and  taking 
red  earth  he  formed  a  human  being  in  the  same  manner,  survey- 
ed it,  and  said,  '''J'his  is  a  prt)p»r  (or  pi  rkcl)  man."  These 
three,  a^  von  will  naturally  anlnipate,  wer(.'  the  original  ancestors 
of  all  the  white,  blark,  and  red  men  of  our  race. 

It  is  hardly  necessary  to  observe  that  the  Iroquois,  who  had  no 
knowledge  of  white  men  until  the  arrival  of  the  European  Colo- 
nists, nor  of  a  black  man  until  many  years  afterward,  made  this 
story  in  order  to  explain  the  origin  of  these  dilTerent  classes  of 
men;  and  that  it  is  of  rather  a  philosophical  than  of  an  historical 
nature.  Nor  can  it  be  denied  that  the  philosophy  is  as  rational 
as  that  of  most  other  theorists.  Still  it  is  possible  that  it  may  be 
partially  made  up  of  traditionary  history,  and  may  in  the  same 
manner  exhibit  to  us  what  were  the  original  apprehensions  of 
these  people  concerning  the  creation  of  man.  The  word  "Ad- 
am" seems  originally  to  have  signified  red  earth. 

The  Iroquois,  like  the  Hindoos,  made  the  earth  ultimately  rest 
upon  the  back  of  the  turtle. 

The  account  given  by  the  Oneidas  to  Mr.  Deane  of  their  my- 
thology, is  widely  different  from  that  which  has  been  recited.  It 
is  truly  Indian  in  all  its  parts.  I  will  give  you  the  substance  of 
it;  taking  the  liberty  to  abridge  it  in  several  places  where  the 
facts  recorded  are  of  minor  importance,  and  would  contribute  lit- 
tle or  nothing  towards  the  elucidation  of  the  scheme. 

An  unlimited  expanse  of  water  once  filled  the  space  now  occu- 
pied by  the  world  which  we  inhabit.  Here  was  the  abode  of  to- 
tal darkness,  which  no  ray  of  light  had  ever  penetrated.  At  this 
time  the  human  family  dwelt  in  a  country,  situated  in  the  upper 
regions  of  the  air;  abounding  in  every  thing  conducive  to  the 
comfort  and  convenience  of  life.  The  forests  were  full  of  game  ; 
the  lakes  and  streams  swarmed  with  fish  and  fowl  ;  while  the 
ground  and  fields  spontaneously  produced  a  constant  profusion  of 
vegetables  for  the  use  of  man.  An  unclouded  sun  enlivened  their 
days  ;  and  storms  and  tempests  were  unknown  in  that  happy  re- 
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gion.  The  inhabitants  were  strangers  to  death  and  its  harhintjers 
pain  and  disease  ;  while  their  minds  were  free  from  the  corroding 
passions  of  jealousy,  hatred,  malice,  and  revenge ;  so  that  their 
state  was  made  perfectly  happy. 

"At  length,  however,  an  event  occurred,  which  interrupted 
their  tranquility,  and  introduced  care  and  anxiety  until  then  un- 
known. A  certain  youth  was  noticed  to  withdraw  himself  from 
the  circle  of  their  social  amusements.  The  solitary  recesses  of 
the  grove  became  his  favorite  walks — Care  and  chagrin  were  de- 
picted in  his  countenance ;  and  his  body  from  long  abstinence 
presented  to  the  view  of  his  friends  the  mere  skeleton  of  a  man. 
Anxious  solicitude  in  vain  explored  the  cause  of  his  grief;  until 
at  length,  debilitated  both  in  body  and  mind,  he  yielded  to  the 
importunity  of  his  associates,  and  promised  to  disclose  the  cause 
of  his  trouble,  on  condition  that  they  would  dig  up  by  the  roots  a 
certain  white-pine  tree,  lay  him  on  his  blanket  by  the  margin  of 
the  hole,  and  seat  his  wife  by  his  side.  In  a  moment  all  hands 
were  ready.  The  fatal  tree  was  taken  up  by  the  roots  ;  in  doing 
which  the  earth  was  perforated,  and  a  passage  opened  into  the 
abyss  below.  The  blanket  was  spread  by  the  hole,  the  youth 
laid  thereon,  and  his  wife  then  in  a  state  of  pregnancy  took  her 
seat  by  his  side.  The  multitude,  eager  to  learn  the  cause  of  such 
strange  and  unusual  conduct,  pressed  around;  when  on  a  sudden, 
to  their  horror  and  astonishment,  he  seized  upon  the  woman,  and 
precipitated  her  headlong  into  the  regions  of  darkness  below  ; 
then  rising  from  the  ground,  he  informed  the  assembly  that  he  had 
for  some  time,  suspected  the  chastity  of  his  wife,  and  that,  having 
now  disposed  of  the  cause  of  his  trouble,  he  should  soon  recover 
his  usual  health  and  vivacity. 

"  All  those  amphibious  animals,  which  now  inhabit  this  world, 
then  roamed  through  the  watery  waste,  to  which  this  woman  in 
her  fall  was  hastening.  The  Loon  first  discovered  her  coming, 
and  called  a  council  in  haste  to  prepare  for  her  reception  ;  obser- 
ving that  the  animal  which  approached  was  a  human  being,  and 
that  earth  was  indispensably  necessary  for  its  accommodation. 
The  first  subject  of  deliberation  was,  who  should  support  the  bur- 
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den.  'I'lui  Sca-Bcar  lii^t  prrscntrd  hirn-elf  for  a  irial  of  liis 
strength.  Instantly  the  other  animals  gathered  round  and  scram- 
bled up  upon  his  back ;  while  the  bear  unable  to  support  the  weight, 
sunk  beneath  the  surface;  of  the  water,  and  was  b)  the  whole  as- 
sembly judged  une(jual  to  the  task  of  supporting  the  Earth.  Sev- 
eral others  in  succession  presented  themselves  as  candidates  for 
the  lionour,  with  similar  success.  Last  of  all  the  Turtle  modest- 
ly advanced,  tendering  his  broad  shell  as  the  basis  of  the  Earth 
now  about  to  be  formed.  The  beasts  then  made  trial  of  his 
strength  to  bear,  heaping  themselves  upon  his  back;  and.  (hiding 
their  united  pressure  unable  to  sink  him  b(!low  the  surface,  ad- 
judged to  him  the  honour  of  supporting  the  World. 

"A  foundation  being  thus  provided,  the  next  subject  of  delib- 
eration was  how  to  procure  earth.  It  was  concluded  that  it  must 
be  obtained  from  the  bottom  of  the  sea.  Several  of  the  most  ex- 
pert divers  went  in  quest  of  it,  and  unifo/mly  floated  up  dead  to 
the  surface  of  the  water.  The  Mir)k  at  length  undertook  the  dan- 
gerous plunge  ;  and,  after  a  long  absence  arose  dead.  On  a  crit- 
ical examination  a  small  quantity  of  earth  was  discovered  in  one 
of  his  claws,  which  he  had  scratched  from  the  bottom.  This 
being  carefully  preserved,  was  placed  on  the  back  of  the  Turtle. 

In  the  meantime  the  womap  continued  falling,  and  at  length 
alighted  on  the  Turtle.  The  earth  had  already  grown  to  the 
Fizc  of  a  man's  foot,  where  she  stood  with  one  foot  covering  the 
other.  Shortly  she  had  room  for  both  feet,  and  was  soon  able  to 
sit  down.  The  Earth  continued  to  expand,  and  soon  formed  a 
small  island,  skirted  with  willow  and  other  aquatic  shrubbery; 
and  at  length  stretched  out  into  a  widely  extended  plain,  inter- 
spersed w  ith  rivers  and  smaller  streams,  which  with  gentle  cur- 
rents moved  forward  their  tributary  waters  to  the  ocean.  She 
repaired  to  the  sea-shore,  erected  a  habitation,  and  settled  in  her 
new  abode. 

''Not  long  after,  she  was  delivered  of  a  daughter,  and  was  sup- 
ported by  the  spontaneous  production^  of  the;  Earth,  until  the 
child  arrived  to  adult  years.  She  wa-  then  solicited  in  marriage 
by  several  animals  changed  into  the  forms  of  young  men;  but 
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the}  were  rejected  successively  by  the  mother,  until  the  Turtle 
offered  himself  as  a  suitor  and  was  received.  After  she  Iiad  laid 
herself  down  to  sleep,  the  turtle  placed  two  arrows  on  her  body 
in  the  form  of  a  cross  ;  one  headed  with  Hint ;  the  other  with  the 
rough  bark  of  a  tree.  In  due  time  she  was  delivered  of  two  sons, 
but  died  in  child-biith. 

"The  Grandmother,  enraged  at  her  daughter's  death,  resolved 
to  destroy  them ;  and,  taking  them  both  in  her  arms,  threw  them 
both  into  the  sea.  Scarcely  had  she  reached  her  weekwam,  when 
the  children  overtook  her  at  the  door.  The  experiment  was  sev- 
eral times  repeated,  but  in  vain.  Discouraged  by  this  ill  success, 
she  concluded  to  let  them  live.  Then  dividing  the  corpse  of  her 
daughter  into  two  parts,  she  threw  them  up  towards  the  Heavens ; 
where  one  became  the  moon,  and  the  other  the  sun.  Then  be- 
gan the  succession  of  day  and  night  in  our  world. 

"  The  children  speedily  became  men,  and  expert  archers.  The 
elder,  whose  name  was  Thauwiskalau,  had  the  arrow  of  the  tur- 
tle which  was  pointed  with  the  flint,  and  killed  with  it  the  largest 
beasts  of  the  forest.  The  younger,  whose  name  was  Taidonghy' 
amvaugoon,  had  the  arrow  headed  with  bark.  The  former  was, 
by  his  malignant  disposition,  and  his  skill  and  success  in  hunting, 
a  favourite  with  his  grandmother.  They  lived  in  the  midst  of 
plenty  ;  but  would  not  permit  the  younger  brother,  whose  arrow 
was  insufficient  to  destroy  any  thing  larger  than  birds,  to  share  in 
their  abundance. 

"  As  this  young  man  was  wandering  one  day  along  the  shore, 
he  saw  a  bird  perched  upon  a  bough,  projecting  over  the  water. 
He  attempted  to  kill  it;  but  his  arrow,  till  that  time  unerring, 
flew  wide  of  the  maik,  and  sunk  in  the  sea.  He  determined  to 
recover  it  ;  and,  swimming  to  the  spot  where  it  fell,  plunged  to 
the  bottom.  Here,  to  his  astonishment,  he  found  himself  in  a 
small  cottage.  A  venerable  old  man,  who  was  sitting  in  it,, re- 
ceived him  with  a  smile  of  paternal  complacency,  and  thus  ad- 
dressed him  : — '  My  son,  I  welcome  you  to  the  habitation  of  your 
father.  To  obtain  this  interview,  T  directed  all  the  circumstan- 
ces which  have  conspired  to  bring  you  hither.     Here  is  your  ar- 
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row,  and  liere  is  an  car  of  corn,  which  you  will  find  pleasant  and 
wholesome  food.  I  have  watched  the  unkindness  of  both  your 
grandmother  and  your  brother.  His  disposition  is  malignant  and 
cruel.  While  he  lives,  the  world  can  never  he  peopled.  You 
must  therefore  take  his  life.  Uhcn  >{)u  return  home,  you  must 
traverse  the  whole  earth,  collect  all  the  Hints  which  you  find,  in- 
to heaps,  and  hauLj  up  all  the  buckshorns.  These  are  the  only 
thinu^s  of  which  your  brother  is  afraid,  or  which  can  make  any 
impression  on  his  body,  which  is  made  of  flint.  They  will  fur- 
nish you  with  weapons  always  at  hand,  wherever  he  may  direct 
his  course.' 

"  Having  received  these  and  other  instructions  from  his  father, 
the  young  man  took  his  leave  ;  and,  returning  again  to  the  world, 
began  immediately  to  obey  his  father''s  directions. 

"After  a  series  of  adventures,  which  it  is  unnecessary  here  to 
repeat,  the  two  brothers  began  a  quarrel,  in  which  the  elder  en- 
deavoured to  destroy  the  younger,  but  failing  of  his  purpose,  was 
attacked  in  his  turn.  As  he  fled  the  earth  trembled.  A  verdant 
plain,  bounded  by  the  distant  ocean,  lay  before  him.  Behind  him 
the  ground  sunk  in  deep  vallies  and  frightful  chasms,  or  rose  into 
lofty  mountains  and  stupendous  precipices.  The  streams  erased 
to  roll  in  silence,  and  bursting  their  barriers,  poured  down  the 
clilfs  in  cataracts,  or  foamed  through  their  rocky  channels  towards 
the  ocean. 

*'The  younger  brother  followed  the  fugitive  with  a  vigorous  step, 
and  wounded  him  continually  with  his  weapons.  At  length,  in  a 
far  distant  region,  beyond  the  savannahs  in  the  South-West,  he 
breathed  his  last,  and  loaded  the  earth  with  his  flinty  form.* 

"The  great  enemy  to  the  race  of  the  turtle  being  destroyed, 
they  came  up  out  of  the  ground  in  the  human  form,  and  for  some 
time  multiplii'd  in  peace,  and  spread  extensively  over  its  surface. 

*'  The  grandmother  routed  to  furious  resentment  for  the  loss 
of  her  darling  son,  resolved  to  be  avenged.  Kor  many  days  suc- 
cessively she  caused  the  rain  to  descend  from  the  clouds  in  tor- 
rents, until  the  wliole  surface  of  the  earth,  and  even  the  highest 

•  Supposed  to  intend  the  lofty  range,  now  called  the  '  Ro(  ky  Mountain?.' 
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mountains  were  covered.  The  inhabitants  fled  to  their  canoes, 
and  escaped  the  impending  destruction.  The  disappointed  grand- 
mother then  caused  the  rains  to  cease  and  the  waters  to  subside. 
The  inhabitants  returned  to  their  former  dwellings*  She  then 
determined  to  effect  her  purpose  in  another  manner,  and  covered 
the  earth  with  a  deluge  of  snow.  To  escape  this  new  evil  they 
betook  themselves  to  their  snow-shoes,  and  thus  eluded  her  ven- 
geance. Chagrined  at  length  by  these  disappointments,  she  gave 
up  the  hope  of  destroying  the  whole  human  race  at  once  ;  and 
determined  to  wreak  her  revenge  upon  them  in  a  manner,  which, 
though  less  violent,  should  be  more  efficacious.  Accordingly  she 
has  ever  since  been  employed  in  gratifying  her  malignant  dispo- 
sition, by  inflicting  upon  mankind  all  the  various  evils  which  are 
suffered  in  the  present  world.  Taulonghyauwaugoon*  on  the 
other  hand,  displays  the  infinite  benevolence  of  his  nature  by 
bestowing  on  the  human  race  the  blessings  which  they  enjoy,  all 
of  which  flow  from  his  bountiful  providence." 

This  wonderful  story,  also,  you  will  perceive  is  chiefly  philo- 
sophical, and  certainly  approaches  much  nearer  to  the  extrava- 
gance of  the  Hindoo  philosophy  than  to  the  more  chastened  spir- 
it of  toe  Greeks.  It  is  however  far  behind  the  excessive  excur* 
sions  of  the  Hindoo  tales. 

The  Iroquois,  and  probably  all  the  other  Indians,  attributed, 
in  their  superstition,  not  only  intelligence,  but  sanctity,  to  at  least 
many  kinds  of  animals  ;  probably  to  all.  This  also  was  the  gen- 
eral apprehension  of  the  Hindoos,  and,  if  I  mistake  not,  of  many 
other  Asiatic  nations  ;  as  it  was  also  of  the  Egyptians.  The 
sanctity  of  serpents,  a  doctrine  remarkably  prevalent  among  the 
North-American  Indians,  was,  as  you  know,  a  favourite  scheme 
throughout  the  whole  polytheistical  world  ;  and  images  of  these 
animals  were  formed  in  great  numbers  both  within  and  without 
the  temples  dedicated  to  idol  worship. 

*  Taulonghyauwau^oon,  literally  translated,  is  the  ''  Holder  or  Supporter  of  the 
Heavens^  This  is  the  Bein^,  who,  in  Indian  speeches,  by  a  corrupt  translation,  is 
called  the  Great  Spirit  or  Good  Spirit. 
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T\\v  lio.jiioi*-  profcsscil  to  be  (icsrcndod  fiom  the  Turtle,  tlic 
Bear.  :iiui  llic  Wolf.  This  descent,  however,  was  not  reckoned 
from  tlicse  Ijeintjs  as  nure  animals,  but  as  iutellii^eiices  endued 
with  a  portion  of  the  Hivine.  or  at  least  a  superiour  nature.  The 
Divinity  ascribed  hv  the  Hindoos  to  thr  ("ow.  they  attributed  to 
the  Turtle  pre-eminently,  to  the  Bear,  tin'  )\'olf.  tlie  Snake,  and 
nnany  otiier  animals.*  Nor  is  there  any  thini^f  more  absurd  in 
this  than  in  the  story  of  Jupiter's  adventure  with  Kuropa  ;  the 
})irth  of  AlcxaiKhM- the  Great,  as  announced  by  himself;  or  a  multi- 
tude of  other  recitals  presentt  d  to  us  in  the  Greek  and  Roman 
fable. 

'J'lie  Iroipiois,  as  I  have  just  observed,  claimed  (heir  descent 
from  the  Turtle,  the  Bear,  and  the  Wolf.  Possibly,  in  a  less  rude 
state  of  society,  they  bore  images  of  these  animals  on  their  stand- 
ards ;  and  the  memory  of  this  fact  may  have  descended  to  us  in 
tliis  distorted  fable.  Of  these  ancestors,  the  Turtle  was  deemed 
the  most  honourable.  A  method  therefore  must  be  devised  for 
deriving  their  genealogy  from  this  dignified  source.  ^Vith  this 
scheme  were  obviouslv  connected  the  dogmas  of  their  religion  ; 
just  as  other  nations  have  united  their  own  with  the  origin  of  na- 
tions. The  task  in  this  place  was  certainly  a  diflicult  one;  but 
the  performance  of  it  was  indispensable.  Some  man  among  them, 
distinguished  for  wisdom  and  authority,  was  probably  induced  to 
undertake  it,  and  made  up  the  mass  out  of  the  creed  and  tradi- 
tionary tales  of  the  nation.  What  these  would  not  supply,  he 
furnished  from  his  own  fancy. 

It  is  not  a  mere  effort  of  the  imagination  to  hnd,  i^ven  in  ihis 
monstrous  mixture,  some  remains  of  real  history.  The  story  of 
the  Chaos,  and  the  darkness  by  whi(  h  il  was  covered  :  of  Para- 
disc,  and  the  happiness  with  which  il  was  replenished-,  is  not  ill 
told  at  the  beginning  of  this  narrative  if  we  suppose  ar>  Indian  to 
be  the  narrator.  The  existence  of  the  Deluge  is  distinctly  mark- 
ed, and  Ihe  deliverance  of  the  human  race  from  its  devastation. 
A  few  other  facts  may  also  be  distantly  di-cerned  by  a  critical  ex- 
aminer. 

•  Sec  a  very  curious  account  of  the  reverence  ami  afiection  eulerlaineJ  for  tlie 
Bear  by  the  Chippewa?  in  "  Henry's  Tra\  el-  in  Upper  Canada." 
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I  will  only  add,  that  the  Oneidas  pretend,  even  now,  to  point 
out  the  place  where  their  ancestors  emerged  from  the  ground ; 
and  that  they  themselves  at  the  prcs(;nt  time  assign  a  very  diiTcr- 
ent  reason  why  they  denominate  different  bodies  of  their  tribe 
the  clans  of  the  Turtle,  Bear,  and  Wolf:  viz.  that,  when  they 
first  emerged  from  the  ground,  they  were  a  collection  of  savage 
beast-like  beings,  and  assumed  these  appellations  therefore,  to  ex- 
hibit their  own  views  of  their  original  character.  You  cannot 
but  perceive,  however,  that  this  explanation  is  a  complete  con- 
tradiction to  the  whole  spirit  of  this  story,  and  to  all  that  pride 
which  is  the  predominant  attribute  of  our  nature  in  general,  espe- 
cially as  it  exists  in  savages.  It  is  therefore  only  an  attempt  of 
Indian  philosophy  to  explain  what  to  them  seemed  otherwise  in- 
explicable. 

Mr.  Deane  informed  me  that  the  mythology  of  the  Oneidas, 
that  which  has  been  here  recited,  is,  with  some  variation  of  cir- 
cumstances, the  mythology  of  all  the  Six  Nations. 

1  am,  Sir,  yours,  &c. 
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(^Tovcrnnjriit  nt  llic  Iroqijoi* — Sac  lirm« — Ciistojii'-  and  Laws  of  the  Nation. 

Deur  Sir, 

The  government  oT  each  tribe  of  the  Iroquois  is  lodged  in  the 
Council  of  that  tribe  ;  consisting  especially  of  the  men  whose 
years,  exploits,  wisdom,  and  eloquence,  have  given  them  pecul- 
iar weight  in  the  eyes  of  their  brethren.  Ordinarily  this  Coun- 
cil regulated  by  their  decisions  the  internal  alFairs  of  the  tribe. 
But  if  the  warriours  refused  to  be  governed  by  their  determina- 
tion^, the  Council  had  no  coercive  power  to  constrain  obedience; 
and  the  matter  in  question  took  its  own  course. 

In  diflirult  cases  however,  although  the  warriours  refused  to  be 
governed  by  the  decisions  of  their  Councillours,  yet  there  was  a 
remedy.  The  Sachems  requested  the  women  of  principal  repu- 
tation to  assemble  in  a  Council  by  themselves,  and  to  advise  the 
warriours  to  desist  from  such  enterprises  as  they  were  preparing 
to  undertake  against  the  advice  of  the  men.  If  the  women  oppo- 
sed the  enterprize  the  warriours  always  gave  it  up;  because  the 
opposition  of  such  a  female  Council  to  any  public  undertaking, 
was  regarded  as  a  bad  omen.* 

The  Sachems  had  no  coercive  power. 

The  Sachemdom  was  hereditary ;  but  the  descent  was  always 
on  the  female  side  only.  The  son  of  a  daughter,  whenever  there 
was  one,  succeeded  to  the  title. 

•"  Our  aiHTstors  conHderpil  it  as  a  ^reat  offence  to  rpjcct  the  counsels  of  their 
•womtMi ;  particularly  of  the  female  s^ovcnies^e?.  They  were  esteemed  mistresses  o^ 
the  poil.  Who,  said  our  forefather?,  brinp^  us  into  being; ;  who  cultivate  our  lands, 
kindle  our  fire?,  and  boil  our  pot-,  but  the  wouien? 

"They  iutreat  that  the  venention  of  their  anccstora  in  favour  of  women  be  not 
disreg:arded,  and  that  they  may  not  be  dcspisetl.  The  Great  i^pirit  is  their  Maker. 

"  The  female  governesses  beg  leave  to  speak  with  that  freedom  allowed  to  womeu, 
and  agreeably  to  the  spirit  of  our  ancestors.  They  intreat  tlie  great  chief  to  put 
forth  his  strength,  and  prtfcrve  them  in  jtrace;  for  they  are  the  lile  of  the  nation." 
Discourse  of  the  Hon.  Mr.  C Union— ^I pp.  .Vo.  3,  P.  80,  81. 
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Influence  in  the  tribe  was  always  that  of  nnerit:  the  man  of  the 
greatest  talents  and  efficiency  being  the  most  powerful  man,  what- 
ever might  be  the  family  from  which  he  derived  his  origin. 

Hunting,  fighting,  eloquence,  and  prudence  in  Council,  wore 
the  only  means  of  personal  consequence ;  and  a  descendant  of 
the  Sachem  blood  has  rarely  been  a  man  of  much  importance. 
In  these  respects  the  customs  of  the  Iroquois  differed  entirely 
from  those  of  the  MohekaneeAvs ;  among  whom  the  descent  was 
reckoned  on  both  sides ;  and  the  Sachem  as  such,  had  commonly 
more  influence  than  any  other  man. 

The  daughters  of  Sachems  married  Plebeians  without  any  hin- 
drance or  disgrace  ;  and  a  young  hunter  of  reputation  was  always 
regarded  as  a  proper  match  for  any  woman. 

Women  in  various  instances  have  been  no  less  distinguished  for 
eloquence  than  men. 

Witches  and  wizards  were  condemned  by  a  public  Council, 
and  were  then  publicly  knocked  on  the  head.  After  their  exe- 
cution they  were  sometimes  burnt,  and  at  other  times  buried. 
These  were  the  only  criminals  who  were  publicly  punished ;  nor 
were  any  other  persons  publicly  tried. 

Murderers  were  put  to  death  by  the  avenger  of  blood  ;  usually 
a  near  relation  of  the  deceased. 

Incontinence  and  theft  were  never  punished;  yet  they  were 
not  characteristically  lewd. 

Marriages  were  often  contracted  for  children  by  their  parents  j 
but  the  intended  husband  might  refuse  to  take  the  intended  wife 
without  any  disgrace. 

The  age  at  which  young  men  usually  married  was  about  twenty- 
eight. 

Ordinarily  they  do  not  appear  to  have  been  much  aflfected  by 
the  passion  of  love. 

The  husband  usually  built  the  weekwam,  and  provided  meat 
for  the  family.  The  wife  furnished  the  vegetable  food.  The 
wife  made  baskets,  and  the  husband  the  other  domestic  utensils. 
The  men  made  also  their  canoes  and  weapons. 


'200  THK  IROQUOIS. 

The  men  oppressed  the  women  by  forcing  Ihem  to  labour,  and 
to  carry  burdens. 

Labour  was  despised  by  the  men. 

The  separation  of  a  married  pair  was  not  esteemed  disgraceful, 
either  to  themselves,  or  their  children,  if  they  had  before  open- 
ly lived  tof^ether.  If  the  woman  had  been  before  married,  and 
had  had  children  hy  her  former  hu'^band  ;  these  children,  in  case 
of  a  separation,  went  with  her. 

'J'he  women  discovered  no  fear  of  the  men. 

'J'he  Iroquois  reirularly  professed  friendship  to  each  other;  and 
every  one  had  those  whom  he  called  his  friends. 

They  never  quarrelled  with  each  other,  unless  when  they  were 
intoxicated;  and  at  times  became  intoxicated,  that  they  might 
(juarrel  without  any  disgrace;  it  being  considered  as  a  scandalous 
thing  for  a  man  to  quarrel  when  he  was  sober. 

A  drunken  man  was  not  regarded  as  responsible  for  his  actions, 
or  as  being  a  moral  agent. 

They  treated  their  old  people,  that  is,  such  as  had  become  in- 
capable of  doing  the  business  of  life,  wi(h  xcry  little  respect;  and 
neglected  even  their  parents  in  theii-  old  age,  to  an  extreme  de- 
gree. The  daughters  of  Skenando,  the  present  Sachem  of  the 
Oneidas,  are  very  dutiful  to  him.  This  is  an  uncommon,  perhaps 
a  singular  fact.     His  son  is  very  undutiful. 

They  live  at  times  to  a  great  age.  Skenando  is  supposed  to  be 
not  far  from  one  hundred  and  twenty  years  old.* 

*  The  lollowiug  account  of  the  death  of  this  Chief,  published  in  tlie  UticH  Patriot 
of  .March  IDth,  1816,  cannot  fail  of  beings  acceptable  to  tny  readers.  In  a  few  partic- 
ulars it  is  abridged. 

**Died,  at  his  residence  near  Oneida  Castle,  on  Monday  the  1 1th  insL  Skenando, 
tlie  celebrated  Oneida  Chief,  aged  110  years ;  well  known  in  U)c  wars  which  occur- 
red while  we  were  British  Colonies,  and  in  the  contest  which  issued  in  our  inde- 
pendence, :is  the  undeviatiujij  friend  of  the  people  of  the  United  States.  He  was  very 
?avagc,  and  addicted  to  drunkenness  in  liis  youth;*  but  by  his  own  reflections,  and 

•  «'  In  the  year  1755,  Skenando  was  present  at  a  treaty  made  in  Albany.  At  night 
he  was  ex<e59ively  drunk,  and  in  the  morning  found  himself  in  the  street,  stripped  of 
all  liis  ornaments,  and  every  article  of  clothing.     His  pride  revolted  at  his  self-degra- 

lation,  and  he  resolved  th.tt  he  would  never  again  deliver  himself  over  to  the  iMjwer 
,\i<lrmtg  Water."' 
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Suicide  is  often  committed  by  both  sexes ;  particularly  when 
they  have  been  severely  reproved  by  their  parents.  The  same 
violence  is  done  to  themselves,  also,  in  consequence  of  domestic 
broils;  and  by  women,  when  forsaken  by  their  husbands.  The 
means  of  destruction  are  the  root  of  the  hemlock. 

The  Iroquois  were  anciently  very  hospitable  to  strangers.  The 
house  of  the  principal  man  of  each  village  was  distinguished  by  a 
long  pole  set  up  at  the  door.  To  this  house  all  strangers  resort- 
ed as  a  matter  of  right ;  and  were  entertained  as  long  as  they 
chose  to  stay.  If  they  were  numerous,  the  inhabitants  of  the  vil- 
lage brought  in  provisions  for  their  support.  If  not,  they  were 
furnished  by  the  family.  When  the  strangers  withdrew,  they 
never  thanked  their  host  for  his  kindness ;  the  hospitality  being 
considered  by  both  parties  as  their  due. 

the  benevolent  instructions  of  the  late  Rev.  Mr.  Kirkland,  missionary  to  his  tribe,  he 
lived  a  reformed  man  for  more  than  sixty  years,  and  died  in  Christian  hope. 

From  attachment  to  Mr.  Kirkland  he  had  always  expressed  a  strong  desire  to  be 
buried  near  his  Minister  and  Father,  that  he  might  (to  use  his  own  expression)  "g-o 
icp  with  him  at  the  great  Resurrection.''''  At  the  approach  of  death,  after  listening 
to  the  prayers  which  were  read  at  his  bed-side  by  his  great-grand-daughter,  he 
again  repeated  the  request.  Accordingly,  the  family  of  Mr.  Kirkland  having  re- 
ceived information  by  a  runner  that  Skenando  was  dead,  in  compliance  with  a  pre- 
vious promise,  sent  assistance  to  the  Indians,  that  the  corpse  might  be  conveyed  to 
the  village  of  Clinton  for  burial.  Divine  service  was  attended  at  the  meeting-house 
in  Clinton,  on  Wednesday  at  two  o'clock,  P.  M.  An  address  was  made  to  the  In- 
dians by  Rev.  Dr.  Backus,  President  of  Hamilton  College ;  which  was  interpreted 
by  Judge  Deane  of  Westmoreland.  Prayer  was  then  offered,  and  appropriate  psalms 
sung.  After  service,  the  concourse  which  had  assembled  from  respect  to  the  de- 
ceased Chief,  or  from  the  singularity  of  the  occasion,  moved  to  the  grave  iu  the  fol- 
lowing order : 

Students  of  Hamilton  College, 

Corpse, 

Indians, 

Mr.  Kirkland  and  fiimily, 

Judge  Deane,  Rev.  Dr.  Norton,  Rev.  Mr.  Ayre, 

Officers  of  Hamilton  College, 

Citizens. 

After  interment,  the  only  surviving  son  of  the  deceased,  self-moved,  returned 
thanks  through  Judge  Deane,  as  interpreter,  to  the  people,  for  the  respect  shown  to 
his  father  on  the  occasion,  and  to  Mrs.  Kirkland  and  family,  for  their  kind  and  friend- 
ly attention. 
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The  women  were  peculiarly  kind  to  strangers  ;  and  in  their 
treatment  of  them,  discovered  a  great  degree  of  cordiality  aud 
good-will. 

Family  government  consisted  almost  wholly  in  advice  and  per- 
suasion. Some  parents  took  much  pains  in  advising  their  chil- 
dren, and  inciilLatcci  on  them  useful  lessons  of  morality. 

Skenantlo's  person  was  tall,  well-mado,  ami  robust.  Plis  countenance  was  intel- 
ligent, anJ  displayed  all  the  peculiar  dignity  of  an  Indian  Chief.  In  his  youth  he 
was  a  brave  and  intrepitl  warriour,  and  in  his  riper  years  one  of  the  ablest  counsel- 
lours  amon^  the  North-American  tribes;  possessed  a  vigorous  mind,  and  was  alike 
sagacious,  active,  and  pci-^evering.  As  an  enemy  he  was  terrible.  As  a  friend  and 
ally,  he  was  mild  aud  gentle  in  his  disposition,  and  faithful  to  his  engagements.  His 
vigilance  once  preserved  from  massacre  the  inhabitants  of  the  little  settlement  at 
German  F'lats.  In  Uie  Revolutionary  war,  his  influence  induced  the  Oneidas  to 
take  up  arms  in  favour  of  the  Americans.  Among  the  Indians  he  was  distinguished  by 
the  appellation  of  the  "  JVhite  man  s  friend. 

Although  he  could  speak  but  little  English,  and  in  his  extreme  old  age  was  V)liud, 
yet  his  company  was  sought.  In  conversation  he  was  highly  decorous  ;  evincing 
that  he  had  profited  by  seeing  civilized  and  polished  society,  and  by  mingling  with 
good  comp'iny  in  his  better  days. 

To  a  friend,  who  called  on  him  a  short  time  since,  he  thus  expressed  himstlf  by  an 
interpreter :  "  I  am  an  aged  hemlock.  The  winds  of  an  hundred  winters  have  whis- 
tled through  my  branches ;  I  am  dead  at  the  top.  The  generation  to  which  I  belong- 
ed, have  runaway,  and  left  me ;  why  I  live,  the  Great  Good  Spirit  only  knows. 
Pray  to  my  Jesus,  that  I  may  have  patience  to  wait  for  my  appointed  time  to  die." 

Honoured  Ciiicf  1  His  prayer  was  answered  ;  he  was  cheerful  and  resigned  to  the 
last.  For  several  year?  he  kept  his  dress  for  the  grave  prepared.  Once,  and  again, 
and  again,  he  ci^me  to  Clinton  to  die;  longing  that  his  soul  might  be  with  Christ, 
and  his  body  in  the  narrow  house,  near  his  beloved  Christian  teacher. 

While  the  ambitious  but  vulgar  great  look  principally  to  sculptured  monuments 
and  to  riches  in  the  temple  of  earthly  fame  ;  Skenando,  in  the  spirit  of  the  only  real 
nobility,  stood  with  his  loins  girded,  waiting  the  coming  of  the  Lord.  His  Lord  has 
come  I  and  the  day  approaches  when  the  green  hillock  that  covers  his  dust  will  be 
more  respected  than  the  Pyramids,  the  Mausolea,  and  the  Pantheons  of  the  proud, 
and  imperious.  His  simi)le  turf  and  stone  will  be  viewed  with  veneration,  when 
their  tawdry  ornament?  shall  awaken  only  pity  and  disgust. 

"  Indulge,  my  native  land,  indulge  the  tear, 
"  That  steals  impassion'd  o'er  a  nation's  doom ; 
"  To  me  each  twig  from  Adam's  stock  is  near  ; 
"  And  sorrows  fall  upon  an  Indian's  tomb.'' 

Chntony  March  11//-,  lUlfi. 
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They  have  had  no  other  worship,  within  the  knowledge  of  Mr. 
Deane,  except  the  annual  sacrifice  of  a  dog  to  Taulonghyauwau- 
goon,  the  "  Supporter  of  the  heavens,''^  At  this  sacrifice  they  eat 
the  dog. 

The  dog  is  their  most  precious  property. 

Their  mythology  is  regularly  communicated  by  the  old  Sachems 
to  the  young. 

There  is  no  trace  among  the  Iroquois,  within  the  knowledge  of 
Mr.  Deane,  of  any  tradition  of  their  advent  from  the  Western  re- 
gions. When  asked  concerning  their  origin,  they  regularly  an- 
swer, that  they  came  up  out  of  the  ground,  in  the  regions  where 
they  now  live. 

Such  is  the  account  which  was  given  me  of  this  extraordinary 
people  by  Mr.  Deane.  T  am,  Sir,  yours,  &c. 


LET!  KR  111. 

Origin  ot  tlic  lri>puii; — Their  wrxrliko  (harantrr — Their  t':iithfalne«s  in  keeping: 
treaties — their  eloqucnrc  and  lan^fua^e — Mischiefs  produced  by  ardent  spirits — 
The  effects  of  Gen.  Sullivan's  inarch  Ihrouijh  tlieir  country — Feast,  or  thauk?- 
giving  of  the  Senecas. 

Dear  5//% 

The  Iroquois  in  my  apprehension,  were,  like  all  the  other  Abo- 
rigines found  by  the  Europeans  in  this  part  of  North-America,  of 
Tartar  origin  ;  and,  at  some  period  of  time  unknown  to  them- 
selves as  well  as  to  us,  came  to  this  continent  across  the  Streights 
of  Behring.  By  their  language,  which  was  radically  different  from 
those  of  most,  if  not  of  all  other  tribes,  they  were  completely  sep- 
arated from  the  other  Indians  of  this  continent,  and  firmly  uni- 
ted together.  Their  union  must  have  been  strengthened  by  the 
smallness  of  their  numbers ;  for,  if  we  should  admit  with  Salmon, 
that  at  the  arrival  of  the  European  Colonists,  they  were  able  to 
raise  ten  thousand  fighting  men,  a  number  not  improbably  double 
to  the  real  one,  they  were  still  a  mere  handful  compared  with  the 
Mohekaneews.  In  all  probability  they  fought  their  way  to  the 
place  of  their  final  settlement.  This  was  the  tradition  of  the 
Mohekaneews ;  and,  as  Dr.  Edwards  many  years  since  informed 
me,  was  anciently  declared  by  some  of  the  Iroquois  themselves. 
That  it  was  true,  cannot  I  think  be  rationally  doubted  by  any 
one  who  considers  their  local  position,  and  looks  for  a  moment 
into  their  own  history. 

But  whatever  was  their  origin,  they  certainly  were  a  very  ex- 
traordinary people.  So  far  as  their  history  is  distinctly  known  to 
us,  they  have,  like  the  Romans  and  Arabians,  done  little  beside 
extending  their  conquests  over  the  nations  within  their  reach. 
It  is  perhaps  a  singular  phenomenon,  that  this  handful  of  people 
should  have  been  able  to  extend  their  dominion  over  a  territory 
comprising  little  less  than  a  million  of  square  miles.  It  may  be 
said  that  the  Romans  were  originally  few,  and  yet  subdued  a  much 
larger  territory.     It  will  be  remembered,  however,  timt  (1k>  Ro- 
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mans  themselves  became  speedily  numerous;  and  at  an  early  peri- 
od employed  the  surrounding,and ultimately distant,nations  in  their 
armies;  whereas  the  numbers  of  the  Iroquois  were  probably  never 
materially  greater  than  when  the  Europeans  lauded  in  this  coun- 
try ;  nor  can  it  be  said  that  they  possessed  any  important  incident- 
al advantages  over  those  whom  they  subdued.  All  their  advan- 
tages seem  to  have  been  personal.  It  was  because  they  were,  or 
made  themselves,  superiour  to  their  neighbours  in  wisdom  and 
courage,  that  they  ultimately  so  far  excelled  them  as  a  warlike 
nation.  It  was  in  this  manner  that  they  became  so  great  a  terror 
to  all  the  Mohekaneew  tribes.  It  does  not  appear  from  their 
language,  that  any  other  nations  are  of  the  Iroquois  stock,  except 
the  Tuscaroras^  and  the  Hurons,  both  of  them  few  in  number ; 
whereas  the  Mohekaneews  filled  a  great  part  of  the  continent. 

According  to  the  accounts  of  the  French  writers,  the  Five  Na- 
tions appropriately  called  IrOvquois,  lived  originally  in  the  North- 
ern parts  of  the  State  of  New- York,  and  in  the  neighbouring  parts 
of  the  Province  of  Canada.  Possibly  this  story  may  be  correct. 
To  me  it  seems  more  probable,  however,  that  they  occasionally 
wandered  thither;  and  that  their  principal  settlements  were 
where  they  now  are,  and  w^here  they  say  they  came  up  out  of  the 
ground.  The  Mohekaneews  of  New-England  believed  that  they 
fought  their  way  to  this  region  from  the  West ;  and  that,  having 
driven  out  the  original  inhabitants,  they  planted  themselves  in 
their  stead.*  However  this  may  be,  they  are  said  by  the  French 
writers  to  have  made  the  planting  of  corn  their  business.  The 
Algonquins^  or  Adirondacks,  a  hunting  and  warlike  nation  in  the 
Northern  parts  of  Canada,  who  despised  the  Iroquois,  quarrelled 
with  them,  and  drove  them  from  all  their  settlements  between 
the  St.  Lawrence  and  Lake  Champlain. 

This  event  roused  both  the  fears  and  the  vengeance  of  the  Iro- 
quois. With  new  spirit  they  betook  themselves  to  the  use  of 
arms,  and  after  a  series  of  adventures,  drove  the  Algonquins  out 
of  their  country. 

*  Dr.  Edwards. 
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From  tills  period  they  became  terrible,  not  only  to  the  Algon- 
«|iiin«,  whom  they  chiefly  destroyed,  but  to  all  the  nations  by 
^vhorn  they  were  encircled.  Some  of  these  they  exterminated  ; 
-om(i  they  drove  into  distant  regions;  some  they  made  their  trib- 
utaries; and  to  the  rest,  they  were  a  source  of  continual  terror.* 
The  Indian  women  on  the  Eastern  coast  of  New-England  used,  it 
IS  said,  to  hu>h  their  crying  children  by  telling  them  "  the  Mo- 
hnicks  are  coming,^'' 

At  subseijuent  periods  they  were  a  severe  and  dreadful  scourge 
to  the  French  in  the  Province  of  Canada,  and  at  times  brought 
them  to  the  borders  of  extermination.  A  large  body  of  them, 
led  by  Sir  William  Johnson  to  co-operate  with  General  Amherst 
in  the  reduction  of  Canada,  had  the  satisfaction  of  seeing  the  an- 
cient enemies  of  that  Province,  whom  they  mortally  hated,  sur- 
render to  the  British  Crown. 

♦  "  ^Vhcn  llie  Dutch  began  the  settlement  of  this  country,  all  the  Indians  on  Long;- 
Ulaml,  and  the  Northern  shore  of  the  Sound,  on  the  banks  of  Connecticut,  Hudson, 
Delaware,  and  Suiquehannah  rivers,  were  in  subjection  to  the  Five  Nations : 
and,  within  the  memory  of  persons  now  living,  acknowledged  it  by  the  payment  ot 
an  annual  tribute." — Smithy  p.  134. 

The  Connecticut  Legislature,  in  their  answer  to  "  Heads  of  enquiry,"  give  a  dif- 
ferent account  of  this  subject.  They  say  "the  original  title  to  the  land?,  on  which  the 
Colony  (of  Connecticut)  was  first  settled,  was,  at  the  time  the  English  came  hither, 
in  the  Pequod  nation  of  Imlians,  who  were  numerous  and  warlike.  Their  country 
extended  from  Narrhaganset  to  Hudson's  river,  and  over  all  Long-l.sland.  Sassa- 
<  tis,  their  groat  Sagamore,  had  under  him  twenty-six  Sachems,  and  exercised  de?- 
l>otic  dominion  over  his  subjects." 

At  this  time  it  is  impossible  to  determine  with  precision  which  of  these  accounts  is 
correct;  or  whrUier  they  are  not  botli  equally  true.  In  the  deed  by  which  Momau- 
quin,  Sachem  of  Quinnipiac,  and  his  people  conveyed  the  lands  borderin*  upon  that 
river  to  the  first  Colonists  of  New-Haven,  they  mention  the  heavy  taxes  levied  upon 
them  by  the  Pffjnods  and  .Mohawks  as  a  principal  inducement  to  this  transaction. 
Irom  this  fact  it  is  evident  that  these  formidable  nations  extended  their  ravages,  and 
•  I  limes  their  dominion,  to  this  spot.  It  is  not  improbable  that  the  Pcquods  claimed 
•he  whole  territory,  mentioned  by  the  Legislature,  and  occasionally  at  least,  kept 
the  inhabitants  in  a  species  of  subjection  by  the  terror  of  their  arms  ;  while  tliere  i? 
.•utricicnt  evidence  that  the  Iroquois  intruded  upon  them  in  various  instances. 

It  does  not  appear  that  the  Pcqumld  acknowledged  them^jclves  inferiour,  in  any 
respect,  to  the  Iroquois,  or  to  any  other  people.  On  the  contrary,  they  seem  evident- 
ly to  have  thought  themselves  also  "On^e-Aoni/'f,"  and  to  have  had  all  the  pride 
of  tlie  Iroquois,  and  perhaps  even  more  insolence. 
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Feeble  and  nerveless  as  was  the  internal  government  of  these 
nations  ;  all  their  great  external  concerns  seem  to  have  been  ab- 
solutely governed  by  their  national  Councils.  These  seem  de- 
finitely to  have  made  war  and  to  have  made  peace  ;  nor  docs  any 
tribe  appear  to  have  felt  itself  authorized  to  withdraw  from  a 
measure  agreed  upon  in  the  national  Senate. 

Between  themselves  their  league  was  perpetual;  nor  is  there  a 
trace  of  defection  on  the  part  of  either  of  their  tribes,  in  their 
whole  remaining  history.  This  league,  apparently  without  any 
alteration,  has  lasted  more,  it  is  impossible  to  say  how  much  more, 
than  two  hundred  years.  I  recollect  no  instance  of  the  same 
stability  in  any  political  union  of  nations  entirely  independent. 

To  their  treaties  with  the  English  they  adhered  with  a  similar 
firmness ;  and  it  must  be  owned  that  their  integrity  in  this  res- 
pect, frequently  cast  a  shade  upon  the  existing  governments  of 
several  of  the  British  Colonies. 

Their  councils  were  conducted  with  the  utmost  decorum.  The 
successive  speakers  were  listened  to  in  profound  silence.  An  in- 
terruption was  unknown,  and  would  have  been  regarded  with  in- 
dignation. They  have  observed  with  too  much  truth,  that,  when 
Indians  are  together,  only  one  talks  at  a  time  ;  but  when  white 
men  are  together,  they  all  talk  at  once. 

Their  eloquence  was  certainly  dignified  and  powerful.  The 
speeches  recorded  by  Dr.  Colden  contain  strong  sense,  bold  con- 
ceptions, and  striking  specimens  of  character.  At  times  also, 
they  are  specimens  of  keen  ridicule.  For  satisfaction  1  refer 
you  to  the  book  itself,  since  the  speeches  are  too  long  to  be  quo- 
ted here. 

While  Mr.  Kirkland  was  a  missionary  to  the  Oneidas,  being  un- 
well, he  was  unable  to  preach  on  the  afternoon  of  a  certain  sab- 
bath ;  and  told  Good  Peter,  one  of  the  head  men  of  the  Oneidas, 
that  he  must  address  the  congregation.  Peter  modestly  and  re- 
luctantly consented.  After  a  few  words  of  introduction  he  began 
a  discourse  on  the  character  of  the  Saviour.  "  What,  my  breth- 
ren, said  he,  are  the  views  which  you  form  of  the  character  of 
Jesus.     You  will  answer,  perhaps,  that  he  was  a  man  of  sin- 
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gular  benevolence.  You  will  tell  me  that  he  proved  llii<  io 
be  his  character  by  the  nature  of  the  miracles  which  he  wrouj^ht. 
All  these  you  will  say  were  kiml  in  (he  extreme.  He  created 
bread  to  feed  thousands  who  were  ready  to  perish.  He  raised 
to  life  the  son  of  a  poor  woman  who  was  a  widow,  and  to  whom 
his  labours  were  necessary  for  her  support  in  old  age.  Are  these 
then  your  only  views  of  the  Saviour?  I  tell  you  they  are  lame. 
When  Jesus  came  into  our  world  he  threw  his  blanket  around 
him  but  the  God  was  within."  This  J  had  from  Mr.  Kirkland 
liimself. 

The  object,  to  which  these  people  sacrificed  all  others,  was  the 
maintenance  of  their  superiority  over  surrounding  nations.  Glo- 
ry and  dominion  with  them,  as  with  the  Romans,  constituted 
their  only  aim.  Hence  their  favourite  title,  Ongue-Homce,  "  7?i6?i 
supcriour  io  all  others,''''  Perhaps  no  example  more  strongly  il- 
lustrates the  efficacy  of  the  human  faculties,  employed  for  the  ac- 
complishment of  a  single  end,  than  the  success  of  the  Iroquois  in 
accomplishing  this  lofty  purpose. 

The  language  of  these  people  was  melodious,  as  well  as  ener- 
getic. Of  this,  the  names  of  persons  and  places  which  are  known 
to  us  arc  no  bad  proof.  The  names  of  some  of  their  Sachems 
were  Garangida,  Chcyva,  Decanesora,  Tahajedoris.  The  Govern- 
or of  Canada  they  called  Onondio,  A  mountain  they  called  Sht- 
nandoa.  Among  their  rivers  were  Alleghany,  Monongahela,  Mia- 
mi, Si'sfjuchannah,  Tioga,  Chenango  and  Unadilla, 

They  valued  themselves  not  a  little  on  their  pronunciation. 
The  Oneidas  are  considered  by  them  as  speaking  their  language 
in  a  manner  more  graceful  and  mellitluous  than  the  rest  of  the 
tribes.  All  of  them  use  the  guttural  aspirate.  The  Tuscaroras 
terminate  a  great  part  of  their  words  with  this  aspirate,  and  are 
laughed  at  by  the  rest  of  their  countrymen  for  the  harshness, 
which  this  circumstance  introduces  into  their  pronunciation.  The 
Oneidas  say,  that  the  pronunciation  of  a  Tuscarora  is  like  the 
noise  of  the  white  man's  wagon  running  down  a  stony  hill. 

You  will  naturally  suppose  that  among  such  a  people,  elo- 
quence was  cultivated  with  great  care,  and  holden  in  the  highest 
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estimation.  To  be  eloquent,  was  among  the  Iroquois,  the  next 
glory  to  that  of  a  renowned  warriour.  By  his  tongue  only,  Red- 
Jacket  rose  to  the  rank  of  a  chief  among  the  Senecas,  without 
the  aid  either  of  birth  or  exploits.  I  have  seen  this  man,  whose, 
proper  name  is  Saguoaha,  and  conversed  with  him.  There  was 
nothing  dignified  in  his  appearance,  nor  in  his  character.  He  in- 
toxicated himself,  whenever  he  could  get  ardent  spirits,  and  was 
on  this  account  regarded  with  contempt  by  his  nation.  This  they 
freely  confessed  to  the  white  people"^;  yet  they  said,  "  he  is  ne- 
cessary to  us  on  account  of  his  eloquence."  Red-Jacket,  in  the 
year  1804,  was  accused  by  the  Seneca  prophet,  brother  of  Corn- 
planter,  of  witchcraft.  Red-Jacket  defended  himself  before  the 
council  of  the  nation,  in  a  speech  of  near  three  hours,  and  pre- 
vailed against  his  enemies.  "  Perhaps,"  says  Mr.  Clinton,  "  the 
annals  of  history  cannot  furnish  a  more  conspicuous  instance  of 
the  triumph  and  power  of  oratory  in  a  barbarous  nation,  devoted 
to  superstition,  and  looking  up  to  the  accuser  as  a  delegated  min- 
ister of  the  Almighty." 

The  language  of  the  Iroquois  has  no  labials.  They  observe, 
with  not  a  little  significance,  "  When  white  men  speak,  they  shut 
their  mouths ;  red  men,  when  they  speak,  open  their  mouths." 

In  a  variety  of  particulars,  their  manners  resembled  those  of 
the  Mohekaneews  already  mentioned.  The  women  labour  in  the 
same  exclusive  manner.  Their  amusements  are  running,  wrest- 
ling, throwing  the  hatchet,  shooting  at  a  mark,  and  gambling.  An 
Indian  will  gamble  till  he  has  lost  all  his  property,  his  blanket,  and 
sometimes  even  his  gun.*  When  they  are  not  employed  in  these  or 
more  serious  pursuits,  they  lie  down  in  any  place  which  suits  them, 
and  doze  away  half  or  even  the  whole  of  the  day.  The  Iroquois  are 
tall,  and  straight,  have  at  times  good  features,  and  some  of  them  a 
very  dignified  appearance.  A  Seneca  chief  named  the  '''Great  Tree''^ 
came  with  eleven  men  of  distinction  chiefly  Tuscaroras  to  West- 
Point  while  I  resided  there  during  the  Revolutionary  war.  This 
man,  in  his  shape,  stature,  features  and  deportment,  was  one  of  the 
most  dignified  and  well-appearing  men  whom  I  have  ever  seen. 

*  Mr,  Kirkland. 
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He  had  a  line  eye,  a  loftj  demeanour,  and  an  aspect  marked  with 
strong  Hnes  of  intelligence.  Indians,  even  those  who  are  shrewd, 
have  generally  smooth  vacant  faces.  His  was  distinguished  by 
that  conformation  of  features,  which  indicates  intense  and  labori- 
ous thought.  Another,  whose  name  I  do  not  now  recollect,  had 
eyes  more  strongly  resembling  those  of  a  rattlesnake  than  I  should 
have  believed  to  be  possible,  but  for  the  testimony  of  my  own. 
Tliis  band  of  chiefs  exhibited  to  us  a  war  dance,  such  as  has  been 
often  described,  a  war-song,  and  the  war-whoop. 

^^  Nil  admirare*''  is  much  more  strongly  and  universally  a  rule 
of  action  to  the  Iroquois,  than  it  could  have  been  of  Horace;  a 
rule  to  which  they  conformed  in  the  most  absolute  manner.!  It 
was  strongly  exemplified  on  the  occasion  mentioned  above.  They 
permitted  themselves  in  no  instance  to  indicate,  that  they  thought 
any  other  persons  equal  to  the  "  Onguc-Homae ;"  or  any  thing, 
done  or  possessed  by  other  nations,  to  be  equally  excellent  with 
what  is  done  or  possessed  by  themselves.  Accordingly,  whenev- 
er they  were  among  the  English,  they  appeared  to  take  no 
notice  of  any  thing  which  they  saw  or  heard  as  extraordina- 
ry, or  meriting  commendation,  or  especially  as  exciting  their 
surprise.  One  of  them,  in  the  year  1776,  came  to  Hartford  as  a 
spy,  to  discover  whatever  he  could  concerning  the  strength  of  the 
Americans.  While  he  was  present  at  the  election,  at  which  there 
are  usually  collected  from  six  to  ten  thousand  people,  and  such 
scenes  of  parade  and  splendour  as  were  very  remote  from  any 
thing  which  he  had  ever  seen  or  imagined  ;  he  apparently  took 
little  more  notice  of  what  he  saw  and  heard  than  if  he  had  been 
asleep  ;  yet,  when  he  returned,  he  told  his  countrymen  that  the 
people  of  Connecticut  alone  were  as  numerous  as  the  leaves  on 
the  forest  trees,  and  that  it  would  be  unsafe  for  the  Six  Nations, 
therefore,  to  enter  into  a  war  with  the  Briti^^h  Colonists.  At  the 
same  time  if  I  remember  right,  he  described  minutely,  and  in 
strong  language,  every  thing  which  had  passed  while  he  was  pres- 
ent. Their  inattention  and  apparent  stupidity  are  therefore 
'  hicfly  affected. 

t  Mr.  Kjrkland. 
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In  one  thing  however  they  acknowledge  the  white  men  to  be 
superiour  to  them.  This,  as  they  express  it,  is  "  making  the  pa- 
per talk,'*'^  Among  the  proofs  of  inferiority  on  the  part  of  the 
whites,  they  never  fail  to  enumerate  labouring,  and  sleeping  on 
beds. 

The  introduction  of  ardent  spirits  among  this  people,  and  in- 
deed among  all  the  Indian  tribes,  has  done  more  mischief  to  them 
than  both  their  diseases  and  their  wars.  Indeed  a  more  profli- 
gate and  pernicious  class  of  men  than  a  great  part  of  those,  who 
are  called  Indian  traders,  has  perhaps  never  existed.  They  have 
been  most  abominable  corruptors  of  the  Indians,  plundered  them 
by  the  grossest  frauds,  and  have  been  the  chief  means  of  prevent- 
ing them  from  becoming  christians. 

The  most  fatal  disasters  which  they  ever  experienced,  were 
effectuated  by  Gen.  Sullivan,  during  his  march  through  their 
country  in  the  year  1779.  After  defeating  them  in  a  general  en- 
gagement, at  a  place  now  called  Newtown  in  the  County  of  Tioga, 
he  marched  through  a  considerable  part  of  their  country,  and  de. 
stroyed  the  villages,  fields  and  orchards,  which  were  in  his  course. 
From  this  blow  they  never  recovered.  The  Sachem,  whom  1 
have  before  mentioned  under  the  name  of  the  Great-Tree,  stood 
on  a  mountain,  and  saw  his  own  possessions  destroyed.  As  this 
Chief  was  a  friend  to  the  Americans,  and  had  strenuously  urged 
his  countrymen  to  observe  a  strict  neutrality  between  them  and 
the  British,  and  had  himself  observed  it  with  great  exactness  ;  his 
countrymen  said  to  him,  "you  see  how  the  Americans  treat  their 
friends."  Great-Tree  calmly  replied,  with  much  good  sense, 
"  What  I  see  is  only  the  common  fortune  of  war.  It  cannot  be 
supposed  that  the  Americans  could  distinguish  my  possessions 
from  yours,  who  are  their  enemies."  This  man  was  never  known 
to  violate  his  word  ;  and  did  not,  on  account  of  this  disaster,  les- 
sen at  all  his  attachment  to  the  Americans. 

After  this  event  the  Iroquois  never  recovered  their  former  lofty 
spirit.  A  part  of  the  character  of  those,  whom  I  have  heretofore 
called  tame  Indians,  is  strongly  visible  in  these  people,  at  least  in 
many  of  them,  as  I  had  a  painful  opportunity  of  seeing  at  Buffaloe 
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in  the  year  1804.  Most  of  their  lands  they  have  surrendered  to 
the  State  of  New- York.  W  ere  they  farmers,  they  have  reserved 
enoii£ih  to  fiirni>h  them  ample  means  of  subsistence.  The  Sene- 
cas  indeed  might,  in  this  case,  be  said  to  be  rich  ;  having  reserv- 
ed almost  one  hundred  acres  for  each  individual  of  their  nation, 
man  woman  and  child  ;  and  having  owned  more  than  one  hundred 
thousand  dollars  in  the  stock  of  the  late  Bank  of  the  United 
States.  Cornplanter,  the  principal  chief  among  the  Scnccas,haS) 
within  the  last  twenty  years,  laboured  earnestly  to  induce  his  na- 
tion to  form  their  possessions  into  private  property,  and  betake 
themselves  industriously  to  farming.  lie  has  also  endeavoured  to 
put  a  stop  to  their  drinking.  It  was  probably  at  his  instance  that  the 
Prophet,  who  was  his  brother,  made  all  those  exertions  for  this  pur- 
pose, which  some  years  past  occupied  a  considerable  part  of  our 
newspapers.  The  impressions  made  by  this  man,  on  the  supersti- 
tious feelings  of  the  Six  Nations  were  considerable,  and  a  part  of 
them  directed  to  valuable  purposes;  but  among  other  things  he  un- 
dertook to  purge  the  nation  from  witchcraft,  and  in  this  way  became 
the  cause  of  violent  death  to  one  or  more  women  belonging  to  these 
tribes.  This  probably  was  one  source  of  his  final  unpopularity. 
Whatever  was  the  cause  he  actually  became  unpopular.  Corn- 
planter  therefore  failed  of  accomplishing  his  benevolent  design. 
This  Chief  is  a  respectable  man,  possesses  a  large  estate,  and 
seems  well  to  understand  the  superiority  of  civilized  to  savage 
society.  Of  late  he  has  discovered  serious  and  favourable  senti- 
ments concerning  the  Christian  Religion.  Mr.  Deane  informed 
me,  that  the  Six  Nations  entertain  many  thoughts  of  removing  in- 
to the  Western  wilderness.  He  observes  that  they  cherish  no 
good-will  towards  the  Americans.  Individuals  they  regard  with 
affection  -,  but  the  people  of  the  United  States  as  a  body,  they 
consider  as  their  enemies.  The  mischiefs  brought  upon  their 
country  by  General  Sullivan,  they  undoubtedly  remember  with 
the  deepest  chagrin  and  resentment.  But  the  evil,  which  is 
most  keenly  felt  by  them,  is  their  own  degradation,  and  the  vast 
superiority  which  the  Americans  have  acquired  over  all  the  Sav- 
age tribes.     One  of  their  countrymen  was  in  the  year  J  804,  ar- 
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rested  for  the  crime  of  murdering  a  white  man,  and  confined  in 
goal  at  Canandagua.  The  Scnccas  very  strenuously  remonstra- 
ted against  his  imprisonment.  They  seemed  to  have  no  serious 
objections  to  his  being  put  to  death  ;  but  they  insisted  that  im- 
prisonment was  proper  only  for  a  slave. 

Upon  the  whole,  the  Iroquois  have  certainly  been  a  very  extra- 
ordinary people.  Had  they  enjoyed  the  advantages  possessed 
by  the  Greeks  and  Romans,  there  is  no  reason  to  believe  that  they 
would  have  been  at  all  inferiour  to  these  celebrated  nations. 
Their  minds  appear  to  have  been  equal  to  any  efforts  within  the 
reach  of  man.  Their  conquests,  if  we  consider  their  numbers 
and  their  circumstances,  were  little  inferiour  to  those  of  Rome 
itself.  In  their  harmony,  the  unity  of  their  operations,  the  ener- 
gy of  their  character,  the  vastness,  vigour,  and  success  of  their 
enterprizes,  and  the  strength  and  sublimity  of  their  eloquence, 
they  may  be  fairly  contrasted  with  the  Greeks.  Both  the  Greeks 
and  the  Romans,  before  they  began  to  rise  into  distinction,  had 
already  reached  that  state  of  society  in  which  men  are  able  to 
improve.  The  Iroquois  had  not.  The  Greeks  and  Romans  had 
ample  means  for  improvement.     The  Iroquois  had  none. 

In  the  preceding  letter,  I  mentioned  from  Mr.  Deane  the  sac- 
rifice of  a  dog,  annually  performed  by  the  Six  Nations.  The  fol- 
lowing account  of  this  subject,  as  it  exists  among  the  Senecas, 
was  given  me,  in  August  1812,  by  the  Rev.  Thaddeus  Osgood, 
who  has  spent  several  years  as  a  missionary,  partly  in  the  United 
States,  and  partly  in  Canada.  Mr.  Osgood  was  present  at  one 
of  these  solemn  festivals,  and  acquired  additional  information, 
such  as  he  wished,  from  the  national  interpreter. 

At  the  time  when  the  Senecas  return  from  hunting  in  January 
or  February  they  annually  keep  a  feast  seven  days  ;  the  profes- 
sed object  of  which  is  to  render  thanks  to  the  Great  Spirit  for  the 
benefits  which  they  have  received  from  him  during  the  preceding 
year,  and  to  solicit  the  continuance  of  them  through  the  year  to 
come.  On  the  evening  before  the  feast  commences,  they  kill 
two  dogs,  and  after  painting  them  with  various  colours  and  dres- 
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sing  them  with   ornaments,  suspend  them  in  the  centre  of  the 
camp,  or  in  some  conspicuous  place  in  the  village. 

The  whole  of  this  solemn  season  is  spent  in  feasting  and  dancing. 
Two  select  bands,  one  of  men  and  another  of  women,  ornament- 
ed with  a  variety  of  trinkets,  and  furnished  each  with  an  ear  of 
corn,  which  is  held  in  the  right  hand.  l)eu;in  the  dance  at  the 
Council-House.  Hotli  choirs,  the  men  leading  the  way,  dance  in 
a  circle  around  the  council-lire,  which  is  kindled  for  the  occasion, 
and  regulate  iheir  steps  by  music.  Hence  they  proceed  to  every 
house  in  the  village,  and  in  the  same  manner  dance  in  a  circle 
around  each  lire. 

On  one  of  the  festival  days  they  perform  a  peculiar  religious 
ceremony,  for  the  purpose  of  driving  away  evil  spirits  from  their 
habitations.  Three  men  clothe  themselves  in  the  skins  of  wild 
beasts  ,  and  cover  their  faces  with  masks  of  a  hideous  appearance, 
and  their  hands  with  the  shell  of  the  tortoise.  In  this  garb  they  go 
from  house  to  house,  making  a  horrid  noise,  and  in  every  house 
take  the  fuel  from  the  fire,  and  scatter  the  embers,  and  ashes 
about  the  floor  with  their  hands. 

Towards  the  close  of  the  festival  they  erect  a  funeral  pile, 
place  upon  it  the  two  dogs,  and  set  in  on  fire.  When  they  are 
partly  consumed,  one  of  them  is  taken  off  and  put  into  a  large 
kettle,  with  vegetables  of  every  kind  which  they  have  cultivated 
during  the  preceding  year.  The  other  dog  is  consumed  in  the 
fire.  The  ashes  of  the  pile  are  then  gathered  up,  carried  through 
the  village,  and  sprinkled  at  the  door  of  every  house.  AVhcn  this 
ceremony  is  ended,  which  is  always  near  the  close  of  the  seventh 
day,  all  the  iidiabitants  feast  together  upon  the  contents  of  the 
kettle  ;  and  thus  the  festival  is  terminated. 

This  mode  of  exhibiting  their  gratitude  is  certainly  far  from 
satisfying  the  feelings  of  a  Christian  ;  yet  I  think  several  of  the 
American  States,  might  learn  from  these  savages  the  important 
lesson  that  it  becomes  a  people,  possessing  the  light  of  revelation, 
to  rend(M-  annually  a  public  tribute  of  thanksgiving  to  the  Great 
Benefactor  of  Mankind,  for  the  blessings  which  they  have  receiv- 
ed during  the  year  from  h\<  bountiful  hand.      7'hl';  however  is  not 
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the  only  religious  service,  which  has  existed  among  the  Six  Na 
tions.  Mr.  Kirkland  informed  me  that  while  he  was  crossing  the 
Oneida  Lake,  with  a  fleet  of  canoes,  a  violent  storm  arose,  from 
which  the  fleet  was  in  the  utmost  danger  of  perishing.  The  chief 
Sachem,  in  whose  canoe,  Mr.  Kirkland  was,  took  from  a  box  in 
the  stern  a  small  quantity  of  fine  powder  made  of  a  fragrant  herb^ 
unknown  to  Mr.  Kirkland,  and  scattered  it  on  the  water.  This 
he  found  was  intended  as  an  oblation  to  the  Deity  acknowledged 
by  the  Sachem. 

There  is  a  stone  too  large  to  be  carried  by  a  man  of  ordinary 
strength,  at  some  distance  Eastward  from  the  Oneida  village, 
which  some  of  these  people  regard  with  religious  reverence,  and 
speak  of  it  as  their  god.  They  say  that  it  has  slowly  followed 
their  nation  in  their  various  removals,  and  allege,  as  decisive  ev- 
idence of  the  declaration,  that  a  few  years  since  it  was  much  far- 
ther to  the  East  than  it  now  is.  The  truth  is,  a  stout  young  man  of 
the  Oneidas,  being  a  wag,  resolved  to  amuse  himself  with  the  cre- 
dulity of  his  tribe  ;  and  therefore,  whenever  he  passed  that  way, 
took  up  the  stone,  and  carried  it  some  distance  Westward.  In 
this  manner  the  stone,  advancing  by  little  and  httle,  made,  in  a 
few  years,  a  considerable  progress,  and  was  verily  believed  by 
some  of  the  Oneidas  to  have  moved  this  distance  spontaneously. 
The  young  fellow  told  the  story  to  an  American  gentleman,  and 
laughed  heartily  at  the  credulity  of  his  countrymen. 

I  am,  Sir,  yours,  &;c. 
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V'olney. 

Dcur   Sir, 

In  a  former  letter  I  mentioned  to  you  that  it  was  my  original 
determination  to  avoid  reading  the  accounts,  given  by  European 
travellers  concerning  the  countries,  which  were  the  immediate 
object  of  my  own  investigation.  My  reason  was;  I  wished  to 
come  to  every  thing  which  I  saw,  without  any  bias  from  the  opin- 
ions of  others  ;  and  to  examine  every  thing  in  the  very  light  in 
which  it  should  appear  to  inc.  At  the  same  time  I  proposed  to 
read,  after  1  had  examined  for  myself,  what  had  been  written  by 
others,  for  the  purpose  both  of  renouncing  my  own  errours,  and 
correcting  theirs.  To  this  design  I  have  rigidly  adhered.  Hav- 
ing finished  my  journies  of  investigation,  I  shall  now  commence 
an  examination  of  several  travellers  from  Great-Britain  and 
France,  who  have  thought  proper  to  visit  this  country,  and  to 
give  their  observations  concerning  it  to  the  world.     I  begin  with 

This  celebrated  Frenchman  was  well  known  in  America,  be- 
fore he  visited  it  in  person,  by  his  writings  ;  particularly  his  trav- 
els in  Syria,  Egypt,  and  Palestine,  and  his  ruins  of  Palmyra.  The 
latter  of  these  publications,  indeed,  gained  him  very  little  reputa- 
tion with  men  of  sobriety  and  good  sense:  but  the  former  was  at 
first,  in  some  degree,  and  continues  still  to  be,  a  popular  work  in 
this  country;  although  Mr.  Antea,  with  every  appearance  of  truth. 
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has  informed  the  public,  that  Volney,  notwithstanding  his  profes- 
sions, never  ascended  the  Nile  a  step  beyond  Cairo.  In  the  Uni- 
ted States  he  certainly  travelled  extensively  :  to  what  purpose  I 
shall  now  proceed  summarily  to  enquire.  My  remarks  will  be  con- 
fined chiefly  to  detached  passages,  and  those  such,  as  assert  facts. 
The  book,  from  which  I  quote,  is  a  translation  of  Volney's  View 
of  the  United  States  by  Mr.  Charles  B.  Brown,  published  in  Phi- 
ladelphia 1804. 

In  the  second  chapter  of  this  work,  page  6th  the  writer  says 
"  In  the  year  1 796,  from  Boston  to  Richmond  in  Virginia,  I 
scarcely  marched  through  a  tract  of  three  miles,  together,  of 
cleared,  or  unwooded,  land.  If  M.  Volney  took  the  upper  road 
from  Boston  to  Springfield,  he  did  not  pass  through  three  miles  of 
wooded  land,  till  after  he  had  passed  Brookfield  a  distance  of 
about  seventy  miles.  Between  Brookfield  and  Springfield,  about 
thirty  miles  adding  all  the  forests,  groves,  and  coppices,  on  the 
Lyme  range  and  the  lean  plains  lying  West  of  it,  perhaps  we 
might  make  five  miles  more.  From  Springfield  to  New- York, 
as  the  road  then  went,  summing  up  the  scattered  collections  of 
wood  on  the  road,  there  may  be  twelve  miles  more.  The  dis- 
tance is  one  hundred  and  forty  miles.  The  whole  distance  from 
Boston  to  New- York  in  this  course  is  two  hundred  and  forty 
miles.  Twenty  miles  of  wood,  made  up  of  fifty  or  sixty  parcels, 
is  the  amount  of  all  the  wooded  land,  which  M.  Volney  saw  in 
this  part  of  his  journey.  Two  of  these  parcels  make  up  eight 
miles  of  the  twenty  ;  and  two  others,  four.  The  remaining  eight 
miles  are  composed  of  groves,  and  coppices,  scarcely  sufficient  in 
number,  or  extent,  to  complete  the  variety,  and  beauty,  of  land- 
scape. This  M.  Volney  must  have  seen,  if  he  kept  his  eyes  open, 
if  he  did  not,  he  should  have  left  the  subject  to  those  who  did. 

If  M.  Volney  proceeded  from  Springfield  to  Hartford  on  the 
Western  side  of  Connecticut  river,  and  went  on  to  Middletown; 
he  rode  twenty  miles  without  passing  a  single  grove,  which  ex- 
tended an  eighth  of  a  mile  along  the  road.  If  he  went  on  the 
Eastern  side  of  the  river;  he  proceeded  forty  miles,  without  pas- 
sing more  than  two  such  groves. 
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Page  9,  the  writer  srvs  '*  The  third  district,  or  Northern  For- 
est, is  likewise  composed  of  the  tir,  pine,  larch,  cedar,  and  cy- 
press. It  spreads  itself  over  the  Western  parts  of  New- York, 
and  (he  inland  countries  of  New-lMigland." 

I  have  already  ^ivcn  a  ^uOicient  account  of  the  forests  of  these 
countries;  and  shall  only  observe  here,  that  the  fir  is  a  solitary  tree, 
thinly  scattered  upon  the  mountains,  South  of  New-Hampshire 
and  Vermont  ;  and  that  it  is  rarely  found  in  these  States,  except 
on  the  mountains,  below  latitude  forty-four  ;  that  the  pine,  South 
of  the  District  of  Maine,  if  it  were  all  collected  into  one  spot, 
would  scarcely  cover  the  County  of  Hampshire  ;  that  the  larch, 
though  actually  existing  in  New-England,  is  so  rare  that  I  have 
never  yet  seen  one:  that  the  cedar,  were  it  all  collected,  would 
scarcely  fill  three  townships  ;  and  that  the  cypress  is  not,  within 
my  knowledge,  found  either  in  New-England  or  New- York. 

In  the  State  of  New- York,  there  is  a  considerable  tract  of 
pine  land,  extending  from  Lake  George,  and  South-bay,  on  both 
sides  of  the  Hudson  down  to  the  city  of  Hudson.  There  are, 
also,  a  few  smaller  tracts  ;  particularly  on  the  Susquehannah, 
and  some  of  its  branches :  and  on  Long-Island  there  is  a  large 
forest  of  pines.  Cedars  are  scattered,  to  no  great  extent,  along 
the  lower  parts  of  the  Hudson.  Firs,  larches  and  cypresses,  I 
have  never  met  with  in  this  State.  Nine-tenths  of  all  the  forests 
in  this  country,  South  of  the  District  of  Maine,  are  composed 
either  of  oak,  hickory,  &c.  or  of  beach,  maple,  &ic. 

Page  10th,  The  writer  proceeds  "On  one  side,  in  a  course  of 
nine  hundred  miles,  are  scattered  ten  or  twelve  towns,  built  en- 
tirely of  brick,  or  of  painted  wood,  and  containing  from  ten  to  six- 
ty thousand  souls.  Without  the  city,  are  scattered  farm-liouses, 
built  of  unhewn  logs,  surrounded  with  a  few  small  fields  of  wheat, 
tobacco,  or  maize  ;  that  are  still  encumbered  with  the  half-burnt 
stocks  of  trees,  and  are  divided  by  branches,  laid  across  each  oth- 
er, by  way  offence." 

The  account  which  1  have  already  given  of  this  country  furnish- 
es the  best  proof  of  the  inaccuracy  of  this  representation.  If  it 
should  be  admitted  to  be  just ;  (and  that  it  will  be  by  every  observ- 
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ing  traveller,  who  follows  my  footsteps,  I  feel  thoroughly  assur- 
ed ;)  it  will  be  seen,  that  the  representation  of  M.  Volney  is  mere- 
ly a  flight  of  the  imagination.  It  will  appear  also  that  a  great 
part  of  the  ancient  settlements  in  New-England,  instead  of  being 
scattered  farm-houses,  are  composed  chiefly  of  villages  :  most  of 
them  flourishing;  many  of  them  handsome  ;  and  not  one  of  them 
in  one  hundred  disfigured  even  by  a  log-house. 

In  May,  1810,  I  took  a  journey  from  New-IIaven  to  Windsor 
in  Vermont ;  and  thence  across  the  Green  Mountains  to  Middle- 
bury  ;  whence  I  returned  in  a  direct  course  to  New-Haven.  The 
distance,  which  I  travelled  is  a  little  more  than  four  hundred  and 
sixty  miles.  A  considerable  part  of  it  is  occupied,  also,  by  re- 
cent settlements.  Two  of  my  companions  having  read,  or  heard 
of,  this  observation  of  Volney,  determined,  before  we  commenced 
our  journey,  to  count  the  log-houses,  which  they  should  find  on 
the  road.  The  whole  number  to  Middlebury  was  fifteen  ;  and 
thence  to  New-Haven  thirty-two. 

As  to  the  assertion  that  the  houses  are  surrounded  with  small 
fields,  still  encumbered  with  the  half-burnt  stocks  of  trees,  and 
divided  by  branches,  laid  across  each  other  by  way  of  fence,  I 
shall  only  observe,  that  M.  Volney  is  sporting  with  the  credulity 
of  his  reader.  A  great  part  of  the  enclosures  in  the  ancient  settle- 
ments are  formed  of  stone  ;  the  remainder  of  rails,  and  of  boards. 
Hedges  we  have  none  :  all  attempts  to  raise  them  having  hither- 
to failed  of  success.  In  forests,  and  recent  settlements,  fences 
are  often  made  of  logs,  raised  upon  each  other ;  and  sometimes 
trees  are  felled  on  the  spot,  so  as  distantly  to  resemble  the  enclo- 
sure mentioned  by  this  writer. 

Page  11th.  Speaking  of  the  great  chain  of  mountains,  which 
forms  the  principal  feature  of  the  United  States,  he  says,  "  It  be- 
gins in  Lower  Canada,  on  the  Southern  shore  of  St.  Lawrence, 
near  its  mouth  ;  where  its  points  are  called  by  sailors  the  Hills 
de  Notre  dame,  and  de  la  IMagdeleine.  Tending  South- West,  it 
recedes  by  degrees  from  this  river,  and  forms  the  frontier  of  the 
United  States,  till  it  enters  New-Hampshire.  It  then  stretches 
Southward  through  Vermont,  and  assumes  the  appellation  of  the 
Green  Mountain,  &:c." 
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As  M.  Volney  never  travelled  over  the  region  which  he  has 
here  described,  he  is  certainly  to  be  acquitted  of  v^ilful  misrepre- 
sentation, lie  ought  not,  however,  to  have  asserted  so  roundly 
what  he  did  not,  and  could  not,  know  to  be  true.  The  hills, 
which  commence  at  the  Guh^  of  St.  Lawrence,  and  run  South- 
Westward  between  Lower  Canada  and  Maine,  turn  directly  to 
the  Soutli,  about  twenty-five  miles  East  of  Connecticut  river. 
Their  ^^'e3tcrn  branch  terminates  on  the  Sound  at  New-Haven. 
The  Green  Mountains,  commencing  their  Eastern  ridge  at  West 
Rock,  also  in  New-Haven,  run  directly  North  to  Lower  Canada. 
At  some  distance  before  they  reach  that  province,  they  subside 
into  hills  of  a  moderate  elevation.  In  the  account,  in  which  he 
pursues  this  subject  further,  there  are  other  errours  :  but  it  is  un- 
necessary for  me  to  mention  them.  I  shall  only  add,  that  be- 
tween Lower  Canada,  and  Maine,  the  range  of  the  White  Moun- 
tains is  only  what  is  denominated  a  rising  ground :  there  being 
nothing  which  can  be  called  a  mountain  in  the  whole  range,  until 
after  it  enters  New-Hampshire. 

Page  132.  '*  For  near  three  years  together,  from  October 
1795,  to  June  1798,  I  never  saw  the  wind  at  the  same  point  for 
thirty  hours  at  a  time.'' 

In  what  part  of  the  United  States  M.  Volney  was,  during  this 
period,  I  am  ignorant.  No  such  state  of  weather  has  occurred 
where  I  have  been,  either  at  that  or  at  any  other  time.  For  the 
best  comment,  which  I  am  able  to  make  on  this  assertion,  f  must 
refer  you  to  the  observations,  which  I  formerly  made  concerning 
the  climate  of  New-England,  and  that  of  New- York. 

Page  133.  "  In  summer  a  calm  may  be  expected  at  two  o'clock 
in  the  afternoon:  the  thermometer  at  8G°  or  88°.  Rain  succeeds, 
with  a  South-West  wind,  at  four  or  five." 

M.  Volney  does  not  inform  us  where  these  circumstances  are 
to  be  expected.  'J'hat  they  may  be  expected  1  certainly  cannot 
deny.  But  during  five  sixths  of  the  summer  they  will  ordinarily 
be  expected  in  vain.  Karely  is  the  thermometer  as  high  as  eigh- 
ty-six :  and  not  often  so  high  as  eighty.  In  a  wet  season  we 
have   usually   two  r:u\\<  in  :»  w<>ek  :    in  ;i  trn)j)era<e    season,  one  : 
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m  a  dry  season,  perhaps  one  in  one,  two,  or  three  months.  A 
calm  sometimes  takes  place  from  nine  o'clock  to  eleven,  or  from 
ten  to  twelve  ;  and  is  commonly  followed  by  a  breeze  from  the 
South- West,  or  some  other  Southern  point.  A  thunder  shower 
is  usually  preceded  by  a  South-West  wind  \  and  is  almost  always 
brought  on  by  a  wind,  blowing  between  the  Western  and  North- 
Western  points.  This  wind  commonly  lasts  from  one  to  four 
days. 

Page  140.  "  At  these  periods,  that  is  about  the  equinoxes,  and 
in  April  and  October,  occur  those  tornadoes,  which  in  the  Uni- 
ted States  most  commonly  owe  their  birth  to  the  North-East 
wind." 

I  have  known  one  tornado  in  the  month  of  October:  but  I  nev- 
er knew,  nor  did  I  ever  hear,  of  one  about  the  equinoxes,  nor  in 
the  month  of  April.  They  have  existed  solitarily  in  June  ;  of- 
tener  in  July  ;  and  still  more  frequently  in  August.  They  never 
owe  their  birth  to  a  North-East  wind.  In  all  instances,  so  far  as 
my  knowledge  extends,  they  blow  from  between  the  West  and 
North- West  points;  and  are  no  other  than  violent  thunder 
storms.  They  are  neither  preceded,  nor  followed  by  a  wind 
from  the  North-East. 

Page  142.  "The  South-East  wind  in  the  United  States,  bears 
some  resemblance  to  the  sirocco  of  the  Levant :  which  also  blows 
from  that  quarter ;  being  hot,  moist,  light,  and  rapid,  and  produ- 
cing, though  in  a  much  less  degree,  the  same  torpor  of  the  brain, 
and  the  same  uneasy  sensations."  Again.  "  The  South-East 
wind  is  more  supportable  than  the  same  wind  in  Sicily  ;  because 
it  loses  some  of  the  quahties,  which  the  sands  of  Africa  imparted 
to  it  in  its  passage  over  the  Atlantic." 

There  are  several  unfortunate  mistakes  in  this  account  of  M. 
Volney.  His  facts  are  falsely  assumed.  The  South-East  wind 
is  never  hot.  In  the  winter  it  is  warm,  compared  with  the  North- 
West,  and  North-East ;  but  rarely  so  warm,  as  to  induce  a  person, 
moderately  careful  of  his  health,  to  make  any  change  in  his  dress. 
In  the  spring,  summer,  and  autumn,  it  is  so  universally  cool,  that 
I  do  not  remember  a  single  complaint,  in  the  course  of  my  life, 
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that  it  was  uncomfortably  warm  during  these  seasons.  On  the 
contrary,  it  is  regularly  complained  of  as  chilly  and  piercing  in 
the  spring,  and  autumn,  and  sometimes  in  the  summer ;  particu- 
larly in  June.  In  the  summer,  however,  it  is  not  frequent.  When 
it  blows  it  is  never  hot  ;  hut  often  of  a  refreshing  temperature. 

Equally  untbrtunate  is  M.  Volney  in  his  points  of  compass.  A 
South-East  course  from  the  Northern  States  would  scarcely  strike 
the  Southern  point  of  Africa  ;  and,  from  the  Southern  States, 
would  not  touch  that  Continent.  In  either  case  it  must  pass  over 
more  than  six  thousand  miles  of  ocean.  One  would  think,  that 
iu  this  passage  it  must  lose  some  of  the  qualities  of  the  Sirocco,  if 
there  were  any  imparted  to  it  by  the  sands  of  Africa. 

There  is  another  misfortune  in  assigning  this  cause  for  the  al- 
leged heat  of  our  South-East  winds.  They  rarely  last  longer 
than  tw^o  or  three  days;*  and  rarely  blow  with  a  velocity  exceed- 
ing ten  or  twelve  miles  an  hour.  I  will  suppose,  that  they  blow 
at  the  rate  of  twenty,  and  that  they  last  three  days.  The  blast 
would  then  come  from  a  point,  fourteen  hundred  and  forty  miles 
distant.  In  six  days  it  would  reach  us  from  the  distance  of 
twenty-eight  hundred  and  eighty.  If  then  these  winds  were  to 
come,  in  a  deflected  course,  from  the  nearest  part  of  that  Conti- 
nent ;  they  would  not,  even  at  this  rate,  arrive  at  our  shore  with- 
in the  longest  period,  during  which  I  have  known  them  continue. 
But  the  truth  is  ;  they  rarely  or  never  blow  through  such  a  peri- 
od ;  and  never  move  with  such  a  velocity  for  more  than  two  or 
three  days. 

With  regard  to  the  torpor  of  the  brain,  supposed  by  M.  Volney 
to  be  an  effect  of  these  winds;  this  is  the  first  time,  I  ever  heard 
of  the  fact.  These  winds  are  customarily  complained  of  as  being 
chilly ;  as  other  winds  are  which  blow  from  the  ocean  :  and  by 
that  class  of  people,  who  are  affected  by  what  are  called  nervous 
disorders,  are  dreaded  not  a  little  ;  although  less  than  those  from 
the  North-East. 

Page  145.  "'We  should  naturally  suppose,  that  a  wind  from 
tljc  South  would  be  hotter  than  one  from  the  South-East ;  yet  in 
this  country  it  is  cooler." 

*  Accordiug  to  M.  Volney  not  longer  than  thirty  hours 
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This  observation  is  of  no  other  importance  than  as  it  is  un- 
founded. The  South  wind,  like  the  North,  is  less  frequent  than 
those  which  blow  from  the  North- West  and  South- West,  the 
North-East  and  South-East ;  and  rarely  continues  longer  than 
forty-eight  hours.  It  is  somewhat,  though  very  little,  warmer 
than  the  South-East.  As  it  comes  from  the  ocean  in  very  near- 
ly the  same  latitudes,  its  temperature  cannot  be  supposed  to  be 
very  different. 

Page  149.  "At  the  autumnal  equinox  the  North-East  takes  its 
turn  to  reign,  with  some  intermissions,  for  forty  or  fifty  days."* 

On  this  assertion  I  shall  only  observe,  that  I  have  never  seen 
such  an  autumn.  In  this  season  we  have  usually  one  or  more 
heavy  storms  from  the  North-East ;  continuing  from  one  to  three 
days.  Westerly  winds  prevail  during  almost  the  whole  of  this 
season,  which  commonly  is  in  an  eminent  degree  serene  and 
beautiful. 

Ibid.  "  The  West  wind  is  the  most  serene  and  bland  of  any  in 
America." 

The  West  wind  is  in  the  summer  the  hottest,  and  in  the  winter 
the  coldest,  of  any  which  blows  in  America. 

Page  189.  "From  New- York  to  Cape  Cod  the  gale  is  due 
South." 

The  observations  already  made  concerning  the  South  wind, 
sufficiently  expose  the  errour  of  this  assertion.  I  have  lived  at 
New-Haven  more  than  thirty  years  ;  and  most  of  that  time  have 
been  an  attentive  observer  of  the  weather.  During  this  period,  in- 
cluding the  time  which  M.  Volney  spent  in  the  United  States, 
the  South  wind  has  never  been  prevalent. 

Page  11.  "The  atmosphere  is  so  capricious,  that  the  same  day 
will  freeze  with  the  colds  of  Norway,  scorch  with  the  ardours  of 
Africa,  and  present  to  you  in  quick  succession  all  the  four  sea- 
sons of  the  year." 

It  has  never  happened  to  me  to  see  one  of  these  extraordinary 
days.  Our  weather  is  variable ;  but  this  is  a  caricature,  not  a 
description. 

*  How  is  this  reconcilable  with  Mr.  Volney's  assertion,  that  no  wind  blows  here 
longer  than  thirty  hours  ? 
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The  errours  of  this  writer,  and  of  Weld,  as  quoted  by  him,  con- 
cerning the  breadth  and  depth  of  the  river  Niagara  ;  the  height 
of  the  plain  from  which  it  descends ;  the  rapidity  of  the  current 
above  the  falls;  their  perpendicular  height,  rnd  the  thundering 
sound  of  the  billow^,  dnshiiig  against  the  rocky  sides  of  the  cav- 
erns below;  will  be  easily  understood  from  the  account  which  I 
have  given  of  these  objects. 

If  you  wish  to  form  a  just  opinion  of  Dr.  Belknap's  exhibition 
of  the  first  Colonists  of  New-Hampshire,  mentioned  by  M.  Vol- 
ney,  page  317  ;  the  work  will  speak  for  itself. 

I  have  selected  these  assertions  of  M.  Volney,  as  specimens  by 
which  you  may  be  enabled  to  form  a  judgment  of  the  credit  due 
to  the  writer.  The  character  of  the  man  who  made  them,  cannot 
be  mistaken.  It  ought  not  to  be  alleged  as  an  apology,  that  the 
writer  was  a  stranger,  who  resided  here  but  a  short  time,  and 
must,  therefore,  be  necessarily  ignorant  of  many  of  those  things, 
which  he  has  handled  in  this  work;  nor  that  he  was  misinformed 
by  others,  and  that  the  blame  is  chargeable  to  them,  but  not  to 
liim.  M.  Volney  may  be  fairly  excused  in  believing  his  inform- 
ants, and  in  reporting  their  information,  as  such.  The  assertions 
of  M.  \'olney  arc  made  in  terms  which  are  peremptory  and  abso- 
lute ;  and  are  plainly  meant  to  impress  upon  the  reader's  mind,  a 
conviction  that  the  writer  knew  what  he  thus  asserted  to  be  true. 
The  fault,  therefore,  is  justly  chargeable  to  him.  But  what  must 
be  thought  of  the  veracity,  as  well  as  accuracy,  of  a  writer,  who 
asserts  in  such  a  manner,  such  things  as  I  have  specified.  It  will 
be  saying  little  to  observe,  that  reliance  cannot  safely  be  placed 
upon  his  information. 

It  is  however  but  just  to  add,  that  the  book,  to  a  person  able  to 
separate  the  wheat  from  the  chaff,  is  not  without  its  value.  It 
contains  some  useful  information,  and  some  rational,  mixed  with 
much  whimsical  philosophy.  The  great  misfortune  running  through 
the  whole  of  it,  is:  that  the  reader,  unless  informed  from  some 
other  source,  knows  not  when  to  believe,  and  when  to  disbelieve, 
the  writer.  INI.  Volney  appears  to  have  been  governed  by  that 
practical  maxim  of  Voltaire:   ^^  Monsieur  Abbe,   I  must  be  read 
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whether  I  am  believed  or  not,'^'*  One  declaration  which  he  makes, 
is  undoubtedly  correct :  viz.  that  many  of  the  Americans  dislike 
Atheists  and  Jacobins.  In  this  dislike,  M.  Volney  himself  un- 
doubtedly felt  a  personal  interest ;  as  will  appear  from  the  follow- 
ing anecdote,  communicated  to  me  by  the  late  Mr.  Ellsworth, 
Chief  Justice  of  the  United  States. 

When  this  gentleman  was  at  Paris,  as  Envoy  Extraordinary  of 
theUnited  States,  he  was  visited  occasionally  by  M.  Volney. 
During  one  of  his  visits,  M.  Volney  declared,  in  the  most  direct 
manner,  his  entire  disbehef  of  the  existence  of  God,  a  Provi- 
dence, and  a  future  state.  Not  long  after,  M.  Volney  passed  Mr. 
Ellsworth,  at  an  early  hour,  in  the  Champs  Elisees,  on  horse- 
back. "  I  see,  friend  Volney,"  said  Mr.  Ellsworth,  "  that  al- 
though you  disbeheve  the  existence  of  a  God,  you  are  wiHing  to 
take  some  pains  to  preserve  your  life  and  health."  "  Yes,"  an- 
swered Volney,  "  this  horse  is  my  Providence."  We  do,  indeed, 
very  generally  dislike  Atheists.  We  think  we  have  many  reasons 
for  the  dislike.  Among  them,  one  is  :  that  we  find  it  impossible 
to  place  any  confidence  in  them. 

Atheists  are  perhaps  always  Jacobins  in  their  dispositions;  and 
so  far  as  a  regard  to  their  safety  will  permit,  are  usually  Jacobins 
in  their  conduct.  When  these  two  characteristics  are  united, 
man  becomes  an  absolute  profligate ;  abandoned  with  respect  to 
every  moral  principle  ;  a  spot  on  the  human  name  ;  a  nuisance 
to  the  creation.  Whether  M.  Volney  was  a  Jacobin  in  his  po- 
litical views,  I  am  ignorant.  The  best  thing  in  his  book  is  his 
comparison  of  the  character,  conduct,  and  success,  of  French 
Colonists,  with  those  of  English,  or  Dutch  extraction.* 

I  am,  Sir,  yours,  Szc. 

*" The  settler  of  British  or  German  descent,"  says  M.  Volney,  "is  of  a  cold 
and  phlegmatic  temper,  and  deliberately  forms  a  plan  of  husbandry  which  he  steadi- 
ly pursues.  He  attends  sedulously  to  every  thing  that  can  influence  the  success 
of  his  projects.  He  never  becomes  idle  till  his  end  is  accomplished,  and  he  has  put 
his  affairs  on  a  good  footing." 

"  The  impetuosity  of  the  Frenchman,  leads  him  to  embrace  precipitately  any 
plausible  or  flattering  project,  and  he  proceeds  in  his  career  without  laboriously 
computing  expenses  and  contingencies.    With  more  genius  for  his  portion,  he  laughs 
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WcUl. 

Dear  Sir, 

Amo.vg  the  English  tnivellcrs  in  America,  whose  books  I  have 
seen,  Weld  is  clearly  ont^  of  the  most  respectable.  The  greater 
part  of  these  men  appear  to  be  destitute  both  of  understanding 
and  principle.  From  this  imputation  however,  I  except  Harriot, 
and  Wansey  :  the  former  a  military  officer;  the  latter  a  plain, 
honest  clothier,  not  destitute  of  good  common  sense.  The  er- 
rours  of  AVeld,  which  are  numerous,  are  derived  either  from  mis- 
apprehension, misinformation,  or  prejudice.  The  last  of  these 
characteristics  was  a  predominant  trait  in  the  mind  of  Mr.  Weld. 
From  some  unfortunate  circumstances,  which,  as  1  am  informed, 
attended  him  not  long  after  his  arrival,  he  conceived  a  strong 
dislike  both  to  the  country  and  its  inhabitants ;  and  never  resum- 
ed his  candour,  until  after  his  book  was  completed. 

at  the  dulDess  and  cautions  of  his  Dutch  and  English  neig;hbour,  whom  he  stigmati- 
zes as  an  ox ;  but  his  neighbour  will  sedately  and  wisely  reply,  that  the  patient  ox 
will  plough  much  better  than  the  mettlesome  racer.  And  in  truth  the  Frenchman > 
fire  easily  slacken? ;  his  patience  is  worn  out  ;  and  after  changing,  correcting,  and 
altering  his  plans,  he  finally  abandons  his  project  in  despair." 

"His  neighbour  is  in  no  haste  to  rise  in  the  morning;  but,  when  fairly  up,  heap- 
plies  steadily  to  work.  At  breakfast  he  gives  cold  and  laconic  orders  to  his  wife, 
who  obeys  them  without  contradiction  or  demur.  Weather  permitting,  he  goes  to 
plough  or  chop ;  if  the  weather  be  bad  he  prosecutes  his  in-door  tasks,  looks  over  tlie 
contenb  of  his  house  and  granary,  repairs  his  doors  or  windows,  drives  pegs  or  nails, 
makes  chairs  or  tables,  and  is  always  busy  in  making  his  habitation  more  comforta- 
ble and  secure.  Witli  these  habits  he  is  no  wise  averse  to  sell  his  farm  for  a  good 
price,  and  move,  even  in  old  age,  still  farther  into  the  forest,  cheerfully  recommenc- 
ing all  the  labours  of  a  new  settlement.  There  will  he  spend  years  in  felling  trees, 
building  a  hut  and  a  barn,  and  in  fencing  and  sowing  his  fields.  His  wife,  as  placid 
and  patient  as  himself,  will  second  all  his  labours ;  and  they  will  sometimes  pas? 
away  six  months  without  seeing  the  face  of  a  stranger.  In  four  or  five  years,  com- 
fort, convenience,  and  ease,  will  grow  up  around  tliem  ;  and  a  competence  will  rc- 
rompeiv-e  their  solitarj'  toils." 

"  The  Frenchmen  on  the  contrary  will  be  up  betimc?,  for  the  pleasure  of  view- 
ing  and  talking  over  matters  with  his  wife,  whose  counsel  he  demand*.    Their  coo- 
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His  work  contains  a  multitude  of  misrepresentations.  Yet  they 
seem  never  to  have  sprung  from  the  want  either  of  understanding, 
or  of  sincerity.  He  is,  however,  censurable,  both  for  the  obliqui- 
ty of  his  views,  and  for  the  absolute  and  downright  tenor  of  his 
assertions,  in  cases  where  he  knew  not  that  his  assertions  were 
true  ;  and  where,  certainly,  they  were  either  wholly  or  partially 
erroneous. 

As  this  writer,  so  far  as  he  has  informed  us,  travelled  over  a 
part  only  of  the  region,  which  is  the  subject  of  these  letters ;  and 
as  I  shall  rarely  trouble  either  you  or  myself  with  remarks  on  oth- 
er parts  of  the  United  States  ;  I  shall  not  detain  you  long-  by  my 
observations  on  his  book. 

In  the  second  Letter  p.  31,  of  the  fourth  edition,  he  observes, 
"  In  a  few  instances  only  it  would  be  possible  to  find  a  woman  at 
the  age  of  forty,  who  has  had  a  large  family." 

This  declaration  was  not  improbably  intended  to  respect  only 
the  city  of  Philadelphia.  Even  thus  limited,  it  is  a  gross  mistake: 
as  I  know  by  the  evidence  of  my  own  eyes.     In  the  countries, 

stant  agreement  would  be  quite  a  miracle ;  the  wife  dissents,  argues,  wrangles ;  and 
the  husband  has  his  own  way,  or  gives  up  to  her,  and  is  irritated  or  disheartened. 
Home  perhaps  grows  irksome  ;  so  he  takes  his  gun,  goes  a  shooting  or  a  journey,  or  to 
chat  with  a  neighbour.  If  he  stays  at  home,  he  either  whiles  away  the  hour  in  good- 
humoured  talk,  or  he  scolds  and  quarrels.  Neighbours  interchange  visits ;  for  to  visit 
and  talk  are  so  necessary  to  a  Frenchmen,  that  along  the  frontier  of  Canada  and 
Louisiana,  there  is  no  where  a  settler  of  that  nation  to  be  found,  but  within  sight  or 
reach  of  some  other.  On  asking  how  far  off  the  remotest  settler  was,  I  have  been 
told,  "  He  is  in  the  woods  with  the  bears,  a  league  from  any  house,  and  with  nobody 
to  talk  to." 

"  This  temper  is  the  most  characteristic  difference  between  the  two  nations ;  and, 
the  more  I  reflect  upon  this  subject,  the  firmer  is  my  persuasion  that  the  Americans, 
and  the  Northern  Europeans  from  whom  they  are  descended,  chiefly  owe  their 
success  in  arts  and  commerce  to  habitual  taciturnity.  In  silence  they  collect,  ar- 
range, and  digest  their  thoughts,  and  have  leisure  to  calculate  the  future ;  they  ac- 
quire habits  of  clear  thinking  and  accurate  expression  ;  and  hence  there  is  more  de- 
cision in  their  conduct,  both  in  public  and  domestic  exigences ;  and  they  at  once  see 
the  way  to  their  point  more  clearly,  and  pursue  it  more  directly." 

"On  the  contrary,  the  Frenchman's  ideas  evaporate  in  ceaseless  chat;  he  exposes 
himself  to  bickering  and  contradiction ;  excites  the  garrulity  of  his  wife  and  sisters; 
involves  himself  in  quarrels  with  his  neighbours ;  and  finds,  in  the  end  that  his  life 
has  been  squandered  away  without  use  or  benefit." 
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through  which  the  journies,  mentioned  in  these  Letters  lay,  there 
are,  it  is  beheved,  as  many  women  of  this  description  in  propor- 
tion to  the  whole  number  of  inhabitants,  as  probably  in  any  other. 

Page  189.  "  Between  the  (own  and  th(i  Posaick  (Passaic)  riv- 
er there  is  one  marsh,  which  alone  extends  upwards  of  twenty 
miles,  and  is  about  two  miles  wide  where  you  pass  over  it." 

Mr.  AVcld  should  have  said  that  its  breadth,  (as  I  should  ju^e 
from  passing  over  it  eight  or  ten  times)  is  not  less  than  eight 
miles. 

Page  190.  "It"  (that  is  the  Passaic)  "suddenly  precipitates 
itself  in  one  entire  sheet  over  a  ledge  of  rocks,  of  nearly  eight 
feet  in  perpendicular  height." 

For  nearly  right  feet  read  seventi^  feet.  Mr.  Weld  certainly 
never  saw  the  fall  of  the  Passaic.  I  visited  this  spot  in  May, 
1811.  The  rocks,  over  which  this  river  descends,  rise  immedi- 
ately on  the  Western  border  of  a  little  settlement,  called  Patter- 
son. They  are  of  green  stone,  or  whin.  The  river,  immediate- 
ly before  its  descent,  winds  for  some  distance  to  the  North-East, 
and,  precipitating  itself  down  a  steep  of  seventy  feet  perpendicu- 
lar, directs  its  course  nearly  South  ;  forming  a  large  and  deep  ba- 
sin at  the  foot  of  the  precipice. 

To  future  travellers  who  visit  this  scene,  the  solemnity  will  be 
deeply  enhanced  by  the  remembrance  of  the  following  melan- 
choly incident.  The  Rev.  Mr.  Gumming,  minister  of  the  North 
Presbyterian  Church  in  Newark,  having  lately  married  a  lady  of 
an  excellent  character,  and  line  accomplishments,  and  having  oc- 
casion to  preach  at  Patterson,  took  Mrs.  Gumming  with  him.  On 
the  Monday  following  they  visited  this  cataract.  \Vlnle  they 
were  standing  on  the  brow  of  the  precipice,  on  the  North  side  of 
the  river,  Mr.  Gumming,  having  turned  to  look  at  some  object 
behind  him,  found,  when  he  again  cast  his  eye  forward,  that  his 
wife  was  missing.  While  she  was  looking  with  intense  pleasure 
on  the  magnificent  sheet  of  foam  before  her,  she  probably  became 
giddy,  and  fell  into  the  basin  below.  She  was  taken  up  as  soon 
as  it  was  possible  ;  but  she  was  dead.  This  is  said,  whether  cor- 
rectly or  not  1  am  ignorant,  to  be  the  third  instance,  in  which 
life  has  been  lost  in  a  similar  manner  at  this  fascinating  spot. 
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Ibid.  ''  From  the  Passaic  to  the  North  River,  the  country  is 
hilly,  barren,  and  uninteresting." 

As  Mr.  Weld  took  the  stage  road,  he  must,  after  leaving  the 
Passaic,  have  crossed  a  wide  extent  of  marsh,  perfectly  flat,  (as 
will  be  supposed)  before  he  reached  the  Hackinsack,  a  much  lar- 
ger river  than  the  Passaic.  After  leaving  the  Hackinsack,  the 
^t  cduntry  continues  through  a  moderate  extent.  Then  the 
traveller  ascends  the  elevated  ground,  on  which  stands  the  vil- 
lage of  Bergen  :  a  narrow,  and  not  a  barren,  neck  of  land,  per- 
haps from  a  mile  and  a  half  to  two  miles  in  breadth. 

Page  205.  "  Gen.  Washington  told  me,  that  he  was  never  so 
much  annoyed  by  musquitoes,  as  at  Skenesborough  :  for  that  they 
used  to  bite  through  the  thickest  boot." 

A  gentleman  of  great  respectability,  w^ho  was  present  when 
Gen.  Washington  made  the  observation,  referred  to,  told  me,  that 
he  said,  when  describing  these  musquitoes  to  Mr.  Weld,  that  they 
"  bit  through  his  stockings,  above  his  boots."  Our  musquitoes 
have  certainly  a  sharp  tooth,  and  are  very  adroit  at  their  busi- 
ness :  but  they  have  not  been  sufficiently  disciplined,  hitherto,  to 
bite  through  the  thickest  boot. 

There  are  in  this  writer  several  other  observations  concerning 
some  of  the  interiour  parts  of  the  State  of  New- York,  which  are 
incorrect;  but  are  of  little  moment.  There  are,  also,  some  in- 
vidious remarks  concerning  the  character  of  the  Americans, 
which  merit  animadversion:*  but  as  they  are  found  in  those  parts 

*  Mr.  Weld,  after  having  mentioned  that  himself  and  his  company  stopped  on  his 
passage  down  Lake  Champlain  at  one  house  to  breakfast,  and  at  another  to  dine  ; 
at  the  first  of  which  he  says,  "  We  got  a  little  milk  and  about  two  pounds  of  bread, 
absolutely  the  whole  of  what  was  in  the  house ;  and  at  the  second  a  few  eggs  and 
some  cold  salted  fat  pork,  but  not  a  morsel  of  bread ;"  proceeds  to  describe  the  lat- 
ter of  these  mansions.  "  The  wretched  appearance  also  of  this  last  habitation  was 
very  striking  ;  it  consisted  of  a  wooden  frame,  merely  with  a  few  boards  nailed 
against  it ;  the  crevices  between  which  were  the  only  apertures  for  the  admission  of 
light,  except  the  door  ;  and  the  roof  was  so  leaky,  that  we  were  sprinkled  with  the 
rain  even  as  we  sat  at  the  fire-side."  He  then  goes  on  to  observe.  "  That  people 
can  live  in  such  a  manner,  who  have  the  necessaries  and  conveniences  of  life  with- 
in their  reach,  as  much  as  any  others  in  the  world,  is  really  most  astonishing !  It  is 
however  to  be  accounted  for,  by  that  desire  of  making  money  which  is  the  predom- 
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of  the  work  which  describe  the  States  South  of  my  own  hmits.  I 
v'ill  leave  them,  witli  a  single  exception,  to  be  examined  by  oth- 
ers. The  remarks  frequently  thrown  out  concerning  the  avarice 
of  the  Americans,  are  specimens  either  of  very  imperfect  obser- 
vation, or  illiberal  prejudice.  If  your  own  books  fairly  exhibit 
the  character  of  the  people  of  Great  Britain  ;  the  dilTerence  be- 
tween you  and  us,  in  this  respect,  is  very  small  :  and  those  of 
your  countr}mcn,  and  of  other  European  nations,  who  settle 
here,  certainly  acquire  no  advantage  by  being  compared  with  our 
citizens.  Mr.  Weld  observes  repeatedly,  that  the  farmers  of  this 
country  will  sell  any  thing,  for  which  they  can  find  a  good  mar- 
ket ;  and  be  contented  to  live  miserably,  for  the  sake  of  a  little 
additional  gain.  Such  remarks  are  unwarranted  respecting  the 
farmers  of  this  country.  The  manner  in  which  the  people  of 
New-England  live,  I  have  already    described ;    and    will  leave 

inant  feature  in  the  character  of  the  Americans  in  general,  and  leads  the  petty  far- 
mer in  particular  to  suffer  numberless  inconveniences,  when  he  can  gain  by  so  do- 
ing. If  he  can  sell  the  produce  of  his  hind  to  ad\'antage,  he  keeps  as  small  a  part  of 
it  as  possible  for  himself,  and  lives  tlie  whole  year  round  upon  salt  provisions,  bad 
bread,  and  the  fish  he  can  catch  in  the  rivers  and  lakes  in  the  neighbourhootl ;  if  he 
has  built  a  comfortable  house  for  himself,  he  readily  quits  it,  as  soon  as  finished,  for 
money,  and  goes  to  live  in  a  mere  hovel  in  the  woods  till  he  gets  time  to  build  anoth- 
er. Money  is  his  idol ;  and  to  procure  it  he  gladly  foregoes  every  self-gratifica- 
tion." 

A  man  of  common  sobriety  and  good  nature  would  naturally  have  attributed  the 
wretchedness  of  this  hovel,  and  the  miserable  cirmm.stances  of  those  by  whom  it 
was  inhabited,  to  their  poverty,  or  to  the  recency  of  their  settlement  in  the  wilder- 
ness :  at  least  he  would  have  a.skcd  the  question  whether  one  or  both  of  these  might 
not  probably  have  been  the  causes  of  what  he  saw.  Gross  prejudice,  and  rank  ill- 
nature  only  could  have  resolutely  determined,  that  avarice  must  be  the  sole  assigna- 
ble source  of  the  sufferings  undergone  by  these  unfortunate  beings.  It  is  not  how- 
ever my  design  to  dwell  upon  this  subject.  I  have  made  the  transcript  for  the  pur- 
^xKe  of  introducing  another  from  the  fair-minded  an-l  gentlemanly  Lambert;  who, 
on  his  passage  up  the  same  Lake,  was  forced  to  land  upon  the  same  shore,  and  has 
told  us  the  following  story  of  his  reception  by  an  American  farmer. 

«<  We  were  nearly  two  hours  before  we  could  get  the  vessel  off  the  rocks.  At 
length  having  succeeded,  we  coasted  along  tlic  shore,  till  l  o'clock  in  the  morning, 
when  we  arrived  in  a  small  bay  in  the  township  of  Slielbumc,  about  sixty  miles 
from  St.  Johns,  situate  in  the  widest  part  of  the  Lake.  Here  we  went  ashore  at  the 
first  farm-house,  at  a  little  distanre  from  the  bay.  The  door  was  only  on  the  latch, 
and  wc  entrred ;  but  the  jxmplc  were  not  yet  up.     Having  uwakcil  the  m:»ster  of 
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it  to  you  to  judge,  whether  they  do  not  Hve  as  well  where  the 
settlements  are  not  recent,  as  those  of  any  other  country,  who  arc 
not  possessed  of  more  property. 

One  of  the  most  extensive  kinds  of  misrepresentation,  adopted 
by  European  travellers  in  the  United  States,  is  found  in  the  use 
of  the  word  American,  This  word,  when  applied  to  the  character, 
manners,  or  morals,  of  the  people  who  inhabit  the  United  States, 
is  scarcely  capable  of  having  any  meaning.  Like  European,  it  is 
an  almost  merely  geographical,  or  political  term.  Suppose  I  were 
to  describe  the  manners,  morals,  or  character,  of  the  British,  or  the 
Spaniards,  with  the  use  of  this  word  ;  and  should  actually  describe 
the  manners  of  the  Turks,  Hungarians,  or  Poles.  What  Briton, 
what  Spaniard,  would  be  satisfied  with  the  description  ? 

A  few  observations  on  the  account,  given  by  Mr.  Weld  of  Long- 
Island,  will  conclude  what  I  wish  to  say  concerning  his  work. 

the  house,  and  told  him  our  situation,  he  said  we  were  welcome,  and  that  he  would 
get  up  immediately.  In  the  mean  time  we  collected  some  wood,  and  putting  it  up- 
on the  live  embers  in  the  fire  place,  soon  made  a  large  fire.  This  was  a  most  com- 
fortable relief,  after  the  cold  night  we  had  passed  on  board  our  miserable  sloop.  We 
found  that  a  considerable  quantity  of  snow  had  fallen  in  this  part  of  the  lake,  though 
we  had  not  met  with  any  during  the  passage. 

The  master  of  the  house,  with  two  of  his  sons,  were  soon  up,  and  having  put  the 
kettle  on  the  fire,  made  preparations  for  breakfast.  About  six  o'clock,  his  wife  and 
daughters,  two  pretty  little  girls,  came  into  the  kitchen,  where  we  were  assembled 
and  in  the  course  of  half  an  hour  we  had  the  pleasure  of  sitting  down  to  a  substan- 
tial American  breakfast,  consisting  o(  eg^s,  fried  porky  beefsteaks,  apple-tarts,  pickles, 
cheese,  cider,  tea,  and  toast  dipped  in  melted  butter  and  milk.  We  were  surprized  at 
seeing  such  a  variety  of  eatables,  as  it  was  not  a  tavern  ;  but  the  farmer  was  a  man 
of  property,  and  carried  on  the  farming  business  to  a  considerable  extent.  He  shew- 
ed us  a  great  number  of  cheeses  of  his  own  making;  and,  for  churning  butter,  he 
had  made  a  kind  of  half-barrel,  with  a  place  for  one  of  his  young  boys  to  sit  astride 
as  on  horseback.  This  machine  moving  up  and  down  answered  the  double  purpose 
of  a  churn  for  making  butter,  and  a  rocking  horse  for  his  children. 

Having  made  an  excellent  breakfast,  we  inquired  of  our  worthy  host  what  we  had 
to  pay.  He  said  he  should  be  satisfied  with  a  Yoi^k  shilling  (about  7d.  Sterling  :) 
this  however  we  considered  too  small  a  sum  for  the  trouble  we  had  given  him  and 
his  family,  and  the  handsome  manner  in  which  he  had  entertained  us ;  we  therefore 
gave  him  a  quarter  of  a  dollar  each,  that  being  the  tavern  price  for  breakfast.  We 
then  took  our  leave  and  went  on  board  our  vessel,  equally  pleased  witli  the  disinter- 
ested hospitality  of  the  American  farmer,  as  with  the  comfortable  refreshment  we 
h^d  received  at  his  house." 
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Page  548.  '*  The  dreadful  maladies,  which  of  late  years  have 
never  failed  to  rage  in  these  places,  (the  large  towns  on  the  coast 
of  America.)  during  certain  months." 

The  only  malady  which,  at  the  period  specified,  raged  in  these 
places,  was  the  yellow  fever;  which  hegan  in  Philadelphia,  in  the 
year  1793;  two  years  htforo  the  arrival  of  Mr.  Weld  in  the  Uni- 
ted States.  No  other  disease  had,  during  the  period  which  inter- 
vened between  1793,  and  the  date  of  this  letter,  1797,  in  any  con- 
siderable degree  prevailed.  The  yellow  fever  had  spread  twice 
in  Philadelphia  ;  once  in  New- York  ;  once,  to  a  small  extent,  in 
Boston  ;  never  in  Salem  ;  once  in  Newburyport ;  once  in  Provi- 
dence ;  never  in  Newport.  Mr.  Weld  ought  certainly  to  have 
been  better  informed,  before  he  ventured  to  say  that  any  dread- 
ful maladies  had  never  failed  to  rage  of  late  years  in  these  places, 
during  certain  months. 

Page  549.  "  The  permanent  residents  on  Long-Island,  arc 
chiefly  of  Dutch  extraction." 

The  number  of  inhabitants  in  Kings  County,  in  the  year  1790, 
was  4,495.  Of  these,  1,432  were  blacks.  Subtract  this  number, 
and  there  will  remain  3,065.  There  arc  more  English  residents 
in  Kings  County,  by  a  considerable  number,  than  there  are  Dutch 
in  the  other  two  coimties.  The  whole  number  of  inhabitants  on 
the  island,  in  1  790,  was  36,949  :  of  which  3,063  is  less  than  a 
twelfth  part.  So  near  is  Mr.  Weld's  assertion  to  truth.  Mr. 
Weld  made  a  short  excursion  into  Kings  County  ;  and  finding  that 
the  greater  number  of  inhabitants  there  were  of  Dutch  extraction, 
he  concluded  that  it  was  so  every  where.  Ex  hoc  wio  discc  omnia, 
European  travellers  in  this  country,  usually  make  their  general 
conclusions  from  single,  or,  at  the  befit,  from  a  very  few,  insulated 
facts. 

Page  549.  "  It  is  a  common  saying  in  New-York,  that  a  Long- 
Uland  man  will  conceal  himself  in  the  house,  on  the  approach  of 
a  stranger." 

I  have  spent  about  two  years  in  the  city  of  New-York,  and 
never  heard  this  saying  mtnitioned.  Had  I  heard  it,  I  should 
have  known,  that  it  was  ridiculously  false.      It  was  probably  told 
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to  Mr.  Weld  by  a  mere  citizen,  who  had,  perhaps  crossed  Brook- 
lyn ferry  twice.  Mere  citizens  in  this,  and  1  presume  in  all  oth- 
er countries,  are  not  uncommonly  profoundly  ignorant  of  the  re- 
gions, by  which  they  are  surrounded,  and  of  the  inhabitants,  which 
they  contain.  Very  generally,  indeed,  they  are  acquainted  with 
their  own  business  ;  and  this  but  too  often  is  the  boundary  of  their 
knowledge.  Few  worse  informants  concerning  this  country  can 
be  found,  than  mere  citizens  :  and  yet  from  these  men  is  unhap- 
pily derived  most  of  the  information,  acquired  concerning  it  by 
foreign  travellers. 

I  have  visited  Long-Island  several  times,  and  made  the  circuit 
of  it.  Mr.  Weld  himself  will  easily  beHeve,  that  1  have  had  more 
intercourse  with  the  inhabitants  than  he  could  possibly  have.  I 
shall,  therefore,  beg  leave  to  inform  him,  that,  however  awed 
they  might  be  at  his  approach,  they  discover  no  peculiar  marks  of 
terrour,  or  diffidence,  in  their  intercourse  with  ordinary  stran- 
gers ;  but  receive  them,  so  far  as  my  knowledge  extends,  with  a 
cheerful  good-will,  and  a  cordial  hospitality. 

Ibid.  "  Widely  different  from  the  Anglo-Americans,  whose  in- 
quisitiveness  in  similar  circumstances  would  lead  them  to  a  thou- 
sand troublesome  and  impertinent  enquiries,  in  order  to  discover 
what  your  business  was  in  that  place ;  and  how  they  could  possi- 
bly take  any  advantage  of  it." 

This  contemptible  observation  has  been  so  often  repeated,  that 
one  would  think  even  prejudice  itself  would  be  weary  of  uttering 
it ;  and  that  a  little  truth  would  give  more  pleasure  to  the  tongue, 
merely  as  a  variety.  Mr.  Weld  has  too  much  understanding,  and 
ought  to  have  too  much  good-nature,  to  have  stained  his  pages 
with  it.  For  my  own  opinions,  I  refer  you  to  observations  made 
in  preceding  parts  of  this  work. 

Page  550.  "  Immense  quantities  of  grouse,  and  deer,  are  found 
amidst  the  brushwood,  with  which  it,  (the  Brushy  Plain)  is  cover- 
ed, and  which  is  so  well  calculated  to  afford  shelter  to  these  ani- 
mals." 

Great  numbers  of  deer  inhabit,  and  are  annually  killed,  in  the 
forests  by  which  the  interior  parts  of  Long-Island  are  so  extensive- 
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\y  covered.  But  that  they  arc  found  amidst  the  brushwood,  with 
which  the  Brushy  Plain  is  covered,  and  found  in  immense  quanti- 
ties, I  have  first  learned  from  Mr.  Weld.  Even  now  I  must  beg 
him  to  explain  what  he  means  by  r/uantitirs  of  deer. 

Nor  can  I  conceive  how  brush,  which  rarely  rises  to  the  height 
of  three  feet,  though  it  may  furnish  a  convenient  shelter  for 
grouse,  can  be  very  well  calculated  to  afford  shelter  to  deer. 

Ibid.  Mr.  Weld  observes,  that  several  of  the  Dutch  inhabitants 
have  very  extensive  tracks  of  land  under  cultivation. 

This  must,  I  think,  be  a  mistake;  although  Mr.  Weld  has  men- 
tioned the  same  thing  in  several  places.  We  have  tracts,  but  I 
believe  no  tracks,  of  land  in  this  country.  The  thing,  whatever  it 
be,  which  the  writer  means,  must  certainly  be  peculiar  to  Europe, 
if  not  to  Great-Britain;  and  ought,  as  well  as  quantities  of  deer, 
to  have  been  explained  in  a  small  glossary,  at  the  end  of  the  work. 

Page  552.  "  I  shall  leave  it,"  (that  is  America,)  "  without  a 
sigh,  and  without  entertaining  the  slightest  wish  to  revisit  it." 

Unless  Mr.  Weld  should  revisit  this  country  with  a  better  tem- 
per than  he  displayed  in  his  work,  I  presume  every  American 
who  reads  this  concluding  sentence,  will  cordially  say  Amen. 

1  am,  Sir,  yours,  &c. 


LErrER  111. 

Duke  De  La  Rochefoucault. 
Dear  Sir, 

I  WILL  now  proceed  to  an  examination  of  the  Travels  of  the 
Duke  De  La  Rochefoucault  De  Liancourt,  It  is  remarkable  that 
these  three  travellers  all  visited  the  United  States  at  the  same 
time  ;  and  must,  one  would  suppose,  since  in  many  instances  they 
visited  the  same  scenes,  have  met  with  the  same  objects.  This, 
however,  can  hardly  have  been  the  fact,  if  we  are  to  form  our 
conjectures  from  what  they  have  written. 

The  Duke  De  La  Rochefoucault  is  plainly  of  a  superiour  char- 
acter, in  several  respects,  to  either  of  his  compeers.  He  is  pleas- 
ant, candid,  grateful,  and  honourable ;  equally  remote  from  the 
scientific  vanity  of  Volney,  and  the  ill-natured  petulence  of 
Weld.  He  visited  the  United  States  for  the  purpose  of  learning 
the  nature  of  the  country,  and  the  character  of  its  inhabitants. 
Whatever  object  within  his  reach  he  supposed  likely  to  be  worth 
his  investigation,  he  examined  ;  and  often  with  a  patient  and 
vigorous  inquisition.  To  such  persons  as  he  believed  capable  of 
giving  him  useful  information,  he  applied  for  it ;  and  frequently 
found  those,  who  furnished  it  with  a  good  degree  of  correctness. 
When  he  was  treated  with  civility,  he  was  pleased ;  when  with 
kindness,  he  was  grateful.  Generally,  he  is  distinguished  from 
both  Volney,  and  Weld,  in  not  deriving  general  conclusions  from 
a  single  fact,  or  a  very  small  number  of  facts ;  and  from  the  for- 
mer particularly,  in  shewing  no  disposition  to  originate  theories. 
In  fairness  of  character  he  leaves  Weld  out  of  sight ;  and  in 
honourable  intentions  to  do  justice  to  the  country  which  he  was 
exploring. 

With  religion,  the  Duke  had  evidently  never  busied  himself; 
and  cannot,  therefore,  be  supposed  to  have  known  much  of  this 
subject.  In  his  politics  he  was  altogether  a  Frenchman.  Con- 
cerning these  two  subjects,  it  was  to  be  expected  that  he  would 
exercise  pretty  strong  prejudices  ;  and  whoever  had  formed  such 
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an  expectation,  must,  in  leadinc;  his  travels,  have  found  it  real- 
ized. Concerning  other  subjects,  his  prejudices  arc  fewer  than 
those  of  most  travellers;  I  think  I  may  say,  than  of  almost  any. 
To  me  it  seems,  that  America  is  not  a  little  indebted  to  this  no- 
bleman, for  beini;  willint^  to  enter  so  thoroughly  into  her  condi- 
tion, and  character;  and  for  having  represented  it  in  so  long  a 
series  of  details,  with  so  much  truth.  Whether  his  work  has 
been  extensively  read  in  France,  I  am  ignorant.  In  this  country 
it  has  certainly  been  read  less  than  it  deserves. 

Still  the  Duke  has  fallen  into  many  errours.  Most  of  them 
are,  however,  of  no  great  importance ;  and  few  of  them  the  re- 
sult of  negligence.  Almost  always  they  appear  to  be  chargeable 
to  erroneous  informants  ;  to  ill  intentions  I  should  not  attribute 
any,  which  I  have  discovered. 

My  design  in  the  following  strictures  is  to  show  you  how  far  the 
Duke's  information  may  be  safely  made  an  object  of  reliance.  You 
will  understand,  that  there  are  many  mistakes  in  these  travels, 
which  I  have  purposely  omitted,  because  I  thought  the  number, 
which  I  have  selected  sufficient  for  my  design  ;  and  because  I 
take  little  pleasure  in  fmding  fault  with  such  a  man. 

Vol.  I.  Page  352.  '*  Gen.  Schuyler,  who  intends  to  purchase  all 
the  land  on  his  own  account,  (i.  e.  of  the  Iroquois  tribes,)  experien- 
ces strong  opposition  from  Timothy  Pickering  ;  who  is  said  to  be 
displeased  that  he  cannot  come  in  for  a  share  in  the  proposed  in- 
demnification. These  particulars,  which  I  have  from  persons, 
who  think  themselves  well  informed,  may  yet  be  mere  scandalous 
reports;  although  they  carry  no  improbability  with  them." 

The  Duke  de  la  Rochefoucault  is  in  several  instances  adventu- 
rous in  giving  characters,  and  attributing  designs.  1  presume 
that  nothing  of  this  nature  could  be  imputed  to  Gen.  Schuyler. 
Had  the  Duke  known  Col.  Pickering,  at  that  time,  as  well  as  I 
have  known  him  since  ;  he  would  have  thought  that  th(!sc  reports, 
so  far  from  carrying  no  improbability  with  them,  were  mere  libels 
on  the  character  of  this  gentleman.  Ari>tides  him^c^lf  would  not 
have  entered  with  more  reluctance,  or  indignation,  upon  the  de- 
sign which  is  here  suggested. 
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Page  255.  Col.  St.  Leger  "  succeeded  in  penetrating  to  the 
fort,  which  he  besieged :  but  the  intelligence  of  the  capture  of 
Gen.  Burgoyne's  army  put  a  speedy  end  to  the  siege." 

Col.  St.  Leger  terminated  the  siege  of  Fort  Stanwix  on  the 
22nd  of  August.  Gen.  Burgoyne's  army  surrendered  on  the  17th 
of  the  October  following. 

Page  365.  "  The  Episcopal  is  the  principal  Religion  ;  (i.  c.  in 
Schenectady;)  although  the  town  contains,  also,  a  Church  for 
German  Lutherans,  and  one  for  Presbyterians.  The  Germans, 
were,  also,  the  most  liberal  benefactors  to  the  institution  of  a  Col- 
lege, the  property  of  which  amounts  already  to  forty-two  thou- 
sand two  hundred  and  twenty-two  dollars,  and  one  thousand  six 
hundred  acres  of  lands,  given  by  the  States." 

There  is  no  German  Lutheran  Church  in  Schenectady.  The 
Episcopal  is  not  the  prevalent  Religion.  The  largest  congrega- 
tion by  far,  was  at  that  time,  and  still  is,  that  of  Dutch  Calvin- 
ists.  The  Dutch  not  the  Germans,  were  the  most  liberal  bene- 
factors to  the  institution  of  this  College.  The  land,  possessed 
by  this  Seminary,  was  given  by  the  State  of  New- York,  not  by  the 
States. 

Page  367.  '^Albany  is  one  of  the  most  ancient  settlements  in 
North-America,  and  was  formed  in  the  year  1660." 

Albany  began  to  be  settled  about  the  year  1612.  According  to 
Smith,  the  first  fort  was  built  in  1614. 

Ibid,  "  Vermont,  and  a  part  of  New-Hampshire,  furnish,  also, 
many  articles  of  trade." 

Vermont  trades  with  Albany  :  New-Hampshire  does  not. 

Page  400.  "The  road  from  Marlborough  to  Boston*  is  a  con- 
tinued village.  Twenty  miles  from  this  city  continues  an  unin- 
terrupted line  of  handsome  houses,  cleanly  and  pleasant  villages, 
neat  gardens,  and  fine  orchards,  which  form,  altogether,  a  rich 
and  delightful  prospect." 

Now  let  us  hear  Mr.  Volney's  account  of  the  same  subject. 

*  About  thirty  miles. 

Vol.  IV.  31 
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"In  the  year  179G,  from  Boston  to  Richmond  in  Virginia,  I 
scarcely  marched  through  a  tract  of  three  miles  together  of  clear- 
ed land."' 

The  Duke  and  M.   \  ohicy  certainly  jaw  with  difl'erent  optics. 

Ibid.  "  You  see  every  where  numerous  churches,  of  a  simple 
construction,  hut  neatly  painted,  and  furnished  with  fine  spires." 

This  account,  which  is  perfectly  just,  is  not  altogether  accord- 
ant with  the  account  given  of  this  subject  by  the  Christian  Ob- 
server's Correspondent,  on  which  I  formerly  made  some  strict- 
ures. 

Page  401.  "A  wooden  bridge  including  the  causeway  leading 
to  it,  is  a  mile  in  length." 

The  length  of  this  bridge,  and  its  causeway,  is  seven  thousand 
nine  hundred  and  seventy-two  and  a  half  feet. 

Page  406.  "llis(i.  e.  Mr.  Thomas  RusselFs)  assessment  under 
the  sole  head  of  capitation  or  poll  tax,  amounted  to  fifteen  hundred 
dollar^." 

Mr.  Russell's  poll  tax  was  the  same  with  that  of  every  other 
man  who  pays  this  tax :  and,  1  presume,  never  amounted  to  fif- 
teen dollars.  Mr.  Russell  possessed  a  fortune  of  about  fourteen 
hundred  thousand  dollars;  and  must  have  paid  a  large  tax:  but 
his  poll  tax  was  no  more  than  that  of  a  day-labourer. 

Ibid.  "  Many  Colleges  have  been  instituted  in  this  State,  which 
are  scattered  through  its  whole  extent." 

These  numerous  Colleges,  about  which  somebody  must  have 
abused  the  Duke's  contidence,  are.  Harvard,  Williams,  and 
Bowdoin  Colleges ;  the  latter  in  the  District  of  Maine. 

Page  443.    ''The  common   drink   throughout  all    America  is 

grog." 

The  common  diink  throughout  all  New-England,  New-York, 
and  a  consideral)k'  part  of  New-Jei-sey,  except  the  recent  settle- 
ments, is  cider. 

Page  447.  "  Penobscot  is  the  only  town  in  these  parts:  and  il 
consists  of  a  thousand  houses." 

The  township  of  Penobscot  contained  in  1790  a  thousand  and 
forty-eight  inhabitants.     In   1796,  it  was  divided  into  two  town- 
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o  : 


ships  :  Penobscot  containing  935  ;  and  Castine,  containing  6C 
Total  1600.     The  number  of  houses  in  both  may  possibly  have 
been  from  260  to  270. 

Page  448.  "  The  young  people  of  both  sexes,  however,  espe- 
cially the  young  women,  are  desirous  of  a  church,  in  which  they 
might  have  an  opportunity  to  assemble  every  week,  and  to  display 
their  persons.  In  New-England  they  refrain  on  Sunday,  with 
weak  superstition,  even  from  the  most  harmless  sports  :  but  it  is, 
in  truth,  because  it  affords  them  an  opportunity  of  going  from 
home,  that  these  people  are  so  fond  of  visiting  the  church." 

The  Duke  would  have  done  wisely,  (as  would  M.  Volney  also) 
had  he  wholly  declined  meddling  with  Religion.  On  this  sub- 
ject both  these  writers  are  of  course  erroneous.  The  Duke  al- 
lows, that  the  New-England  people  are  actually  fond  of  visiting 
the  church.  As  they  refrain  on  Sunday,  even  with  weak  supersti- 
tion, from  the  most  harmless  sports  ;  they  can  hardly  be  supposed 
to  visit  the  church,  through  life,  for  the  sake  of  going  from  home, 
and  meeting  with  their  neighbours  :  since  they  cannot  sport  with 
them  even  in  the  most  harmless  manner ;  and  since  they  actually 
can,  and  do,  go  from  home,  and  meet  their  neighbours  at  their 
pleasure,  and  indulge  themselves  in  whatever  sports  they  wish. 
That  my  fair  country-women,  especially  "  the  young  women," 
are  willing  to  display  their  persons,  and  their  dress,  on  proper 
occasions,  I  am  not  disposed  to  deny.  But  I  altogether  doubt 
whether  there  is  in  the  world  an  equal  collection  of  human  beings, 
possessing  in  greater  numbers,  or  in  higher  degrees,  the  piety  of 
the  Gospel ;  or  an  equal  number,  to  which  the  remark  of  M.  de  la 
Rochefoucault  is  with  less  propriety  applicable. 

Again  page  447.  "  Throughout  all  America  the  building  of  a 
new  Church,  for  each  parochial  district,  is  considered  as  a  very 
burdensome  expense." 

Out  of  New-England  there  are  in  the  proper  sense  no  parochial 
districts.  This  observation,  then,  is  capable  of  no  application, 
but  to  New-England.  Whether  the  people  of  this  country  are  re- 
luctant to  build  churches,  and  to  encounter  the  expense  of  their 
erection,  may  be  easily  determined  from  the  vast  number,  which 
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they  have  built  iVom  the  beginning,  and  from  the  numerous  in- 
stances, in  which  they  are  pulhng  down  the  old  ones,  and  build- 
ing others,  which  are  larger  and  handsomer. 

Page  474.  "  Salem  is  separated  from  Beverly  only  by  a  bridge 
fifteen  feet  in  length." 

I  presume  this  must  be  an  errour  of  the  press.  The  bridge  is 
fifteen  hundred  feet  in  length. 

Page  477.  "  Salem  contains,  upon  an  average,  sixty  nine  thou- 
sand inhabitants." 

Salem  contained  according  to  the  census  of  1790.  7,921  inhab- 
itants. 

Ibid.  ''  Lynn  which  is  dependent  on  the  former  place."  (i.  e. 
Salem.) 

Lynn  is  in  no  respect  dependent  upon  Salem. 

Page  478.  '•  Gen.  AVarren  who  commanded  in  the  celebrated 
battle  of  Bunker's-hill." 

In  this  battle  Gen.  Warren  was  a  volunteer,  and  had  no  com- 
mand. 

Ibid.  "  The  fort  stood— the  taking  of  which  cost  the  English  90 
officers,  and  1400  men." 

The  loss  of  the  British  on  this  occasion  was  in  a  very  small  de- 
gree owing,  in  any  manner,  to  the  imperfect  work,  here  styled  a 
fort ;  formed  in  less  than  twenty-four  hours,  and  capable  of  con- 
taining but  a  small  part  of  the  Americans,  who  were  engaged. 
The  action  was  a  regular  battle  ;  in  which  the  line  extended 
across  the  peninsula. 

Page  483.  '"These  fugitives  from  persecution  had  not  been 
here  more  than  two  years,  when  they  declared  war  against  the 
Indians." 

Similar  assertions  are  found  Vol.  II.  p.  152. 

The  Plymouth  Colonists  landed  at  the  close  of  the  year  1C19. 
The  first  war  declared  by  any  of  the  New-England  Colonists 
against  the  Indians  was  that  against  the  Pcquods  in  the  year  1637. 
The  second  was  that  against  Philip  1675.  The  former  of  these 
was  seventeen,  and  the  latter  fifty-five  years  after  the  landing  at 
Plymouth.     Never  was   tliere  a  more  absolute  slander  than  that, 
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which  is  contained  in  those  assertions  of  the  Duke.  The  Colo- 
nists acted  only  on  the  defensive  ;  and  laboured  with  all  their 
might  to  avoid  war  in  both  cases. 

Ibid.  "  New  emigrants  arrived  here,  from  time  to  time,  from 
Europe.  Other  settlements  were  formed.  Force,  or  artitice, 
extorted  from  the  Indians  new  cessions  of  territory." 

Again  "Without  any  prejudices  against  the  Colonists,  or  in  fa- 
vour of  the  natives,  it  may  be  reasonably  believed,  that  the  great- 
er part  of  the  enormities  and  crimes,  attributed  to  the  Indians 
originated  primarily  from  the  conduct  of  the  European  settlers  on 
their  possessions." 

When  the  Colonists  of  New-England  purchased  land  of  the  In- 
dians, they  gave  a  fair,  full  price  for  what  they  bought.  Pur- 
chases of  this  nature  extended  over  almost  all  the  Colonies  of 
Massachusetts,  Plymouth,  Connecticut,  and  Rhode-Island.  After 
the  wars  with  the  Pequods,  Philip,  and  the  Narrhagansetts,  they 
claimed,  as  all  other  nations  have  done,  the  rights  of  conquest ; 
and  never  were  these  rights  claimed  with  more  absolute  justice. 
The  war,  in  each  case,  was  merely  defensive  ;  and  the  injustice 
of  the  aggressors  was  of  the  grossest  and  most  provoking  nature. 
The  Colonists,  without  an  unkind  act  on  their  part,  were  murder- 
ed in  the  most  brutal  manner  by  the  Indians.  They  made  pa- 
tient, and  earnest,  efforts  to  obtain  justice,  but  it  was  obstinately 
refused.  In  this  situation,  if  in  any  which  has  ever  existed,  war 
was  demanded.  After  the  offending  tribes  were  vanquished, 
lands  were  given  to  the  surviving  Indians,  who  remained  in  the 
country,  more  than  sufficient  for  the  maintenance  of  them  all, 
even  in  their  own  mode  of  life ;  and,  what  was  at  least  of  as  much 
importance,  were  secured  to  them  against  both  frauds,  and  pur- 
chases :  so  that  most  of  them  are  holden  to  the  present  day.  Where 
shall  we  find  the  historic  page  equally  clean  in  this  respect?  No 
transactions  of  men  are  more  pure  than  those,  concerning  the  pur- 
chase of  lands  from  the  Indians,  which  are  left  upon  record  :  as 
most,  if  not  all,  of  them  are  in  the  town  records  throughout  New- 
England.  There  is,  therefore,  no  foundation  for  this  senseless 
calumny ;  unless,  indeed,  the  falsehood  has  been  so  often  told, 
that  every  slanderer  has  acquired  a  right  to  tell  it  again. 
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Whether  the  enormities  and  crimes,  attributed  to  the  Indians, 
derived  their  primary  origin  from  the  conduct  of  the  New-Eng- 
land cnproachers,  may  be  conjectured  from  tliis  consideration  ; 
that  they  existed  antecedently  to  the  iirrival  of  the  Colonists,  and 
were  found  by  tluni,  already  cxisiiug  as  established  customs. 
Accordingly  they  wore  practised  on  each  other. 

From  a  pci  iod,  not  long  after  the  termination  of  Philip's  war, 
the  chief  source  of  these  enormities  and  crimes  was  the  French 
government  in  Canada.  "  We  have  found,"  says  Gov.  Shute, 
by  more  than  three  score  years  experience,  that  we  had  always 
lived  in  perfect  peace  with  our  neighbouring  Indians  had  it  not 
been  for  the  instigation,  protection,  supply,  and  even  personal  as- 
sistance, of  the  French."  See  letter  to  Rolle,  Feb.  21,  1718. 
Hist.  Coll.  Vol.  5th. 

Page  485     ''  Pit-coal,  and  iron  stone,  are  plentiful." 

Pit-coal  has  hitherto  not  been  found  either  in  Plymouth,  or  in 
any  other  part  of  New-England  except  very  lately  in  Rhode- 
Island. 

"  His  family,"  (i.  e.  the  family  of  Wm.  Rotch,)  has  been  for 
some  generations  engaged  here  in  trade." 

The  truth  is  ;  the  town  of  New-Bedford  was  settled  in  17G4. 
Mr.  Rotch  himself  purchased  it ;  as  has  been  already  mentioned 
in  these  letters. 

Ibid.  *^The  bread  is  commonly  made  of  maize,  and  barley  : 
and  this  is,  indeed,  their  usual  bread  throughout  their  whole 
State." 

Barley  has  never,  within  my  knowledge,  been  employed  as  a 
material  for  making  bread  in  New-England. 

Page  49G.  "  It  is  usual  for  young  people  at  the  age  of  thirteen 
to  leave  the  family  of  their  parents,  and  go  into  the  service  of 
others.  The  parents  t\nd  it  vain  to  endeavour  to  detain  them; 
for  if  not  permitted  to  work  as  others  do,  the)  will  not  work  at 
home." 

The  Duke  must  have  been  in  a  reverie,  when  he  wrote  these 
sentences.  Children  in  New-Kngland  are  usually  under  a  very 
efficacious  parental  government,  and  would  regard  a  desertion  ot 


LETTER  III.  243 

their  home  as  the  last  misfortune.  Were  they  disposed  to  this 
conduct  the  Law  would  punisli  both  them,  and  those  by  whom 
they  were  received. 

Page  611.  "Ships,  which  exceed  one  hundred  and  twenty 
tons  burthen,  take  their  lading  in  Connecticut  river  at  New-Ha- 
ven." 

New-Haven  is  thirty-four  miles  West  of  Connecticut  river, 
and  it  is  presumed  that  no  ship  from  that  river  ever  took  in  its  la- 
ding at  New-Haven. 

In  vol.  1st  p.  514,  he  observes,  that  "the  notes  of  the  New- 
London  bank  are  for  a  dollar."  On  the  same  page  he  observes, 
that  "the  notes  of  Norwich  bank  are  for  half  a  dollar;"  and  p. 
519  that  "the  notes  of  Hartford  bank  are  for  a  dollar  each." 

The  notes  of  these,  and  of  all  other,  American  banks,  are,  and 
ever  have  been  of  just  such  an  amount,  from  a  dollar  upwards,  as 
the  directors  please  :  and  there  never  was  a  bank,  which  issued 
notes  of  only  a  single  given  amount. 

Page  515  and  516.  The  Duke  makes  several  observations  on 
the  imperfection  of  the  husbandry  in  Connecticut.  The  whole 
passage  is  too  long  to  be  quoted,  and  is  generally  erroneous. 

Our  husbandry  is  sufficiently  imperfect ;  but,  taken  together,  it 
is  inferiour  to  that  of  no  State  in  the  Union.  In  saying  this  I 
speak  the  common  language  of  the  country. 

Page  521.  "Some  silver  firs  are  thinly  scattered  over  this 
tract."  (i.  e.  between  Northford  and  New-Haven) 

The  Duke  mistook  a  kind  of  Juniper  for  silver  firs  ;  and  was 
perfectly  right  in  saying,  that  they  make  a  poor  appearance.  His 
accounts  of  our  forests  are  commonly  erroneous ;  and  he  often 
finds  other  trees,  beside  firs,  where  no  future  traveller  will  ever 
find  them.     * 

Ibid.  "  Two  great  stone  buildings,  belonging  to  the  college, 
with  the  church  and  Assembly-house,  standing  round  the  Church 
yard,  compose  the  principal  part  of  the  town." 

I  think  the  Duke  must  have  written  this  sentence,  when  he 
was  asleep  ;  or  else  must  have  given  us  one  of  his  dreams  ;  or 
else  the  New-Haven,  spoken  of,  must  be  that,  which  he  has  pla- 
ced upon  Connecticut  river. 
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There  were  at  that  time  three  hrick  hiiildins^s,  helonging  to 
(he  College,  and  fronting  the  Grocn  in  a  row.  There  were,  also, 
four  churches,  and  a  Statc-hoiis<'.  It  is  dilhciill  to  conceive  how 
the  four  huildings,  mentioned  by  the  Duke,  could  compose  the 
principal  part  of  a  town,  consisting  of  five  hundred  and  fifty  hous- 
es ;  the  least  number  attributable  to  New-IIaven  at  that  period. 

Page  522.  ''Only  one  of  these  ships  sails  to  Europe;  another 
makes  its  voyages  to  the  West-Indies.  The  remaining  vessels 
(i.  e.  forty-eight)  are  engaged  in  the  coasting  trade." 

There  are  fourteen  or  fifteen  coasting  vessels,  belonging  to  New- 
Haven  ;  and  the  number  may  possibly  at  some  time  or  other  have 
amounted  to  twenty.  The  remainder  have  always  been  employ- 
ed in  foreign  trade. 

Page  523.  "Most  of  the  inhabitants"  (of  New-Haven)  "have 
small  farms  in  the  neighbourhood." 

This  would  be  a  very  pleasant  story,  if  it  were  correct,  but  very 
few  of  them  were  then,  or  are  now,  able  to  boast  of  such  a  pos- 
session. 

Page  525.  The  most  excessive  intolerance,  the  most  violent 
persecution,  ensued  against  the  Quakers  in  particular;  who  were 
treated  as  the  worst  of  heretics  ;  were  tortured,  banished,  beaten 
with  stripes,  even  put  to  death." 

In  the  year  1G5G  the  Legislatures  of  Connecticut  and  New-Ha- 
ven Colonies,  in  consequence  of  a  recommendation  from  the 
Commissioners  of  the  four  United  Colonies  made  a  law  against 
Quakers,  Ranters,  Adamites,  and  such  like  notorious  heretics," 
forbidding  all  persons  within  the  Colony,  to  entertain  such  here- 
tics unnecessarily,  on  penalty  of  five  pounds,  and  all  towns  to  suf- 
fer such  entertainment  on  the  same  penalty,  per  week.  The 
Governour,  Deputy  Governour,  and  Assistants  wen*  empowered 
to  commit  them  to  prison,  or  send  them  out  of  the  colony.  Per- 
sons, unnecessarily  discoursing  with  them,  were  fined  twenty  shil- 
lings ;  those,  who  kept  their  books,  ten  shillings.  County  courts 
were  required  to  su[)press  their  books  :  and  masters  of  vessels 
were  required  not  to  bring  them  into  the  Colony.  If  they  did. 
they  were  ordered  to  carry  them  out  again,  at  their  first  set- 
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ting  sail  from  the  port,  where  they  landed  them,  on  penalty  of 
twenty  pounds."  This  is  the  only  law,  ever  nnade  in  the  Colony 
of  Gonnccticut,  against  Heretics.  It  was  intolerant;  hut  did  not 
display  the  most  excessive  intolerance.  It  exhibits  a  spirit  of 
persecution,  but  not  of  the  most  violent  kind.  When  the  Duke 
wrote  this  sentence ;  he  certainly  had  forgotten  the  scenes, 
which  were  acted  throughout  several  centuries  in  his  own  coun- 
try. But  he  informs  us  that  the  Quakers  were  tortured,  banish- 
ed, beaten  with  stripes,  and  even  put  to  death. 

This  law  was  made,  as  I  have  observed,  on  a  recommendation 
of  the  Commissioners.  Dr.  Trumbull  says,  that  it  was  of  short 
continuance,  and  that  nothing  of  importance  appears  to  have 
been  transacted  upon  it,  either  in  the  colony  of  New-Haven  or 
that  of  Connecticut.  It  does  not  appear,  that  an  individual  Qua- 
ker ever  suffered  in  Connecticut,  in  his  person,  or  property,  on 
the  score  of  Religion.  Quakers  were,  therefore,  not  banished, 
tortured,  abused  with  stripes,  nor  put  to  death. 

No  person  was  ever  tortured  in  Connecticut,  for  any  reason, 
by  any  judicial  court ;  nor  in  New-England,  nor,  so  far  as  my 
knowledge  extends,  in  any  of  the  United  States. 

Ibid.  "Before  which  (i.  e.  the  Legislature)  all  suits  at  law  may 
he  brought  by  a  last  appeal." 

No  civil  suit  could  be  brought  by  appeal  before  the  Legislature, 
where  the  sum  depending  was  less  than  five  thousand  dollars. 

Ibid.  "The  Governour  presides  in  the  Council,  and  is  also 
Speaker  in  the  House  of  Representatives." 

He  certainly  must  be  a  strange  sort  of  a  Governour  to  hold 
both  these  offices;  and  stranger  still,  if  he  executed  them:  since 
the  Council  sat  in  one  chamber,  and  the  Representatives  in 
another  at  the  same  time. 

Ibid.  "  Besides  which,  he  can  influence  the  voices  of  several 
other  members  of  the  Legislature." 

The  Governour  of  Connecticut  has  no  official  means  of  influ- 
ence, and,  if  he  were  to  use  any  other  means,  beside  such  as  are 
involved  in  the  character  of  a  wise  and  good  man,  it  would  cost 
him  his  place. 

Vol.  IV.  32 
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Ibi(L  *  'J'hc  members  of  the  Supreme  Judicial  Courts,  those  of 
the  County  Courts,  and  the  Justices  of  the  Peace,  are  nominated 
from  amonf^  the  lA'^islature."" 

The  Judfjcsofthe  Supreme  Judicial  Court  cannot  be  Mem- 
bers of  the  Legislature.  The  Judges  of  the  County  Courts  may 
be  ;  and  some  or  other  of  them,  probably,  always  arc.  There 
is  however  no  Legislature,  of  which  many  of  them  are  members. 
Whether  Justices  of  the  Peace  are  thus  nominated,  may  be  deter- 
mined from  (his  fact.  There  are  fifty-seven  representatives  in 
the  Counties  of  Hartford,  and  New-Haven;  and  a  hundred  and 
eighty-five  Justices.  The  proportion  is  probably  the  same,  sub- 
stantially, elsewhere.  The  truth  is  ;  this  assertion  of  the  Duke 
is  entirely  groundless. 

Page  527.  "  AV' ithout  the^se  conditions,''  (i.  e.  the  possession  of  a 
hundred  dollars,  or  a  residence  of  six  years,)  "he  will  not  obtain 
relief  from  distress  in  poverty." 

Every  person,  who  is  in  distress  from  poverty,  obtains  immedi- 
ate and  certain  relief;  and  that  equally,  whether  he  be  an  inhab- 
itant, or  a  stranger.  The  only  dilFerence  is,  that  the  expenses  in- 
curred for  an  inhabitant,  are  charged  to  the  town  :  while  those, 
incurred  for  a  stranger,  are  charged  to  the  State. 

Page  528.  "The  General  Assembly  has  likewise  the  power  of 
settling  Ministers." 

The  power  of  settling  Ministers  is  vested  solely  in  the  several 
Congregations. 

"  Page  529.  "  Although  the  letter  of  the  law  has  established 
freedom  of  relicrious  sentiments  in  Connecticut ;  such  freedom  is, 
however,  far  from  being  known  here.  Presbyterianism  reigns  in 
all  its  rigour,  despotism,  and  intolerance. 

The  Duke  is  always  unhappy,  when  he  speaks  of  religious  sub- 
jects, If  freedom  of  religious  sentiments  is  not  established  in 
Connecticut ;  if  it  is  not  known  in  its  fullest  extent,  it  will  be 
diOicult  to  say  where  it  is  known.  Not  a  legal  disadvantage  is 
laid  npoii  any  man  for  his  religious  sentiments.  Every  man  may 
here  think,  and  worship  as  he  pleases.  Even  those,  who  unhappi- 
ly do  not  worship  at  all,  meet  with  no  molestation.     The  several 
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religious  sects  live  together  in  absolute  harmony.  It  is  true  we 
do  not  think  very  favourably  of  persons,  who  are  irreligious  and 
immoral ;  and  this  perhaps  may  be  what  the  Duke  intends  :  but 
both  the  laws,  and  the  inhabitants,  suffer  them  quietly  to  pursue 
their  own  courses,  so  far  as  their  religious  sentiments  are  concern- 
ed. Presbyterians  have  no  peculiar  privileges,  and  claim  none. 
It  is  difficult  therefore,  to  conceive  how  Presbyterianism  can  here 
be  intolerant :  still  more  how  it  can  reign  ;  and  most  of  all  how  it 
can  be  despotic.  All  these  imply  some  superiority  over  others : 
but  Presbyterianism  here  has  none. 

It  ought  to  be  remembered,  that  Presbyterianism,  (that  is  in 
the  New-England  sense,)  was  once  the  established  Religion  of 
Connecticut ;  and  that,  although  those,  who  profess  it,  have  al- 
ways been  a  vast  majority  of  the  inhabitants,  they  by  a  law,  which 
themselves  made,  voluntarily  placed  other  denominations  upon 
the  same  footing  with  themselves. 

Ibid.  "  Every  town,  forming  a  regular  incorporation,  must  keep 
a  grammar  school." 

This  is  an  errour.  Every  tow^n  is  incorporated  :  but  every 
town  is  not  obliged  to  keep  a  grammar  school. 

Page  531.  "  The  considerations,  which  moved  the  Legislature 
to  determine,  as  they  did,  in  this  business,  were  respect  to  prop- 
erty, and  the  fear  of  dangerous  consequences,  as  likely  to  arise 
from  a  sudden  and  general  emancipation." 

This  is  an  errour.  The  determination,  referred  to,  was,  that 
every  black,  born  in  the  state  after  the  year  1784,  should  be  free 
at  adult  age.  The  considerations,  which  prevented  the  Legisla- 
ture of  Connecticut  from  emancipating  all  the  slaves  within  the 
State  at  once,  were  the  following.  A  considerable  number  of  the 
inhabitants  believed  slavery,  as  it  existed  here,  to  be  justifiable. 
Many  of  these,  who  were  slave-holders,  insisted  that  they  had 
bought  their  slaves  under  the  protection  and  countenance  of  the 
government ;  and  that  therefore,  if  their  slaves  were  taken  from 
them,  they  should  have  an  equitable  claim  upon  the  government 
for  remuneration.  By  others  it  was  considered  as  a  violent  act  to 
take  them  away,  although  they  cordially  wishod  them  emancipa- 
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tion.  The  Legislative  act,  which  has  been  alhided  to,  was  real- 
ly a  compromise  between  the  parties,  on  this  siibject  and  was  the 
more  readily  acceded  to,  becaiist^  it  wa«:  ^en<rally  thoiit/ht,  that 
those,  who  had  kept  slaves,  and  had  received  the  benefit  of  their 
labour  throughout  their  working  years,  ought  now  to  support 
ihem;  and  not  to  throw  tiiem  as  a  burden  upon  the  community. 
From  the  slaves  themselves  there  was  not,  and  could  not  possibly 
be,  any  apprehension.  There  was  never  any  law  authorizing 
slavery.  The  practice  was  adopted,  merely  because  it  had  been 
pursued  in  other  parts  of  the  British  dominions. 

The  whole  number  of  slaves  in  the  State  according  to  the  last 
census,  was  three  hundred  and  ten. 

Page  536,  "  The  ministers,  who  in  consequence  of  their  mu 
tual  wranglings,  and  their  fierce  intolerance,  have  lost  much  ot 
the  high  inlluence  which  they  once  possessed." 

The  ministers  of  Connecticut  do  not  wrangle ;  and  they  are 
not  intolerant.  Our  brethren,  who  inhabit  the  states  South  of 
us,  complain  even  to  this  day,  that  the  influence  of  ministers, 
here,  is  still  too  high. 

Ibid.  "  Such  as  possess  extraordinary  wealth,  are  very  anxious 
to  conceal  their  fortunes  from  the  vigilant  and  invidious  jealousy 
of  their  fellow  citizens." 

This  is  a  groundless  misapprehension  of  the  Duke.  There  is 
no  such  jealousy  on  the  one  hand,  and  no  such  anxiety  on  the 
other. 

Ibid.  "No  culture,  but  that  of  meadows,  no  tillage  appears." 
(i.  e.  between  Fairfield  and  Stamford.) 

There  is  no  part  of  New-England,  equally  extensive,  in  which 
there  is  a  greater  proportion  of  tillage,  and  a  less,  of  meadow.  In- 
deed the  proportion  of  tillage,  is  as  great  as  can  consist  with 
good  husbandry. 

Ibid.  "It  is  said,  that  the  soil  in  general  is  sufficiently  good 
for  bearing  corn,  but  that  the  nature  of  the  climate  subjects  the 
crop  to  a  blastinii,  that  never  fails  to  spoil  it  in  its  growth.  These 
di<id\  antagcs  affect  the  whole  territory,  l>ing  along  this  coast." 
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I  will  not  examine  the  philosophy  of  the  Duke's  informants. 
They  were  erroneous  in  the  facts.  The  real  blast  is  the  Hes- 
sian fly. 

Ibid.  ""  From  this  place  (Stamford)  the  coast  of  Long  Island  is 
forty,  from  New-Haven  it  is  not  more  than  twenty,  miles  dis- 
tance." 

The  coast  of  Long  Island  is  twelve  miles  from  Stamford,  and 
twenty-nine,  from  New-Haven. 

Page  530.  "Ships  of  small  burthen  make  their  way  through 
the  Sound  to  New-York." 

Ships  of  all  sizes  pass  easily  through  the  Sound  to  Hell-gate. 
American  frigates  of  forty-four  guns,  and  sixteen  hundred  tons 
burthen,  go  safely  through  that  passage. 

Ibid.  "The  passage  to  the  Island  of  New- York  is  by  King's 
ferr}',  at  the  distance  of  fourteen  miles  from  that  city." 

It  should  have  been  written,  "  the  passage  to  New-York  is  by 
King's  bridge  &:c."  King's  ferry,  is  a  ferry  over  the  Hudson 
about  forty  four  miles  from  New- York. 

Page  541.  The  description  given  of  the  lands  on  Connecticut 
river,  is  in  many  respects  imperfect,  and  erroneous. 

Vol.11.  Page  141.  "That,  which  above  all  the  others  most 
violently  clashed  with  the  maxims,  and  interests  of  the  Synod, 
was  his  declaration,  "that  punishment,  inflicted  for  matters  of 
conscience,  was  persecution." 

The  whole  of  this  story  is  erroneously  told.  But  the  particu- 
lars are  too  numerous  for  insertion  in  this  place.  Mr.  Williams 
had  certainly  some  considerable  excellencies  in  his  character,  and 
as  certainly  some  serious  defects.  Quod  sensit  valde  sensit.  What- 
ever opinion  he  took  up,  as  a  part  of  his  own  system,  he  seized 
with  a  rank  hold.  His  opinions  on  several  religious  subjects 
were  rigid,  and  straitened,  to  a  degree,  rarely  paralleled  ;  and 
some  of  them  were  certainly  dangerous  to  the  peace  of  society, 
and  to  religion.  Among  other  doctrines,  he  held  it  to  be  unlaw- 
ful to  commune  with  his  brethren  in  Boston,  unless  they  would 
acknowledge  themselves  to  have  sinned  in  communing  with  the 
Church  of  England,  before  their  emigration,  and  declare  their 


O50        REMARKS  ON  EL^ROPEAN  TRAVELLERS  IN  AMERICA. 

repentance.  He  denied  that  the  magistrate  could  lawfully  pun- 
ish blasphemy,  profaneness,  or  Sabbath-breaking ;  or  tender  an 
oath  to  a  man  whom  he  believed  to  be  unregencrate.  He  declar- 
ed it  to  be  unlawful  for  a  christian  to  pray  with  a  man  whom  he 
believed  to  be  of  this  character;  even  a  member  of  his  family; 
and  that  it  was  unlawful  to  give  thanks  after  the  sacramental  sup- 
per, or  after  common  meals.  He  pronounced  the  churches  of 
New-England  polluted,  and  anti-christian  ;  and  refused  to  com- 
mune with  the  members  of  his  own  church,  unless  they  would 
separate  from  the  other  churches.  He  was  baptized  a  second 
time  in  March  1639,  by  one  of  the  brethren  of  his  church  ;  but 
after  a  short  time  he  determined  that  baptism  ought  not  to  be 
administered  at  all,  without  an  immediate  revelation.  For  the 
second,  third,  and  fourth,  of  these  tenets,  he  was  banished.  But 
it  must  be  remembered,  that  Mr.  Williams  was  not  banished  for 
holding  these  opinions.  He  conversed,  preached,  wrote,  and 
acted.  He  refused  to  take  the  oath  of  tidclity  himself,  and 
taught  others  to  refuse.  Moreton  said  "  He  spake  dangerous 
words,"  Mather  said,  "He  preached  furiously  against  the  patent, 
which  was  the  foundation  of  the  Government.  In  a  similar 
manner  he  struck  at  the  character,  and  existence  of  the  New- 
England  churches :  and  boldly  pronounced  them  antichristian. 
Finally  he  refused  to  pray  with  his  own  wife  and  family,  or  to 
ask  a  blessing  at  meals  with  them,  because  they  attended  public 
worship  with  the  church  at  Salem,  which  icfused  to  withdraw 
from  communion  with  the  neighbouring  churches. 

In  the  infant  state  of  the  New-England  government,  and  church^ 
es,  such  a  man  threatened  not  only  their  peace,  but  their  exist- 
ence. He  was  plainly  a  man  of  talents;  bold  ;  restless  ;  regard- 
less of  consequences  ;  and  in  his  judgment,  and  feelings,  and  in 
his  ecclesiastical  conduct  also,  at  least  as  intolerant  towards  those 
who  differed  from  him,  as  they  in  their  civil  conduct  towards  him. 
They  took  not  a  little  pains  to  reclaim  him  ;  and  plainly  were 
very  much  at  a  loss  how  to  live  with  him  in  peace.  Any  altera- 
tion in  his  opinions,  and  practices,  except  what  was  originated  by 
liis  own  mind,  was  hopeless.     He  was  sure  of  being  right.     He 
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was  right  when  he  held  the  doctrine  of  infant  baptism.  He  was 
right  when  he  was  baptized  anew  by  one  of  the  members  of  his 
own  church  in  Providence.  He  was  right  when,  CLfi-er  this,  he 
re-baptized  several  of  them.  He  was  right  when  he  told  them, 
that  in  all  this  he  had  been  deluded,  and  had  misled  them  :  that 
their  last  baptism,  as  well  as  the  first,  was  a  nullitj  ;  and  that  the}^ 
must  renounce  all,  that  had  been  hitherto  done,  and  wait  the  com- 
ing of  new  Apostles. 

Page  142.  "The  accusation,  brought  against  him,  was  only  a 
pretext  to  cloak  the  jealousy,  entertained  of  his  influence  by  Gov- 
ernor Winthrop  and  others.  But  that  pretext  was  an  effectual 
mean  of  accomplishing  their  views :  and  Coddington  being  ban- 
ished," &c. 

This  is  an  error.  Mr.  Coddington  was  not  banished.  He  re- 
moved quietly  from  Boston  to  Rhode-Island.  All  the  history 
which  I  can  find  concerning  this  subject  says  otherwise.  Mr. 
Coddington  was  an  assistant ;  and,  having  become  an  Antinomi- 
an,  probably  by  the  influence  of  Mrs.  Hutchinson,  was  left  out  of 
the  list  of  Magistrates  by  his  countrymen.  He  then,  in  company 
with  some  others,  purchased  Aquetneck;  which  he  named  Rhode- 
Island.     In  his  latter  days  he  became  a  Quaker. 

Page  148.  "  Taunton  and  Durham,  each  the  capital  of  a  coun- 
ty, of  similar  name." 

Taunton  is  the  capital  of  a  county,  named  Bristol.  Dedham, 
not  Durham,  is  the  capital  of  a  county  named,  Norfolk. 

Page  152.  "  But  soon  these  new-comers  became  persecutors 
in  turn." 

On  this  subject  see  the  remarks,  already  made  on  the  persecu- 
tions of  the  Indians  by  the  people  of  Connecticut.  The  answer, 
there  given,  will  refute  this  calumny,  as  well  as  that. 

Page  153.  "The  Presbyterians,  finding  themselves  more  nu- 
merous than  the  other  sects" — 

There  were  no  other  sects,  until  a  considerable  time  after  the 
country  began  to  be  colonized.  Permit  me  here  to  observe, 
what,  so  far  as  my  knowledge  extends,  seems  to  have  been  pass- 
ed over  in  the  writings  of  others,  that  the  first  colonists  of  New- 
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England  left  their  own  country  and  came  to  tliis  inhospitable  wil- 
derness, with  a  full  expectation,  and  settled  design,  to  live  by 
themselves.  It  was  their  darling  wish;  the  great  object  of  all 
their  aims;  to  live  by  themselves,  safe  from  the  intrusions  of  oth- 
ers. They  had  gone  through  every  labour,  expense,  and  suffer- 
ing, to  accomplish  this  desirable  object.  In  their  own  country 
they  had  undergone  every  thing  but  death,  on  account  of  their 
religion.  In  this  distant,  solitary  wild,  they  naturally  thought 
that  they  might  be  undisturbed.  They  had  purchased  the  coun- 
try at  home.  They  had  again  purchased  it  here.  They  had  set- 
tled it :  they  had  defended  it.  The  expense  and  self-denial,  the 
patience  and  perseverence,  which  they  had  encountered,  were 
extreme,  wonderful,  and  such,  as,  in  their  own  view,  at  least, 
entitled  them  fairly  to  an  exemption  from  all  the  trouble, 
afterwards  given  them  by  the  Baptists  and  Quakers.  When 
thej  had  gone  through  all  these  difficulties  to  a  great  extent, 
and  changed  the  country  into  a  desirable  habitation ;  these  peo- 
ple came  in  among  them.  Why  did  they  come  ?  They  were 
not  invited.  They  were  not  welcomed.  They  were  not  desir- 
ed. The  New-England  colonists  intruded  upon  no  settlements 
of  Baptists,  or  Quakers  :  nor  did  they  meddle  with  the  business, 
or  break  into  the  precincts,  of  any  other  people.  It  was  one  of 
the  privileges  o( Israel,  that  thfi/  should  dicell  alone.  The  people 
of  New-England  wished  ardently  for  the  same  privilege  ;  and  for 
the  very  same  reason,  viz. ;  that  they  might  transmit  what  they 
believed  to  be  the  religion  of  the  gospel,  pure  in  its  doctrine,  dis- 
cipline, and  manners,  to  their  posterity.  ^Vhy  should  this  privi- 
lege be  grudged  to  them  ?  The  Baptists,  and  Quakers,  they  re- 
garded as  errorists.  Thri^  had  done  nothing  towards  puixhasing. 
clearing,  or  defending  the  country  ;  and,  in  the  view  of  the  inhab- 
itants, came  only  to  corrupt  their  principles,  and  disturb  their 
peace.  They  cordially  hated  the  people  of  New-England.  ^Vhy 
did  they  not  stay  among  those  whom  they  liked  better  ?  The  on 
ly  answer  is,  they  came  to  make  proselytes:  the  most  uncomforf 
able  of  all  intruders. 
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Internal  dissentlons  have  been  universally  esteemed  more  seri- 
ous calamities  than  external  wars  ;  and  internal  dissentions  about 
religion  arc  certainly  as  serious  calamities,  as  those  about  liberty. 
He,  who  excites  civil  discord  in  a  community,  is  universally  ac- 
counted an  enemy  of  its  peace.  Why  is  he  less  deserving  of  this 
character,  who  excites  religious  dissentions. 

The  world  was  sufficiently  wide  to  furnish  the  same  opportuni- 
ties to  Baptists,  and  Quakers,  to  plaat  themselves,  which  had 
been  found  by  the  people  of  New-England.  Sufficient  tracts 
might  have  been  obtained  from  the  Crown,  and  purchased  of  the 
Indians.  Why  did  they  not  obtain,  and  purchase  these  tracts  ? 
Had  they  done  this  ;  the  New-England  people  would  not  have 
disturbed  them.  In  England  no  man  is  permitted  to  preach,  luith- 
out  a  licence  from  the  Government,  These  people  preached  in 
New-England,  in  defiance  of  the  express  injunctions  of  the  gov- 
ernment. A  number  of  them  insulted  both  the  government,  and 
the  Religious  Worship  of  the  country  with  gross  indecency,  and 
outrage. 

The  Duke  asserts  that  "  the  quakers,  and  baptists,  were  perse- 
cuted, imprisoned,  banished,  and  put  to  death." 

It  is  not  true  than  any  anabaptist  was  put  to  death.  Several 
of  them,  after  having  openly  disobeyed  an  express  injunction  of 
the  government,  were  imprisoned,  and  banished:  and  one  of  them, 
who  insulted  the  Court,  and  was  declared  by  his  neighbours  to  be 
an  idle,  lying  fellow,  was  whipped.  So  late  as  the  year  1748, 
the  Rev.  Dr.  Rodgers,  of  New- York,  was  sent  out  of  Virginia  by 
the  General  Court  of  that  Province  for  preaching  to  some  Pres- 
byterians, who  had  invited  him  into  the  country  for  that  purpose. 
This  gentleman  did  what  all  others  ought  to  do  in  the  like  cir- 
cumstances. Upon  receiving  the  order  of  the  Court  he  desisted 
from  preaching,  and  left  the  province. 

I  am  no  friend  to  persecution  for  religion,  or  for  any  thing 
else  ;  and  regard  it,  as  I  believe,  in  all  cases  with  at  least  as  much 
abhorrence,  as  the  Duke  de  la  Rochefoucault,  or  any  other  de- 
claimer  against  the  New-England  colonists.     Still  I  can  find  no 
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justification  either  for  the  anahaptists,  or  for  the  qiiakers  ;  those  1 
mean,  who  are  the  siihjccts  of  these  remarks. 

Ibid.  "  The  worst  of  all  governments  is  that  in  which  a  system 
of  religion  is  the  main  spring:  and  which  is  either  conducted,  or 
innnenccd.  by  (he  ministers  of  that  religion.'' 

A  part  of  this  sentence  is  just:  and  the  rest  may  be  fairly 
yielded  to  a  man,  who  Iiad  lived  in  a  Popish  country.  A  govern- 
ment, conducted  by  the  ministers  of  Religion,  must  certainly  be 
a  bad  one.  T  think  the  worst  of  all  governments  ;  for  the  following 
reasons.  When  civil  and  ecclesiastical  power  arc  united  in  the 
same  hands ;  (such  ecclesiastical  power  as  has  been  actually  pos- 
sessed by  men  in  most  countries ;  and  such  as  in  this  case  would 
be  possessed  by  thrni  in  nil  :)  would  furnish  temptations,  which 
they  would  never  resist ;  and  generate  a  system  of  oppression, 
which  their  subjects  could  never  sustain.  The  ministers  would 
become  villains;  and  the  people  would  be  undone.  The  exper- 
iment has  been  fairly  tried  in  the  Romish  hierarchy;  and  happily 
for  n^.ankind,  can  never  be  tried  again.  Should  it  be  said,  that 
the  ministers  of  Religion  would  be  persons  of  too  good  a  charac- 
ter to  be  guilt}  of  such  enormities.  Probably  this  would  be  true 
of  the  first  set,  which  came  into  these  dangerous  circumstances, 
because  they  would  be  merely  ministei-s  of  the  gospel,  men,  who 
came  into  that  office  for  the  sake  of  discharging  its  duties.  But 
those,  who  followed  them,  would  enter  the  ministry,  solely  for 
the  purpose  of  obtaining  the  power,  attached  to  the  oflice.  These 
would  commence  their  miiiistry  with  fraud;  and  woultl  soon  be- 
t:ome  abandoned,  'i'he  government,  therefore,  would  l>e  in  the 
very  worst  hands;  and,  because  the  power,  possessed  by  them, 
would  be  greater  than  in  any  other  case,  would  be  the  worst 
government.  Rut  a  system  of  Religion,  or  in  better  words,  the 
true  Religion  (^r  Christianity,  ought  to  be  the  basis  of  all  govern 
ment.  In  this  case  human  government  would  proceed  on  the 
same  principles,  as  that  of  the  Infinite  RuKt.  All  governments 
also,  ought  to  be  regulated  absolutely  by  these  principles.  Were 
they  in  fart  tiuis  rcgtdated,  an  end  would  be  put  to  all  those  suf- 
ferings, which  subjects  feel,  except  from  (be  incapacity  of  Rulers. 
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The  question,  Whether  mitdslers  ought  to  have  influence  ivith  vc- 
aped  to  the  affairs  of  government  will,  if  answered  with  truth,  bo 
answered  ditferently,  according  to  the  character  of  ministers,  and 
according  to  the  degree,  and  perhaps  the  manner,  in  which  the 
influence  is  employed.  By  influence  I  intend  the  efBcacy  which 
the  character  and  circumstances,  of  one  man  have  towards  indu- 
cing others  voluntarily  to  coincide  with  him  in  opinions,  and 
measures.  Where  clergymen  are  wise  and  virtuous  men,  it  is 
hardly  possible  that  their  influence  upon  government  should  fail 
of  being  beneficial. 

The  case  of  Massachusetts  and  Connecticut,  alluded  to  at  the 
commencement  of  the  paragraph,  from  which  the  last  quotation 
is  taken,  is  unfortunately  selected  by  the  Duke  for  the  purpose  of 
proving  his  assertion.  In  these  States,  from  their  first  settlement, 
ministers,  although  absolutely  destitute  of  power,  have  had  as 
much  influence,  as  in  any  country  in  the  world.  It  is  no  exag- 
geration to  say,  that  in  these  two  communities,  industry,  good 
neighbourhood,  good  order,  useful  knowledge,  sound  morals,  and 
genuine  piety,  have  flourished  as  uniformly,  and  as  extensively, 
as  in  any  country  on  the  globe. 

Page  134.  "The  Governour  and  Judges  of  Salem." 

There  never  were  any  such  persons. 

Page  206.  *'  Indian  corn  bears  no  higher  price  here,  (i.  e. 
in  Brookfield,  Mass.)  than  nine-pence  a  bushel." 

The  Duke  must  have  been  egregiously  mis-informed  concern- 
ing this  subject.  The  Brookfield  farmers  would  hardly  be  satis- 
fied with  the  market,  which  he  has  provided  for  them.  The  low- 
est price,  at  which  I  ever  knew  indian  corn  sold,  was  two  shil- 
lings* a  bushel.  In  the  years  1795,  and  1796,  it  could  not  be 
less  than  four,  and  was   not  improbably  five,  or  six    shillings. 

I  will  now  close  the  remarks,  which  I  have  thought  proper  to 
make  on  the  Duke  de  la  Rochefoucault.  I  should  do  justice  neither 
to  the  traveller,  nor  to  myself,  if  I  did  not  observe,  that  I  have 
found  his  work  much  more  valuable  than  I  expected.  There 
are,  indeed,  many  errors  in  it.    Some  I  have  mentioned,  and  not 

*  One  and  six-pence  sterling^. 
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a  small  number  of  others  might  have  been  added  to  them.  But  it 
contains,  also  very  many  valuable  truths.  The  writer  was  often 
mis-informed :  sometimes  ncglit;ent,  and  sometimes  misled  by 
prejudice  ;  but  he  discovers  every  where  a  wish  to  gain  informa- 
tion, and  a  willingness  to  recite  it.  What  he  saw  he  is  willing 
to  report,  as  it  appeared  to  him.  In  the  times,  in  which  he  wrote, 
it  was  scarcely  possible  not  to  be  prejudiced  about  politics  ;  or 
with  the  education  which  he  had  received,  about  religion.  Gen- 
erally he  discovers  a  commendable  spirit  of  inquiry  and  industry, 
respectable  understanding,  and  an  honourable  degree  of  integrity 
and  candour.*  I  am.  Sir,  yours,  &lc. 

*  The  following  may  serve  as  specimens  of  the  errors,  into  which  foreigners  easily 
fall  with  respect  to  the  names  of  persons  and  places,  aind  into  which  they  betray 
their  readers.     The  Duke  says, 

Belli/  town         for     Belchertown. 

Voluich  for     Woolwich. 

Pepperborough   for     Pepperelborough. 

Saga  for     Saco. 

Goldhue  for     Goodhue. 

William  Rush    for    William  Rotch. 


G  res  worth 

for 

Griswold. 

Stone  river 

for 

Stoney  river. 

Watworth 

for 

Wadsworth. 

Golf 

for 

Goff. 

Whadley 

for 

Whalley. 

Durham 

for 

Dedham,  &c.  &c 

LETTER  IV. 

Lambert, 
Dear  Sir, 

I  HAVE  lately  seen  travels  in  Lower  Canada  and  North-Ameri- 
ca, in  the  years  1806,  1807,  and  1808,  by  John  Lambert,  a  native 
of  Great  Britain,  printed  in  London  for  Richard  Phillips,  1810. 
On  this  book  I  will  now  make  a  number  of  observations. 

Permit  me  to  say,  generally,  that  the  writer  is  superiour  to  most 
of  his  fellow  travellers  in  candour  and  justice.  He  came  to 
America,  as  he  informs  us,  upon  business.  Unexpected  disap- 
pointments having  frustrated  his  design  ;  he  found  himself  at  leis- 
ure to  travel  over  several  parts  of  this  continent.  The  result  of 
his  observations  and  enquiries  he  has  given  us  in  three  octavo 
volumes  and  has  in  my  view  made  a  valuable  present  to  the  pub- 
lic. The  information  which  he  has  furnished  concerning  Canada, 
unless  I  am  deceived,  is  to  a  considerable  extent  new  and  satis- 
factory. In  the  United  States  his  opportunities  of  seeing  the 
country  and  acquiring  information,  were  much  fewer  than  I  should 
have  wished,  and  evidently  much  more  limited  than  he  himself 
wished.  Yet  he  has  the  merit  of  having  made  the  most  of  them. 
What  he  saw,  he  generally  observed  with  accuracy  and  good 
sense,  and  told  with  truth:  and  it  deserves  to  be  recorded  to  his 
honour,  that,  with  a  victory  over  prejudice  not  often  achieved  by 
Englishmen  travelling  in  this  country,  he  appears  plainly  to  have 
been  desirous  of  seeing  every  thing  in  its  native  light,  and  not 
with  jaundiced  eyes.  For  his  information  he  was  dependant  as 
every  traveller  must  be,  upon  others  :  often  he  is  well  informed; 
at  times  he  was  undoubtedly  led  into  error.  He  passed  over  sev- 
eral hundred  miles  in  which  I  have  travelled  ;  and  his  accounts 
of  what  fell  under  his  eye  are  just,  beyond  what  I  should  ex- 
pect from  a  foreigner  to  whom  every  object  was  new,  and  who 
had  so  little  opportunity  of  examining  with  attention.  Upon  the 
whole,  Mr.  Lambert  has  claims  to  respect  and  to  confidence, 
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which  cannot  be  challenged  hy  any  other  native  of  Great  Britain 
who  has  appeared  here  as  a  traveller. 

The  following  paragraph  in  the  introduction  to  his  work  well 
deserves  the  attentive  perusal  of  every  Briton  who  considers  this 
country  as  meriting  his  regard. 

'•After  residing  a  twelve  month  in  Canada,  I  visited  the  United 
States,  a  country,  whose  real  state  is  almost  as  little  known  in 
England,  as  that  of  Canada  ;  and  the  manners  and  dispositions  of 
whose  inhabitants  are  seldom  viewed,  but  through  the  false  medi- 
um of  popular  prejudice. 

Whatever  truth  there  may  have  been  in  the  accounts  given  of 
the  United  States  by  former  writers  ;  tlicy  present  at  this  day 
but  imperfect  or  distorted  pictures  of  the  country  and  its  inhabit- 
ants. Those,  who  have  not  seen  the  United  States  for  the  last 
twenty  years,  would  be  astonished  at  the  alteration  that  has  ta- 
ken place.  No  country,  perhaps,  ever  increased  in  population 
and  wealth,  or  rose  into  importance  among  other  nations,  more 
rapidly,  than  the  United  States.  Within  the  space  of  thirty 
years,  they  have  emerged  from  the  obscurity  of  colonies  into  the 
rank  of  independant  states;  governed  by  a  constitution  altogether 
novel  in  the  present  times  ;  but  which,  whatever  defects  it  may 
contain,  has  proved  the  source  of  all  their  prosperity.  The  peo- 
ple of  England  are  too  apt  to  hold  the  character  of  the  Ameri- 
cans in  trifling  estimation  :  but  when  it  is  known  that  their  coun- 
try is  fast  approaching  to  importance,  that  their  imports  and  ex- 
ports already  amount  to  one  half  of  those  of  Great  Britain,  while 
their  annual  expenditure  is  not  a  twentieth  and  their  national 
debt  not  a  fortieth  part  of  ours,  we  cannot  avoid  giving  them  our 
meed  of  admiration,  whatever  jealousy  might  suggest  to  the  con- 
trary. It  is  to  be  hoped  that  the  two  nations  will  no  longer  give 
way  to  blind  and  acrimonious  prejudices  against  each  other,  but 
endeavour  to  cultivate  the  bbssings  of  peace  instead  of  the  hor- 
rors of  war." 

It  would  be  well  if  some  of  your  journalists  were  (o  learn  a  lit- 
tle truth  from  these  observations  of  Mr.  Lambert,  and  to  believe 
with  him  that  the  travellers,  whose  malignant  accounts  they  take 
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a  pleasure  apparently  not  less  malignant  in  quoting,  have  given 
only  imperfect  or  distorted  pictures  of  the  country  and  its  inhab- 
itants. The  blind  and  acrimonious  prejudices,  mentioned  by  this 
writer,  have  been  indulged  by  no  persons  with  greater  spleen  or 
grosser  falsehood,  than  by  the  authors  of  some  of  your  reviews. 
Great  Britain  has  no  market  of  so  much  value  to  her  as  the  Uni- 
ted States  ;  and  no  body  of  men  in  the  world,  equally  numerous,  so 
willing  to  be  her  steadfast  friends  upon  reasonable  principles,  as 
a  large  part  of  their  inhabitants.  Why  this  body  should  be  pro- 
voked and  alienated,  by  the  torrents  of  abuse  so  liberally  poured 
out  on  your  side  of  the  Atlantic,  the  writers  to  whom  I  have  re- 
ferred are  yet  to  explain. 

Page  176.  "From  what  cause  the  custom  (of  driving  on  the 
right  side  of  the  road)  originated  in  America,  I  cannot  say." 

The  cause  is  this  :  The  drivers  of  loaded  carts  and  wagons  usu- 
ally walk  on  the  left  side.  If  you  take  the  right,  the  driver  is  of 
course  between  you  and  his  own  team.  He  is  therefore  able  to 
see  that  he  gives  you  sufficient  room  ;  which  he  could  not  do  if 
you  took  the  ]e{t  side.  Hence  the  law  requires  every  carriage  to 
go  on  the  right. 

Page  278.  "  The  inhabitants  of  the  shores  of  Nova-Scotia  and 
the  New-England  States,  who  are  enveloped  in  fogs  more  than  one 
half  the  year,  enjoy  the  same  ruddy  complexion  as  the  English; 
while  those  who  live  in  the  interior  under  a  clear  sky,  are  univer- 
sally distinguished  by  sallow  and  swarthy  complexions." 

There  are  two  errours  in  this  sentence  so  far  as  it  respects 
New-England.  Its  shores  generally  enjoy  a  remarkably  fine 
clear  sky ;  and  the  inhabitants  of  the  interior  are  rather  more 
ruddy,  so  far  as  there  is  any  difference,  than  those  on  the  shore. 

Page  354.  On  this  and  the  following  pages  there  are  several 
unfortunate  observations  concerning  religion,  a  subject  which  the 
writer  has  very  imperfectly  examined.  I  mention  the  fact  not  as 
coming  within  the  scope  of  tbcoe  remarks;  but  merely  that,  after 
what  1  have  said  concerning  the  respectable  character  of  Mr. 
Lambert,  it  might  not  be  sup[)Osed  from  my  silence  that  I  approv- 
ed of  tiiese  opinions,     hi  the  subsequent  parls  of  the  book  there 
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are  other  observations  of  a  nature  generally  similar.  At  the  same 
time,  1  acknowledge  with  pleasure,  that  Mr.  Lambert  appears  to 
be  respectful  to  religion  and  morality. 

Page  435.  "  The  Ilabbit  was  never  found  wild  in  any  part  of 
America." 

Wild  Rabbits  are  considerably  numerous  in  New-Englaud. 
Vol.ii.  page  128.  ''The  Americans  are  so  extremely  captious  on 
political  subjects,  that  they  can  never  speak  of  them  without  enter- 
ing into  a  dispute  ;  and  disputes  generally  terminate  in  quarrels." 

The  Americans  are  without  a  doubt  sufficiently  inclined  to  dis- 
pute about  political  subjects,  and  are  in  my  opinion  at  least  sufli- 
ciently  captious.  New-England  is  believed  to  be  as  much  inter- 
ested in  this  controversy  as  any  part  of  the  American  Union. 
Yet  there  are  every  day  conversations  on  political  subjects  with- 
out disputes,  and  disputes  without  quarrels.  These  indeed  must 
be  very  rare ;  for  I  do  not  remember  that  I  have  heard  of  half  a 
dozen  in  New-England  during  the  twenty-five  years  which  have 
elapsed  since  the  establishment  of  the  American  constitution. 

Page  129.  "  It  (the  American  stage  coach)  is  always  drawn  by 
four  horses ;  which,  in  well  settled  parts  of  the  United  States, 
are  as  good  as  the  generality  of  English  stage  horses." 

Who  could  have  expected  this  from  an  English  traveller  in 
America ! 

Page  132.  '*  At  the  better  sort  of  American  taverns  or  hotels, 
very  excellent  dinners  are  provided,  consisting  of  almost  every 
thing  in  season." 

Ibid.  "  English  breakfasts  and  teas  are,  generally  speaking, 
meagre  repasts,  compared  with  those  of  America  ;  and  as  far  as 
I  had  an  opportunity  of  observing,  the  people  live,  with  respect 
to  eating,  in  a  much  more  luxurious  manner  than  we  do  ;  particu- 
larly in  the  large  towns,  and  in  their  neighbourhoods.  But  their 
meals  I  think  are  composed  of  too  great  a  variety,  and  of  too 
many  things,  to  be  conducive  to  health  ;  and  I  have  little  doubt 
but  that  many  of  their  diseases  are  engendered  by  gross  diet,  and 
the  use  of  animal  food  at  every  meal.  Many  private  families  live 
nearly  in  the  same  style  as  at  these  houses,  and  have  as  great  a 
variety  upon  thoir  tables." 
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1  hope  Mr.  Lambert,  since  he  is  a  Briton,  will  be  considered 
as  an  exceptionable  witness  to  the  fact  that  tiic  people  of  this 
country  have  something  to  eat  and  drink  both  in  private  houses 
and  in  inns  ;  the  testimony  of  your  former  travellers  to  the  con- 
trary notwithstandinf^.  1,  who  have  known  the  whole  subject  by 
experience,  can  testify  that  this  has  been  the  fact  with  regard  to 
both  private  houses  and  inns  from  my  earliest  remembrance. 
Food  in  tlic  richest  variety  has  always  abounded  in  this  country, 
and  has  been  within  the  reach  of  every  man  possessed  even  of 
moderate  property.  The  principal  difference  between  the  far- 
mers and  mechanics  who  are  in  easy  circumstances,  or  are  worth 
from  five  to  ten  thousand  dollars,  and  the  gentlemen,  (that  is 
when  there  is  any  difference,)  is,  so  far  as  the  mode  of  living  is 
concerned,  found  chiefly  in  the  different  modes  of  management, 
particularly  in  cookery.  A  farmer  of  my  acquaintance,  worth 
perhaps  from  twenty  to  twenty-five  thousand  dollars,  kept  as 
good  a  table  as  any  man  whom  I  ever  knew. 

The  best  old  fashioned  New-England  inns  were  superior  to  any  of 
the  modern  ones  which  I  have  seen.  They  were  at  less  pains  to 
furnish  a  great  variety  of  food.  Yet  the  variety  was  ample.  The 
food  was  always  of  the  best  quality  ;  the  beds  were  excellent ; 
the  house  and  all  its  appendages  were  in  the  highest  degree  clean 
and  neat ;  the  cookery  was  remarkably  good  ;  and  the  stable  was 
not  less  hospitable  than  the  house.  The  family  in  the  mean  time 
were  possessed  of  principle,  and  received  you  with  the  kindness 
and  attention  of  friends.  Your  baggage  was  as  safe  as  in  your 
own  house.  If  you  were  sick,  you  were  nursed  and  befriended 
as  in  your  own  family.  No  tavern-haunters,  gamblers  or  loun- 
gers were  admitted,  any  more  than  in  a  well  ordered  private  hab- 
itation ;  and  as  little  noise  was  allowed. 

There  was  less  bustle,  less  parade,  less  appearance  of  doing 
much  to  gratify  your  wishes,  than  at  the  reputable  modern  inns  ; 
but  much  more  actually  done,  and  much  more  comfort  and  en- 
joyment. In  a  word,  you  found  in  these  inns  the  pleasures  of  an 
excellent  private  house.  To  finish  the  story,  your  bills  were  al- 
ways equitable,  calculated  on  what  you  ought  to  pay,  and  not 

Vol.  lY.  34 
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upon  the  scheme  ofgettinf;;  the  most  which  extortion  mii^ht  think 
proper  to  demani;. 

The  duke  De  la  Rochefoucault  was  sick  at  the  house  of  Capt. 
VVilhams  in  Marlboroui^h.  A  stranf^er,  a  foreigner,  appearing  as 
he  says  in  a  verv  plain  dross,  and  universally  in  circumstances 
which  indicated  no  sup<M'i()ri(y  of  rank  or  character;  after  he  had 
recovered  his  health.  chi('lly  as  it  would  seem  by  the  kindness  of 
the  family;  he  exclaimed,  ''  Surely  these  are  the  best  people  in 
the  world." 

I  am  entirely  of  jMr.  Lambert's  opinion,  that  our  meals  are  very 
often  composed  of  too  great  a  variety,  to  be  conducive  to  health. 
A  simpler  mode  of  living  would  naturally  prevent  excess  in  eating 
and  drinking.  Our  dinners  arc  furnished  with  a  great  variety  of 
vegetables  as  well  as  of  meats. 

Page  13G.  "  The  morning  was  remarkably  fine." 

The  account  which  is  given  in  the  following  paragraphs  of  the 
Hudson  and  the  country  bordering  upon  it ;  particularly  of  the 
beauty  and  magnificence  of  the  scencr}*^  is  just,  and  far  from  be- 
ing exaggerated.  I  hope  it  will  contribute  to  persuade  some  of 
your  countrymen  that  nature  did  not  lavish  all  her  charms  on  the 
Eastern  continent,  but  reserved  some  of  her  choice  gifts  for 
America.  Otie  of  your  countrymen  a  short  time  since  questioned 
one  of  mine  to  the  following  elFect  :  "  How  comes  it  to  pass  that 
America  has  no  such  fine  scenery  as  we  find  in  European  coun- 
tries ?" 

Page  1 46.  "  The  first  is  of  very  considerable  extent,  being  one 
hundred  and  twenty  miles  in  length,  and  about  eight  miles  in 
breadth.  It  is  a  fertile  and  well  cultivated  piece  of  land,  inhab- 
ited chiefly  by  the  descendants  of  the  old  Dutch  settlers." 

P'or  the  truth  with  regard  to  these  subjects,  I  refer  you  to  my 
observations  concerning  Long-Island,  and  to  my  notes  on  the 
travels  of  Weld. 

Page  202.  "  A  taste  for  reading  has  of  late  diffused  itself  through 
(lu;  country,  particularly  in  the  great  towns." 

A  taste  for  reading  has  always  been  difftised  throughout  New- 
England,  and  social  libraries  were  frequent  at  the  beginning   of 
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the  last  century  ;  and  the  hbraries  of  ministers  and  other  men  of 
learning  were  to  a  considerable  extent  better  than  they  are  now. 

Ibid.  "  It  seems  indeed  that  the  fair  sex  of  America  have,  with- 
in these  few  years,  been  desirous  of  imitating  the  example  of  the 
English  and  French  ladies.  They  have  cast  away  the  gossipping 
and  frivolous  tittle  tattle  which  before  has  occupied  so  much  of 
their  attention." 

Mr.  Lambert  was  misinformed  concerning  this  subject.  The 
ladies  in  New-England  who  received  a  good  education  fifty,  sixty, 
and  in  various  instances  even  one  hundred  years  ago,  were  as 
well  educated  as  most  of  those  who  have  followed  them  ;  were 
possessed  of  as  much  sound  knowledge,  of  as  refined  a  taste,  of 
as  elegant  accomplishments,  and  of  as  much  dignity  and  excel- 
lence. The  modern  education  is  attended  with  more  expense 
and  parade,  but  is  not  productive  of  greater  moral  or  intellectual 
improvement. 

Page  208.  "  I  was  told  of  one  (sailor)  who  carried  with  him  a 
small  grappling,  and,  while  the  horse  was  at  full  speed  down  one 
of  the  streets,  threw  out  the  anchor ;  which,  catching  hold  of  the 
stones,  suddenly  brought  him  up,  broke  his  horse's  neck,  and 
hurled  him  a  distance  of  several  yards  upon  the  pavement." 

This  story  I  heard  when  I  was  a  boy  ;  and  it  may  serve  to  show^ 
you,  that  your  travellers  pick  up  many  a  tale  of  other  times,  and 
present  it  to  the  public  as  an  account  of  something  that  has  lately 
happened. 

Page  357.  "  Towards  evening  we  lost  sight  of  Neversink  hills, 
and  could  not  help  thinking  upon  the  absurdity  of  their  name 
while  I  beheld  their  summits  sink  into  the  ocean  as  the  vessel  re- 
ceded from  the  coast." 

I  have  been  accustomed  to  see  the  name  printed  JSfavesink,  and 
have  supposed  it  an  Indian  word,  corrupted  by  careless  pronun- 
ciation into  Neversink. 

Page  399.  "At  the  period  when  the  Americans  were  so  much 
exasperated  against  Great  Britain  in  consequence  of  the  attack 
upon  the  Chesapeake  frigate,"  Sic. 


264        REMARKS  ON  EUROi'EAN  TRAVFLLERS  IN  AMKRICA. 

The  story  told  in  this  paragraph  is  erroneous;  and  Mr.  Lam- 
bert was  ill  informed.  1  never  before  heard  that  the  British  sub- 
jects throughout  the  States  were  under  the  necessity  of  keeping 
within  doors,  until  the  popular  fury  was  abated.  No  Americans, 
so  far  as  I  remember,  wore  a  piece  of  crape  round  their  arm,  in 
those  parts  of  the  country  with  which  I  am  well  acquainted  ;  nor 
was  any  man  within  those  limits  ducked  under  the  pumps  lor  re- 
fusing to  comply  with  that  mark  of  respect  for  his  deceased  coun- 
trymen. 

The  chief  reason,  for  which  I  have  quoted  this  sentence,  is  the 
improper  attribution  which  it  contains  of  actions  and  characters 
to  all  the  Americans,  which  are  due  to  a  part  only,  and  that  prob- 
ably very  small.  This  is  a  very  common  and  very  unfortunate 
practice  of  your  travellers  in  the  United  States.  They  see  or 
hear  of  something  which  is  done  in  this  country,  some  local  cus- 
tom, some  solitary  incident,  some  good  or  bad  treatment  of  a  for- 
eigner. They  find  two  or  three  bad  inns,  make  with  some  sharp- 
er a  disadvantageous  bargain,  purchase  lands  unadvisedly  of  some 
jobber,  and  are  bitten  in  the  contract,  and  are  otherwise  injured, 
teazed,  or  abused.  Immediately  the  character  becomes  in  their 
mouths  universal  ;  the  custom  spreads  over  the  whole  country  ; 
the  incidents  become  a  general  history  ;  the  people  have  all  turn- 
ed sharpers  and  land  jobbers ;  the  inns  are  all  dirty,  and  the  inn- 
keepers rude,  vulgar,  and  insolent. 

The  case,  in  which  this  conversion  of  individuals  into  a  class, 
and  of  particulars  into  generals,  is  most  frequent,  and  which  an 
inhabitant  of  New-England  regards  with  very  httle  complacency, 
is  that,  in  which  the  customs,  manners,  morals,  and  other  charac- 
teristics, of  other  states  of  the  union  are  applied  to  his  own.  A 
traveller  in  one  of  the  United  States  is  told,  that  the  inhabitants 
treat  their  slaves  with  cruelty;  in  another  he  is  informed  that 
they  are  engai:od  fre([uently  in  duels,  fighting  cocks,  gouging  and 
horse-racing;  that  they  are  rude  and  insolent  to  strangers;  that 
their  inns  are  wretched:  their  churches  few,  poor  and  decayed; 
their  ministers  few,  and  many  of  them  uneducated;  the  manners  ex- 
pensive ;  the  income  of  the  inhabitants  anticipated,  and  their  char- 
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ncter  extensively  that  of  semi-civilization.  Now,  whether  these 
things  are  truly  said  or  not,  I  am  not  at  present  interested  to  in- 
quire. My  objection  lies  to  the  manner  in  which  they  are  des- 
cribed and  attributed.  They  are  described  as  general  customs 
of  the  whole  country,  and  are  attributed  to  its  inhabitants  univer- 
sally. Thus  we  arc  told  that  the  Americans  gouge,  race  horses 
and  fight  cocks ;  and  that  the  inns,  the  churches,  the  ministers, 
the  manners,  and  the  customs  of  the  United  States  are  such  and 
such. 

Suppose  I  were  to  travel  through  Spain;  and,  finding  the  In- 
quisition in  that  country,  should  say  in  the  journal  of  my  tour, 
that  this  horrid  tribunal  is  established  in  Europe,  and  that  the  in- 
habitants at  the  end  of  certain  periods  celebrate  the  Auto  de  fe. 
Suppose  I  were  to  travel  through  Turkey  :  and  accommodating 
my  journal  to  the  manners  of  the  Turks,  should  say  that  the  peo- 
ple of  Europe  are  Mohammetans,  wear  mustachios,  keep  their 
turbans  on,  and  pull  off  their  shoes  in  their  mosques,  have  each 
four  wives,  and  as  many  concubines  as  they  can  maintain,  are 
served  by  eunuchs  and  mutes,  and  are  obliged  to  go  once  in  their 
lives  on  a  pilgrimage  to  Mecca.  Or  suppose  I  should  make  an 
excursion  into  Russia,  and  should  attribute  all  that  Dr.  Clarke 
has  said  to  disgrace  the  people  of  that  country  to  the  Europeans 
generally  ;  or,  proceeding  onward  to  Lapland,  should  attribute  to 
the  inhabitants  of  Europe  the  size,  structure,  features  and  com- 
plexion of  the  Laplanders  ;  what  would  a  candid  and  intelligent 
man  think  of  my  assertions,  and  my  character  ?  What  would  the 
inhabitants  of  Great  Britain,  France  and  Germany,  think  of  a  trav- 
eller who  applied  to  them  declarations  which  were  true  of  Span- 
iards, Turks,  or  Laplanders  only. 

Yet  these,  assertions,  when  made  concerning  the  people  of  Eu- 
rope at  large,  would  be  no  less  just  and  true  than  those  assertions 
which  your  travellers  often  make  concerning  the  inhabitants  of 
this  country,  under  the  general  names  of  Americans,  or  the  peo- 
ple of  the  United  States  :  assertions  adopted  with  even  less  dis- 
crimination by  several  writers  in  your  Literary  Journals.  The 
customs,  manners,  and  morals  of  the  States  at  the  Southern  and 
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Western  borders  of  the  Union  arc,  to  a  great  extent  absolutely 
unknown  in  New-England  ;  and  the  story  concerning  the  inns, 
the  churches,  the  ministers,  the  gouging,  the  horse-racing,  the 
cock-lighting,  the  gambling,  and  the  ^^rcat  variety  of  imputations 
thrown  by  }our  t()uri>ts  on  the  character  of  the  Americans,  are 
as  little  applicable  to  New-England,  as  to  Old  England,  and  in 
most  instances  much  less.  Your  people  make  horse-racing  an 
amusement  of  high  importance  ;  and  your  gentlemen,  clergy,  no- 
bles, and  princes,  frequent  this  diversion  at  New-Market  in  the 
same  manner  as  your  jockies.  Your  people  fight  cocks  :  to  us 
the  thing  is  unknown  except  by  report.  Gambling  is  carried  on 
to  an  extent  inmieasurably  greater  with  you  than  with  us.  Goug- 
ing familiarly  attributed  to  us  by  some  of  your  writers,  is  as  abso- 
lutely unknown  in  New-England  as  in  St.  James's  palace.  Our 
inns  perhaps  are  not  as  good  as  yours  ;  but  1  am  confident  that 
they  are  better  than  those  of  any  other  country.  Our  plain  peo- 
ple have  more  civility  than  such  of  yours  as  visit  this  country, 
and  are  abundantly  better  informed.  The  gentlemen  are  less 
haughty,  distant,  and  reserved.  Of  our  churches  and  ministers  1 
have  already  given  you  a  sufikient  account. 

But  this  is  not  all.  Your  travellers  seize  on  a  single  person, 
or  a  solitary  fact,  and  make  them  the  representatives  of  a  whole 
community  and  a  general  custom.  Have  you  no  awkward  per- 
sons ?  No  sharpers?  No  debauchees?  No  profligates?  No 
blunderers  in  language,  both  in  pronunciation  and  meaning?  If 
not;  what  are  we  to  think  concerning  the  representations  made 
of  morals^  manners,  and  language  of  your  inhabitants  in  plays, 
novels,  news-papers,  literary  journals,  travels,  and  moral  treati- 
ses. Is  an  American  to  form  his  ideas  of  the  language  of  Great 
Britain  from  that  of  the  driver  of  a  stage-coach,  a  porter,  a  York- 
shire man,  or  an  inhabitant  of  Wales?  Are  the  morals  of  Wap- 
ping  to  characterize  the  E'.nglish  nation?  Is  (he  phraseology  of 
Billingsgate  to  become  a  specimen  of  their  breeding  ?  Are  the 
coal-heavers,  and  coal-miners,  who  supply  London  with  fuel,  to 
become  the  index  of  your  manners?  And  are  we  to  learn  the 
state  of  your  morals  from  Colquhoun's  police  of  London,  or  from 
that  of  the  Thames  ? 
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Mr.  Lambert  is  less  afflicted  with  this  disease  of  turning  partic- 
ulars into  generals,  and  individual  facts  and  persons  into  a  host 
than  most  of  your  travellers.  Yet  even  he  is  not  without  some 
trespasses.  They  are  however  so  few,  and  of  so  little  moment, 
as  scarcely  to  demand  animadversion. 

Page  431.  "  The  militia  of  the  United  States  is,  for  the  most 
part,  badly  disciplined.  In  the  towns,  some  shew  of  military 
force  is  kept  up  by  the  volunteers ;  but  throughout  the  country 
places  the  militia  meet  only  to  eat,  drink  and  be  merry." 

That  this  may  be  true  of  the  mihtia  of  some  other  states  in  the 
union,  I  am  not  warranted  to  deny  5  but  it  has  no  application  to 
Massachusetts  and  Connecticut.  With  the  character  of  the  mili- 
tia in  other  states  T  am  very  imperfectly  acquainted.  In  these 
the  militia  are  an  excellent  body  of  men  ;  and,  though  inferi- 
our  in  most  instances  to  some  of  the  volunteer  corps  in  the  large 
towns,  are  well  dressed,  and  to  a  great  extent  well  disciplined. 
An  American  officer  of  distinction,  who  at  New-London  saw  dai- 
ly the  appearance  and  discipline  of  the  Connecticut  State  troops, 
taken  by  voluntary  enlistment,  and  stationed  in  the  neighbour- 
hood of  that  city,  declared  that  he  had  never  seen  a  finer  body  of 
men  although  he  had  often  seen  the  guards  of  his  Britannic  Majes- 
ty and  the  invincibles  of  Napoleon.  The  militia  of  these  States. 
whenever  they  are  assembled  for  the  purpose  of  discipline,  in- 
stead of  spending  their  time  in  eating  and  drinking,  are  very  in- 
dustriously employed  in  the  proper  business  of  the  day. 

Vol.  III.  p.  80.  '^  It  (New-Haven)  has  a  harbour  for  small 
coasting  vessels." 

The  habour  of  New-Haven  admits  easily  ships  of  three  and 
four  hundred  tons  ;  and  a  number  of  the  vessels  owned  in  this 
town  have  coasted  round  the  globe.  Mr.  Lambert  arrived  at 
New-Haven  about  midnight,  and  left  it  the  next  morning.  It  is 
not  strange  that  his  account  of  it  should  be  both  defective  and  er- 
roneous. 

Page  86.  "  Hartford  contains  about  10,000  inhabitants." 

The  city  of  Hartford  contained  3,955  inhabitants :  the  remain- 
der of  the  township  2,048. 
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VoE  If.  p.  131.  Mr.  I.nm])crt  says,  "Albany  contains  about 
r.,000  inhabitants." 

The  inhabitants  of  Albany  by  liie  same  census  amounted  to 
0,356  and  includinu;  tlie  little  town  of  Colonie  separated  from  it 
only  by  an  imaginary  line,  10,96:2. 

Vol.  III.  p.  8G.  *'  Elders  go  about  and  forbid  inn-keepers  to 
suffer  any  person  at  their  peiil  to  travel  (i.  e.)  uj>on  tlie  sab- 
bath." 

Some  body  abused  the  confidence  of  Mr.  Lambert.  Such  a 
fact  1  presume  never  took  place  in  Connecticut.  The  ministers 
of  this  State  have  no  authority  over  inn-keepers,  or  any  other 
persons  except  as  ministers  or  parents;  and  are  not  accustomed 
to  meddle  with  business  which  is  not  their  own.  The  sportive 
observations  at  the  conclusion  of  this  paragraph  are  therefore  out 
of  place. 

Page  88.  "  It  was  only  within  these  few  years  that  the  spring 
was  discovered." 

Fifty  years  since  it  was  at  least  as  much  celebrated  as  at  the 
present  time. 

Page  89.  "  Throughout  the  States  of  Connecticut,  Massachu- 
setts and  New-York,  a  remarkably  neat,  and  indeed  elegant  style 
of  architecture  and  decoration  seems  to  pervade  all  the  buildings 
in  the  towns  and  villages  ;  and  I  understand  is  more  or  less  preva- 
lent in  the  Northern  and  Middle  States.  The  houses  in  the  small 
towns  and  villages  are  mostly  built  of  wood,  generally  one  or  two 
stories  above  the  ground  floor;  the  sides  are  neatly  clapboarded 
and  painted  white  ;  the  sloping  roofs  are  covered  with  shingles 
and  painted  of  a  slate  colour;  and  with  sash  windows,  green  Vene- 
tian shades  outside,  neat  white  railings,  and  steps,  have  a  pretty 
effect.  Sometimes  the  entrance  is  ornamented  with  a  portico. 
The  churches,  or  as  they  are  oftener  termed  meetings,  are  con- 
structed of  similar  materials;  painted  white,  and  frequently  dec- 
orated like  the  houses  with  sash  windows,  and  green  Venetian 
shades.  The  building  is  also  surmounted  by  a  handsome  spire  or 
steeple,  with  one  or  two  bells.  A  small  town  composed  of  these 
neat  and  ornamental  edifices,  and  situated  in  the  neighbourhood 
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of  well  cultivated  farms,  large  fields,  orchards,  and  gardens,  pro- 
duces a  most  agreeable  effect,  and  gives  the  traveller  a  high 
opinion  of  the  prosperity  of  the  country,  and  of  the  wealth  and 
happiness  of  its  inhabitants.  Indeed  those  parts  of  the  northern 
and  middle  states  through  which  I  travelled,  have  the  appearance 
of  old  well  settled  countries.  The  towns  and  villages  are  popu- 
lous ;  provisions  are  cheap  and  abundant ;  the  farms  appear  in 
excellent  order ;  and  the  inhabitants  sober,  industrious,  religious 
and  happy." 

I  wish  this  passage  to  be  compared  with  the  declarations  of  Vol- 
ney  and  other  travellers  on  this  subject. 

Page  94.  "  The  inhabitants  of  Marlborough  are  nearly  all 
Congregationalists.  This  denomination  of  christians  practise  a 
form  of  worship  that  easily  reconciles  the  Presbyterian  and  Epis- 
copalian to  meet  in  one  church.  It  is  in  some  sort  a  relaxed 
Presbyterian  service.  They  have  no  written  form  of  prayer ; 
the  service  consisting  of  chapters  of  scripture,  extemporary  pray- 
ers, and  a  sermon,  with  psalms,  or  hymns  at  intervals.  The 
minister  frequently  reads  his  discourse  as  in  the  Episcopal 
churches;  and  organs  are  often  put  up  in  the  meeting  house. 
The  prayers  of  those  congregational  ministers  have  been  of  that 
general  and  tolerant  nature  which  embraces  all  sects  and  denom- 
inations of  christians ;  supplicating  for  the  safety  and  welfare  of 
all  men,  without  respect  of  persons.  Their  discourses  were  gen- 
erally of  an  evangelical  cast,  but  devoid  of  all  absolute  tenets, 
dogmas,  and  denunciations.  Faith  was  earnestly  recommended, 
but  the  necessity  of  good  works  was  strenuously  enforced." 

I  hope  these  remarks  will  be  admitted  by  Englishmen,  and 
among  others  by  your  journalists,  as  proofs  that  the  inhabitants, 
particularly  the  congregationalists,  who  constitute  the  great  body 
of  the  inhabitants  of  New-England,  are  extensively  destitute  of 
that  bigotry  so  liberally  fastened  upon  them  by  former  English 
travellers,  and  by  a  multitude  of  their  countrymen.  I  hope,  also, 
that  it  will  be  allowed  to  refute  the  imputations  of  intolerance,  on 
these  very  people,  by  the  Duke  de  la  Rochefoucault ;  good  natur- 
ed  and  candid  on  every  other  subject,  but  always  erroneous  and 
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some  limes  perverse  on  that  of  religion.  I  hope  also  that  the 
declaration,  (l^^gc  CC  of  the  same  volume.)  ''The  people  of 
Connecticut  are  distinguislied  hy  Iheir  indlJ^try,  and  economy, 
strict  piety  and  devotion,"  will  contribute  to  diminisli  the  num- 
her  and  the  spirit  of  tho^c  aspersions  which  liave  been  so  lou^ 
multiplied  on  the  moral  char.icter  of  the  New-England  people  in 
Great  Britain.  Page  98.  Through  the  whole  of  this  journey  of 
240  niiles  from  New- York  to  Boston,  I  had  parsed  over  a  most 
beautiful  tract  of  country,  which  from  the  manners  of  its  inhab- 
itants, the  excellent  order  and  condition  of  its  towns,  villages  and 
huildinirs,  its  farms,  orchards,  gardens,  pasture  and  meadow  lands, 
together  with  the  face  of  the  country,  undulated  with  mountains, 
hills,  plains,  and  vallies,  watered  by  a  number  of  rivers,  small 
lakes,  and  streams,  atforded  a  variety  of  the  most  beautiful  land- 
scapes and  strongly  reminded  me  of  English  scenery. 

Compare  this  account  with  that  of  Volney  concerning  the  same 
tract  of  country. 

Ibid.  "  Much  has  been  said  by  former  travellers  of  the  famil- 
iarity and  rudeness  of  the  American  people.  I  will  not  attempt  to 
contradict  their  assertions  ;  but  for  myself  I  must  declare  injust- 
ice to  the  American  character  that  I  experienced  the  utmost  ci- 
vility and  even  politeness  from  the  inhabitants  in  every  part  of  the 
country  through  which  I  travelled.  The  coachmen  were  civil,  and, 
the  tavern-keepers  attentive;  wherever  I  had  occasion  to  mix  with 
the  country  people,  I  never  met  with  the  least  rudeness  or  shad- 
ow of  impertinence  on  any  occasion  ;  on  the  contrary  they  were 
<:ivil  and  obliging." 

Compare  this  passage  with  the  various  reports  of  your  travellers, 
particularly  of  ^Veld  and  Ashe,  concerning  this  subject.  Let  them 
compare  it  with  their  own  caricatures,  and  blush  for  the  gross  in- 
justice, which,  through  prejudice  and  ignorance,  or  from  a  cause  stiJl 
more  censurable,  they  have  done  to  the  inhabitants  of  this  country. 

I  low  much  happier,  because  more  just,  is  the  spirit  of  Mr. 
Lambert,  than  lh;it  of  his  predecessors. 

Taire  100.  ''Those  travellers  who  visited  the  United  States 
bOon  after  the  Americans  had  obtained  their  independence,  were 
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swayed  by  their  prejudices,  for  or  against  that  country."  And 
again,  Page  101.  "If  they  (the  Enghsh  travellers)  had  been  the 
dupes  of  a  few  knaves,  the  American  people  were  branded  as 
rogues  :  and  the  rudeness,  imperfections,  and  chicanery  of  indi- 
viduals were  set  down  to  the  account  of  the  whole  nation.  Some- 
limes  they  published  their  complaints  to  the  world,  and  these  be- 
coming current,  have  tended  to  increase  that  animosity  and  dis- 
gust, which  the  American  revolution  had  engendered,  and  which 
were  already  too  prevalent  in  England." 

It  is  sufficient  to  have  transcribed  these  declarations  of  Mr. 
Lambert.  They  are  too  just  to  admit  of  a  doubt ;  and  to  him 
who  feels  any  regard  to  the  subject,  too  important  to  be  read 
without  interest. 

Page  105.  "  The  females  of  the  New-England  states  are  con- 
spicuous for  their  domestic  virtues.  Every  thing  in  their  houses 
has  an  air  of  cleanliness,  order,  and  economy,  that  display  the  fe- 
male character  to  the  greatest  advantage.  The  young  womcii 
are  really  handsome.  They  have  almost  all  fair  complexions, 
often  tinged  with  the  rosy  bloom  of  health.  They  have  generally 
good,  and  sometimes  excellent  teeth.  Nor  did  I  see  more  instan- 
ces to  the  contrary,  among  the  young  women  of  America  than  are 
to  be  met  with  in  England.  Their  light  hair  is  tastefully  turned 
up  behind  in  the  modern  style,  and  fastened  with  a  comb.  Their 
dress  is  neat,  simple,  and  genteel;  usually  consisting  of  a  printed 
cotton  jacket,  with  long  sleeves,  a  petticoat  of  the  same,  with  a  col- 
oured cotton  apron,  or pin-cloth,without  sleeves,  tied  tight,  and  cov- 
ering the  lower  part  of  the  bosom.  This  seemed  to  be  the  prevail- 
ing dress  in  the  country  places.  Their  manners  are  easy,  aifable, 
and  polite ;  and  free  from  all  uncouth  rusticity.  Indeed  they  appear 
to  be  as  polished  and  well-bred  as  the  ladies  in  the  cities  ;  although 
they  may  not  possess  their  highly  finished  education.  Yet,  in  the 
well-settled  parts  of  New-England  the  children  do  not  want  for 
plain  and  useful  instruction ;  and  the  girls  especially,  are  early 
initiated  in  the  principles  of  domestic  order  and  economy.  At 
the  taverns  and  farm-houses,  where  we  rested  on  the  road,  we  found 
the  people  extremely  civil  and  attentive.     We  were  treated  with 
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as  much  re-pect  as  if  wc  had  been  at  our  own  houses ;  and  the 
landlord,  his  wife,  and  daut^hters,  waited  on  ih  in  the  most  obliging 
manner.  1  do  not  mention  this  as  a  solitary  instance;  it  was 
general  at  every  house  where  wc  stopped  ;  neither  have  I  drawn 
my  conclusions  merely  from  the  reception  1  met  with  at  taverns, 
and  other  places  of  public  resort;  hut  from  my  observations  upon 
the  people  in  ucneral,  with  whom  1  had  frequent  apportunities  of 
mixing,  whether  they  belonged  to  the  highest,  or  the  lowest  or- 
ders of  the  community.  1  believe  it  is  generally  allowed  that, 
for  a  traveller  who  wishes  to  make  himself  master  of  the  real 
character  and  disposition  of  a  people,  it  is  not  suflicient  that  he 
associate  only  with  the  grandees  of  a  nation;  he  must  mix  with 
the  plebeians;  otherwise  he  acquires  but  false  ideas  of  the  coun- 
trv,  and  its  inhabitants.  '*  The  great  mass  of  nations,'^  says  Dr. 
Johnson,  "  are  neither  rich  nor  gay.  They,  whose  aggregate,  con- 
stitutes the  people,  are  I'ound  in  the  streets  and  villages;  in  the 
shops  and  farms;  and  from  them  collectively  considered  must  the 
measure  of  general  prosperity  be  taken."  From  these  1  have 
judged  of  the  real  character  of  the  Americans;  and  I  found  it  as 
difficult  to  discover  a  single  particle  of  rudeness  in  the  behaviour 
of  the  men,  as  it  was  to  discover  an  ugly  face,  or  bad  teeth,  among 
the  young  women.'' 

This  paragraph  is  so  just,  and  at  the  same  time  so  honourable 
to  my  fair  country-women,  that  I  was  willing  to  transcribe  it  all. 
The  women  of  New-England  are  very  generally  such  as  are  here 
described ;  differing  however,  as  you  will  suppose  they  must  dif- 
fer, according  to  their  circumstances  in  life.  As  I  have  before 
given  their  character,  1  will  not  weary  you  by  enlarging  upon  it 
here.  In  one  particular  Mr.  Lambert  has  contravened  my  own 
belief.  1  had  supposed  that  the  teeth  of  the  New-Englanders, 
particularly  of  the  females,  were  less  generally  good  than  those 
of  the  English.  Mr.  Lambert  has  pronounced  the  fact  to  be  oth- 
erwise, and  is  unquestionably  much  abler  to  make  the  compari- 
son than  1  can  pretend  to  be. 

Page  112.  ''At  the  upper  end  of  the  park  (in  Boston)  there  is 
a  stand  of  hackney  coaches,  supcriour  in  every  respect  to  vehicles 
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of  that  description  in  London.     The  horses  and  carriages  of  some 
of  them,  are  equal  to  the  best  glass  coaches." 

Thus  an  Enghshman  has  found  one  thing  in  the  United  States 
which  is  suporiour  to  the  same  thing  in  London.  I  hope  this  will 
be  remembered. 

Page  167.  "An  American  writer,  in  reviewing  Mr.  Moore's 
Epistles,  Odes,  and  other  Poems''  descants  v/ith  much  truth  and 
justice  upon  the  false  estimates  which  the  English  people  in  par- 
ticular, form  of  the  American  character. 

"All  ranks  of  people  in  Britain,"  savs  that  writer,  "from  the 
prince  to  the  peasant,  appear  to  be  most  profoundly  ignorant  of 
our  situation,  both  individually  and  collectively.  Not  even  the 
British  statesmen  form  ought  bearing  the  least  resemblance  to  a 
correct  notion  of  our  actual  condition  ;  and  the  ambassadors  sent 
out  to  America  from  Britain,  instead  of  searching  into  the  charac- 
ter of  the  people,  are  more  employed  in  tattling  and  gossiping  at 
tea-parties  and  routs." 

Observe,  that  Mr.  Lambert,  an  Enghshman,  pronounces  these 
observations  of  the  American  writer  to  be  true  and  just;  and 
therefore  the  English  nation  in  particular,  that  is,  more  than  oth- 
er people,  form  false  estimates  of  the  American  character.  What 
is  the  sentence  which  Mr.  Lambert  thus  pronounces  to  be  just  ? 
It  is  no  other  than  that  all  ranks  of  people  in  Britain,  from 
the  prince  to  the  peasant,  appear  to  be  profoundly  ignorant  of 
our  situation,  both  individually  and  collectively.  And  that  not 
even  the  British  statesmen,  nor  the  British  ambassadors,  under- 
stand this  subject.  And  what  is  the  reason  of  this  ignorance  ? 
Evidently  they  do  not  think  the  subject  worth  their  investiga- 
tion. I  am  satisfied  that  your  ambassadors  should,  if  they  please, 
employ  themselves  more  in  tattling  and  gossipping  at  tea-parties, 
and  routs,  than  in  learning  the  character,  interests,  and  relations 
ot  the  people  among  whom  they  reside,  and  to  learn  whose  char- 
acter and  circumstances,  is  an  immediate  and  important  part  of 
their  duty.  Your  statesmen  also,  may,  wi(h  my  consent,  be  sat 
isfied  with  the  conduct  of  these  functionaries ;  and,  as  they  have 
already  done  in  many  instances,  may  hereafter  send  to  the  Amer- 
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ican  statepmen,  who,  instead  of  promoting  the  interests  of  their 
own  cor.nlry  or  ours,  will  while  away  the  period  of  their  ennbassj 
in  parade  and  pleasure.  Rut  I  protest  atrainst  the  representations 
of  any  man  who  is  profoundly  ignorant  of  our  character  and  situa- 
tion, when  he  undertakes  to  ('escribe  either.  Let  him  learn  what 
we  are,  and  what  are  our  circumstances  ;  or  let  him  be  silent 
concerning  us.  He  who  desperately  ventures  on  falsehood,  in 
cases  where  he  is  ignorant,  is  very  little  removed  from  him  who 
utters  it  in  direct  contradiction  to  his  own  knowledge. 

'J'lje  observations  which  I  have  last  quoted  from  Mr.  Lambert's 
book,  you  will  remark,  arc  taken  from  an  American  writer,  who 
reviewed  Anacreon  Moore's  Epistles,  Odes,  and  other  Poems ; 
and  are  followed  by  several  strictures  upon  some  allegations  of 
this  man,  against  the  American  character. 

You  will  easily  believe  that  every  American,  who  has  reputa- 
tion or  worth,  must  feel  a  mixture  of  indignation  and  contempt 
when  he  hears  this  pedlar  of  tdthy  rhymes,  say  that  the  American 
character  is  made  up  of  iniquity  and  baseness.  Let  him  look  at 
his  own  works,  and  observe  how  small  a  part  of  them  is  not  em- 
ployed for  the  sole  purpose  of  corrupting  mankind.  How  little 
of  his  time  has  he  spent  in  any  other  business  than  that  of  a  pan- 
der to  licentiousness.  He  has  talents  which  might  have  rendered 
him  respectable,  but  he  has  only  prostituted  them.  Nor  will  any 
felicity  of  numbers,  style,  or  imagery,  which  his  admirers  may 
challenge  for  him,  at  all  lessen  tlie  infamy  which  has  already 
attached  to  his  name,  and  which  will  adhere  to  it  so  long  as  it  is 
remembered.  If  this  profligate  writer  possessed  any  optics  which 
would  enable  him  to  look  inward,  the  world  would  hear  no  more 
of  his  aspersions  on  others.  His  own  baseness  and  pollution 
would  occupy  all  his  future  thoughts;  and  the  remainder  of  his 
life  would  be  spent  in  confessions  and  tears. 

Page  477.  *"  They  (the  V  ermontese)  have  often  displayed  their 
dexterity  as  horse-jockies  in  Canada,  and  exchanged  their  weak 
and  rirkotty  pacers  for  the  hardy  Canadian  horses.'' 

Mr.  Lambert  mentioned  this  fact  before  in  nearly  the  same 
language.  The  reader  would  suppose  from  it,  that  the  inhabitants 
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are  generally  employed  as  horse-jockies.  The  people  of  Ver- 
mont are  employed  in  farming,  and  it  is  believed  that  few  of  them 
are  horse-jockies.  It  would  also  be  supposed  from  these  decla- 
rations, that  pacers  abound  in  Vermont.  In  my  various  journies 
through  this  state  I  do  not  remember  that  I  have  seen  even  one.  It 
is  a  great  misfortune,  to  New-England,  at  least,  that  this  breed  of 
horses  is  so  nearly  extinct.  The  Narrhaganset  horse  was  undoubt- 
edly the  best  for  the  saddle  which  we  have  ever  known.  The 
few  which  remain  of  that  breed  are  purchased  with  extreme  avid- 
ity, and  usually  at  a  very  great  price.  Nothing  better  deserves  the 
attention  of  the  farmer,  than  the  restoration  of  these  hne,  spright- 
ly, vigorous  animals,  to  the  possession  of  his  countrymen. 

Page  479.  "  I  found  in  several  instances  that  the  people  of 
Vermont,  and  some  other  of  the  New-England  states  make  use 
of  many  curious  phrases,  and  quaint  expressions."     Again. 

''Every  thing  which  creates  surprise,  is  awful  with  them." 
^Vhat  an  awful  w^ind,  &:c."     Again. 

"A  variety  of  other  quaint  expressions  are  equally  common,  and 
liave  become  favourite  phrases  not  only  among  the  country  peo- 
ple, but  also  among  some  of  the  American  writers." 

A  number  of  these  quaint  expressions  are  recited  by  Mr.  Lam- 
bert in  the  sentences  immediately  following.  They  are  those, 
with  little  variation,  which  have  been  repeated  by  every  English 
traveller  who  has  thought  it  proper  to  mention  this  subject.  One 
would  think  that  even  Englishmen  must  be  wearied  by  the  repe- 
tition. 

The  truth  concerning  this  subject  is,  there  are  people  in  this 
country,  as  there  are  in  all  other  countries,  who  use  language  im- 
perfectly and  improperly.  Terms  of  exaggeration  are  common 
in  the  mouths  of  all  men  ;  and  different  terms  are  used  at  different 
periods  by  the  same  individual,  and  the  same  community;  and  at 
the  same  period  by  different  individuals,  and  different  parts,  at 
least,  of  the  same  community.  Thus  the  words,  grand,  capital,  mon- 
strous, awful,  dreadful,  terrible,  wonderful,  surprising,  astonishing, 
amazing,  devilish,  damned,  and  many  others,  have  had  their  place, 
and  their  day :  and  some  or  other  of  them  are  in  use  in  this  country 
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at  the  present  time.  A  motleratc  number  of  ii^Miorant  people  em- 
ploy the  term  awful  for  this  purpose  ;  as  a  number,  not  very  mod- 
erate, of  your  countrymen  u«e  the  terms  damned  and  devilish, 
with  at  least  as  much  (juaintness.  and  more  turpitude.  But  IMr. 
Lambert  mav  be  assured  that,  althout^h  he  must  from  his  birth  be 
supposed  to  be  infected  with  the  Knglish  disease  of  finding  fault 
with  the  languai^e  of  Americans ;  yet,  had  he  resided  in  New- 
Kngland  twelve  months  instead  of  twelve  days,  he  would  have 
found  that  our  language  is  less  quaint,  and  less  corrupted,  than 
that  of  his  own  country.  The  reason  is  obvious.  The  people  at 
large  are  much  better  educated  :  a  fact  which  he  himself  recog- 
nizes in  the  474th  page  of  this  volume. 

Page  430.  'M  could  collect  hundreds  of  others  (colloquial  bar- 
barisms) equally  absurd,  which  have  been  invented  by  Americans 
who  are  desirous  of  introducing  what  they  call  an  American  lan- 
guage." 

There  are  probably  two  errours  in  this  observation.  One  is 
that  there  are  no  such  inventions.  Certainly  there  are  very  few. 
1  know  but  one  man,  a  very  respectable  one  indeed,  who  has 
made  any  attempts  of  this  nature.  The  other  is  that  he  could 
collect  hundreds  of  these  collocjuial  barbarisms,  whether  invented 
or  uninvented. 

There  are  several  other  errours  of  serious  importance  in  this 
work.  But  not  being  possessed  of  the  means  of  establishing  the 
truth  with  respect  to  the  several  subjects,  I  shall  omit  them.  Others 
still,  of  a  subordinate  nature,  I  have  thought  it  unnecessary  to 
mention.  Upon  the  whole,  Mr.  Lambert's  work  is  creditable  to 
his  understanding,  accuracy,  and  diligence  in  obtaining  informa- 
tion. And  what  is  much  more  honourable  to  himself,  exhibits  iu 
a  very  advantageous  manner  his  candour,  justice,  and  integrity. 

I  am.  Sir,  vours.  <^c. 
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LETTER  I. 

The  English  language  in  this  country  pronounced  more  correctly  than  in  England 
— Blunders  in  language,  customary  in  London — Reasons  why  the  people  of  New- 
England  pronounce  the  English  language  with  propriety. 

Dear  Sii\ 

Among  the  things  for  which  the  people  of  the  United  States, 
particularly  of  New-England,  have  been  censured,  and  ridiculed, 
by  your  countrymen,  our  language,  in  a  variety  of  respects,  has 
come  in  for  its  share.  We  have  been  accused  of  an  erro- 
neous pronunciation ;  of  retaining  ancient  words,  which  you 
have  discarded  ;  of  annexing  to  others  an  unwarranted  meaning ; 
of  coining  new  ones  ;  and  of  thus  contributing  to  render  the  lan- 
guage perplexed,  unsettled,  and  imperfect.  As  I  have  never  seen 
this  subject  examined,  except  on  one  side,  I  shall  take  the  liberty 
to  give  you  a  iew  thoughts  concerning  it ;  and  flatter  myself  that 
you  will  willingly  accompany  me  through  the  investigation. 

I  shall  not,  I  believe,  offend  against  either  truth  or  propriety,  if  I 
say,  that  the  English  language  is  in  this  country  pronounced  more 
correctly  than  in  England.  I  am  not,  indeed,  sanguine  enough 
to  expect  that  you  will  credit  the  assertion,  nor  that  you  will  be- 
lieve me  to  be  a  competent  judge  of  the  subject.  Still,  I  am  sat- 
isfied that  the  assertion  is  true.  That  you  may  not  mistake  my 
meaning,  I  observe,  that  by  a  correct  pronunciation  I  intend  that 
of  London;  and,  if  you  please,  that  of  well-bred  people  in  Lon- 
don. You  may,  perhaps,  be  inclined  to  ask  how  I  can  even  know 
what  this  pronunciation  is.  I  know  it  in  two  ways  :  from  hear- 
ing a  considerable  number  of  Englishmen  of  this  description  con- 
verse extensively  ;  and  from  information  which  enlightened  Amer- 
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cans  have  i:;iven  mc  concerning  the  subject,  who  have  resided  in 
London.  In  both  ways  my  information  has  been  so  extensive,  as 
to  forbid  vwry  reasonable  doubt,  in  my  own  mind  concerning  its 
sufticiency. 

^Vhen  I  say  that  the  laiii^iin^e  is  pronounced  here  more  correct- 
ly than  in  Enghmd,  I  do  not  intend  that  it  is  pronounced  more 
correctly,  or  even  as  much  so,  as  by  some  Enji^lishmen  ;  although 
in  this  respect  1  have  good  reason  to  believe  the  diirerence  to  be 
scarcely  perceptible.*  This  I  was  taught  before  the  revolutiona- 
ry war,  by  an  1-lnglish  gentleman  ;  an  inhabitant  of  London  :  who 
resided  in  rsew-IIaven  a  considerable  time,  and  who  was  several 
years  in  the  service  of  the  British  government.  Since  that  period 
1  have  been  often  told  the  same  thing  by  respectable  Englishmen, 
travelling,  or  residing  on  this  side  of  the  Atlantic.  I  have  also 
found  the  obsei  vation  verifted  by  the  pronunciation  of  these  very 
P'.nglishmen,  and  of  others. 

My  meaning  is,  that  the  inhabitants  at  large  speak  English  with 
a  nearer  accordance  to  your  standard  of  pronunciation,  than  the 
inhabitants  of  England.  Of  this  the  proof  is  complete.  I  have 
seen  a  dramatic  performance,  written  in  the  West  Country  dia- 
lect :  the  words  being  spelt  according  to  the  local  pronunciation  ; 
of  which  I  was  scarcely  able  to  understand  a  sentence.  1  have 
also  seen  a  volume  of  poems,  professedly  written  in  the  dialect  of 
Yorkshire,  in  which,  independently  of  some  local  phraseology, 
the  distorted  pronunciation  required  a  glossary  to  explain  the 
meaning  of  many  sentences,  even  to  an  English  reader.  Now, 
sir,  it  is  no  exaggeration  to  say,  that  from  Machias  to  St.  Mary's, 
and  from  the  Atlantic  to  the  Mississippi,  every  American,  descend- 
ed from  English  ancestors,  understands  every  other,  as  readily  as 
if  he  had  been  bred  in  the  same  neighbourhood.  I  have  continu- 
ally, and  long,  had  under  my  own  instruction  youths  from  almost 
all  the  American  States ;  and  am  ordinarily  unable  to  conjecture 

•  Sevrral  American  gentlemen  have  informed  me,  that  respectable  P^iglishmcn, 
to  whom  Uicy  have  been  intrmhiced,  have  taken  it  for  granted,  ami  even  insisted, 
that  they  must  have  been  either  born  or  educated  in  England,  because  they  sjwkc 
tlic  language  exactly  like  themselves. 
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from  their  pronunciation,  the  part  of  the  country  which  gave  them 
birth.  There  is  nothing  here  which  can  be  called  without  an 
abuse  of  language,  dialectic.  This,  it  is  believed,  cannot  be  said 
of  an  equal  number  of  people  in  any  country  of  Europe,  The 
differences  of  pronunciation,  here,  are  of  no  moment,  urdcss  that 
of  the  vowel  U  deserves  to  be  excepted. 

Permit  me  to  turn  your  attention  to  the  pronunciation  of  Lon- 
don itself;  and  to  the  mistakes  and  abuses,  adopted,  or  rather  in- 
herited, by  those,  who  were  born  within  the  sound  of  Bow-bells. 
You  would  scarcely  be  able,  if  you  were  to  search  every  house 
in  New-England,  and  glean  the  whole  number  of  individual  blun- 
ders to  make  up  such  a  list,  as  Pegge  in  his  Anecdotes  of  the 
English  language  has  given  us  of  the  errors,  which  for  ages  have 
found  a  residence  in  your  metropolis.  To  refresh  your  memory, 
as  well  as  for  some  other  reasons,  1  will  set  down  a  short  cata- 
logue of  these  elegant  peculiarities. 

Necessuated  for  Necessitated, 
Unpossible       "    Impossible, 


Least-wise 

"    At  least. 

Aggravate 

"    Irritate, 

Conquest 

"    Concourse, 

Shay 

"    Chaise, 

Po-Shay 

"    Post-Chaise, 

Gownd 

"    Gown, 

Partender 

"    Partner, 

Bacheldor 

"    Bachelor, 

Obstropolous"    Obstreperous, 

Argufy 

"    Signify, 

Common-  ) 
Garden  5 

;;   ^  Covent-Gar- 
l      den. 

Pee-aches 

"    Piazzas, 

Kiver 

"    Cover, 

Daater 

"    Daughter, 

Saace 

"    Sauce, 

Saacer 

"    Saucer, 

Saacy 

"    Saucy, 

Chimbly       for  Chimney, 

Perdigious     " 

Prodigious, 

Progidy          " 

Prodigy, 

Contagious    " 

Contiguous, 

For  fraid  of  " 

For  fear  of, 

Duberous      " 

Dubious, 

Musicianer    " 

Musician, 

Squits              " 

Quits, 

Pillord 

Pillored, 

Scrowge        " 

Crowd, 

Squeedge      " 

Squeeze, 

Vemon          " 

Venom, 

Serment        " 

Sermon, 

Verment       " 

Vermin, 

Pallaratick    " 

Paralytic, 

Postes        1  ,, 
Postesses    5 

Posts, 

Sittiation       " 

Situation, 

Somewheres,  ) 

CSomewhere, 

Nowheres,  > 

"  <     Nowhere. 

&c.           S 

f      ^c. 
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for  Often, 

"  Molest. 

"  Scholar. 

"  Regimen, 

''  However, 

*•  Whiitcvrr. 

"  Commonalty, 

*'  Proprietor, 


Recollected, 

Incommode, 

Paragraph, 

Stagejer'd, 

Offended, 

Ruin'd, 

Solitary, 

Ingenuously, 

Intoxicated, 

Prevent, 

Skirmish, 


Taters 

Lovyer  " 

Pottecary      " 

Nyst 

Nyster  '' 

Closte 

Closter 

Sinst 

Wonst 

Industerous  " 

Sot 

Frags  " 

Moral 

Jocosious  }    ,. 
Jecosious  ^ 

His'n 
Hern 

Ourn  •• 

Yourn  " 

The  t'other'' 
Any  hows, 
Some  hows. 
No  hows, 
Nolus  bolus  " 
Weal 

Winegar      " 
Vicked 
Vig 


for  Potatoes, 
"    Lover, 
"    Apothecary, 
"    Nice, 
''    Nicer, 
''    Close, 
"    Closer, 
"    Since, 
'•    Once, 

Industrious. 

Sat, 

Fragments, 

Model, 

Jocose, 


Oftens 

Mislest 
Scollard 
Regiment 
Howsom-   ) 

dever  3 
Whatsom- } 

dever  S 
Common-  \ 

ality  5 
Properieter 
Non-plush'd  "    Non-plus'd, 

Unbe-        >   u 
thought ) 

Discommode'* 
Paragraft        " 
Stagnated       " 
Disgruntled  " 
Ruinated 
Solcntary 
Ingenously    " 
Intosticated  " 
Perwcnt        '' 
Skirmidge      '' 
Confisticated'*    Confiscated 
Refuge  "    Refuse, 

Raddiges       "    Raddishes 
Rubbage       "    Rubbish, 
Nisi  Prisi       "    Nisi  Prius, 

and  the  b<*autiful  examples  in  the  following  dialogue  between  a 
citizen  and  his  servant ; 

Citizen.   Vilham,  I  vants  my  vig. 

Servant,   Vich  vig,  Sir? 

Citizen,  Vy,  the  vite  vig,  in  the  vooden  vig-box,  vich  1  vorf 
last  Vedncsday  at  the  Westry. 


His, 
Her's, 

Ours, 
Yours, 
The  other 


Nolens  volens. 

Veal, 

Vinegar, 

Wicked, 

Wig, 
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Neighbor- 
wood, 


for 


Neighbor- 
hood, &c. 


I  don't  know  nothing  about 
Worser,        for    Worse, 
Lesser  "      Less, 

More  worser. 
Most  agreeablest, 

Knowd      >    for 


See'd 


for 


Mought  " 

Axe 

Fetch  a  walk  " 

Faught  a  walk  " 

Fotch  '^ 

Cotch  cold      " 


Knew, 

Known, 

Saw, 

Seen, 

Might, 

Ask, 

Take  a  walk, 

Took  a  walk, 

Fetch, 

Caught  cold. 


Fit  for      Fought, 

Shall  us  "        Shall  we, 

Summons'd     "        Summon'd, 
A  dry,  a  hungry,  a  cold, 


for 


Hisself 
Theirselves  " 
This  here  " 
That  there  " 
A  few  while  " 
Com'd  " 

Went 

Gone  with  " 
Went  with  " 
He  is  gone  }  ^^ 

dead       3 
He  went  dead" 


Himself, 
Themselves, 
This, 

That,  Sic. 
A  little  while, 
Came, 
Gone, 
Become  of, 
Became  of, 

He  is  dead, 

He  died  * 


Of  these  ornaments  of  the  English  tongue,  some  are  found 
among  the  ignorant  people  in  this  country.  A  great  part  must, 
I  believe,  be  acknowledged  to  be  exclusively  the  property  of 
your  Metropolis.  The  former  class  will  at  least  serve  to  keep 
our  blunderers  in  countenance.  The  latter  constitute  a  collec- 
tion of  improprieties,  which  far  exceeds  every  thing  known  in 
New-England.  I  ought  to  add,  that  here  mistakes  of  this  nature 
belong  only  to  individuals,  and  do  not  extend  even  over  a  single 
village  :  much  less  are  they  spread  through  a  considerable  tract 
of  country.  It  will  not  be  supposed,  that  uneducated  men  will 
be  free  from  errors,  either  in  the  pronunciation,  or  the  use  of  lan- 

*  la  the  next  paragraph  Mr.  Pe»g;e  adds, 

"These  Sir,  and  a  few  other  such  v^ulgarities,"  (to  use  the  London  word)  "such 
vitia  sermonisj  are  to  be  heard  daily  throughout  the  bills  of  mortality  I  readily  ad- 
mit :  but  then  every  body  understands  their  meaning ;  and  their  language  is  not 
like  the  unintelligible  gabble  of  nine  tenths  of  the  provincial  inhabitants  of  the  re- 
mote parts  of  England,  which  none  but  the  natives  can  understand ;  though  I 
doubt  not  but  on  close  investigation  such  language  (as  I  hinted  before)  might  be  rad- 
ically justified.  Bring  together  two  clowns  from  Kent  and  Yorkshire,  and  I  will 
wager  a  ducat  that  they  will  not  be  able  to  converse  for  want  of  a  dialect  common 
to  them  both." 
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guage.     Bui  we  have  none,  even  among  sucli  men,  so  outrageous 
as  these. 

Amoni^  the  reasons,  which  here  contrihute  to  a  general  pro- 
priety both  in  the  use,  and  the  pronunciation,  of  language,  tlio 
following  arc  not  without  their  influence. 

A  great  multitude  of  the  parochial  schools  are  taught  to  a  con- 
siderable extent  by  young  men,  educated  in  Colleges  ;  and  in  this 
manner  derive  their  pronunciation  immediately  from  the  common 
standard,  in  a  good  degree. 

The  great  body  of  our  people  are  regularly  at  church  ;  and 
thus  imbibe  their  pronunciation  in  a  considerable  degree  from 
the  clergy. 

All  those,  who  are  liberally  educated,  and  polished,  converse, 
as  I  have  heretofore  observed  more  freely,  and  universally,  with 
their  plain  neighbours  than  probably  was  ever  done  in  any  other 
country  :  and  some  persons  of  the  former  character  are  found  in 
almost  every  village. 

As  there  are  here  no  distinct  orders  in  society,  all  men  en* 
deavour  to  copy  the  manners  of  those,  who  have  acquired  supe- 
riour  importance  and  reputation;  and  that  in  their  pronunciation, 
as  well  as  in  their  dress  and  manners.  To  acquire  this  resem- 
blance is  an  object  of  direct  design,  and  active  ambition. 

Our  countrymen,  as  has  been  observed,  read  :  and  that  in  such 
numbers,  that  it  may  be  justly  said  to  be  the  general  character. 
Hence  they  obtain  the  intelligence,  necessary  to  comprehend  the 
importance  of  this  object ;  and  that  attentive  observation,  which 
secures  the  attainment. 

Many  of  them,  also,  are  to  a  considerable  extent,  present  at 
courts,  and  there  acquire  an  additional  conformity  to  the  stan- 
dard pronunciation.  From  these,  and  doubtless  from  other  caus- 
es, some  of  which  may  have  escaped  my  attention,  we  have  de- 
rived a  pronunciation;  probably  more  uniform  than  has  ever  pre- 
vailed in  any  other  country  in  the  world. 

F>om  an  observation  in  the  Eclectic  Review,  I  am  ready  to 
believe,  that  the  writer  "supposed  the  peculiarities  of  Mr.   ^Vel^- 
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ster's  pronunciation  to  be  generally  adopted  in  this  country.  The 
opinion,  if  it  exist,  is  erroneous.  These  peculiarities  have  spread 
very  little.  The  friends  of  Mr.  Webster,  of  whom  I  am  one,  re- 
gret that  his  learning,  and  labours,  should  be  rendered  less  useful 
by  his  departure,  in  several  instances,  from  the  common  stan- 
^^^^'  T  am,  Sir,  yours,  &c. 


I.KITER  II. 

The  inhabitants  of  Ihis  roiintry  rharo^ed  with  retaining  obsolete  wonts;  with  lutro- 
ducins;  new  words  ;  with  annexing  new  significations  to  words — Alteratioiis  in 
lanf;^uagc  less  in  tliis  country  than  in  England,  for  the  last  two  hundred  years — 
X'indication  of  this  coudu«:t. 

Dear  Sir, 

We  arc  accused,  also,  of  rttaini/tg  ancient   wotds^  brought  by 
our  ancestors   from  their  native  country,  and  since  that  period 
left  by  the   Enghsh  out  of  their  vocabulary.     The  charge  un- 
doubtedly, is  to  some  extent  well-founded.     7'hat  bodies  of  men, 
speaking  originally  the  same   language,  should,   when  separated 
from  each  other  to  the  distance   of  three  thousand  miles,  retain, 
at  the  end  of  two  centuries,  precisely  the  same   words,   may,  I 
think,  be  justly  regarded  as  an  absolute  impossibility.     Certainly 
no  instance  of  this  nature  has  been  hitherto  known  :  of  course  it 
ought  not  to  have  been  expected  here.     Men  always  have  such 
words,  as  will   express  the  ideas,   which  they  have   occasion  to 
communicate  to  each  other.     Nothing  is  more  natural  than  that 
we  should  retain  some  ideas,  and  have  occasion  to  communicate 
them,  which  you  have  not   retained.     Both  you  and  we  unques- 
tionably retain  some  part  of  the  manners  of  our  ancestors  :  but  it 
is  scarcely  credible,  that  we  should  both  retain  exactly  the  same 
parts.     About  those,  which  we  severally  retain,  we  shall  several- 
ly have  occasion  to  converse  ;  and   each  must  have  words,  ex- 
pressing the  ideas,  out  of  which  the  conversation  is  made.   These, 
so  far  as  they  were  in  the  possession  of  our  ancestors,  we  natu- 
rally retain.     This  you  have  done  as  well  as  we  ;  and  to  as  great 
an  cxt^'tit.     Nay,  1   believe  you   have  many  more  words,  which 
are  not  considered  as  classical  by  yourselves,  than  we  have.   The 
peculiarity  in  each  case  is  natural,  and  necessary  ;  and  he,  who 
tinds  fault  with  it,  must  be  either  very  thoughtless,  or  very  silly. 
Aw  American,  who  reads  such  of  your  books,  as  display  the  lan- 
guage and  sentiments  of  humble  life  ;  such  as  plays,  novels,  and 
that  excellent  work,  the  Religious   Repository  ;  finds  in  them  a 
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great  multitude  of  expressions,  which  certainly  can  plead  nothing 
to  justify  them,  except  that  they  are  idiomatic  phraseology  of  an- 
cient times.  Many  of  them,  at  least,  are  absolutefy  without  the 
classic  pale ;  and  are  accordant  wqth  no  existing  grammatical 
rules.  It  is  however  sufficient  for  him,  that  they  were  the  lan- 
guage of  those  who  have  gone  before  you.  On  what  principles 
are  you  justified  in  retaming  these  words,  which  will  not  justify  us 
in  retaining  ours.  U 

But  we  are  censured,  also,  for  making  new  words.     The  charge 
is  undoubtedly  just.     Wherever  we  find  occasion  for  the  use  of 
words,  and  have  them  not,  we  like  you  and  all   other  nations, 
make  them.     In  the  State  of  Connecticut  a  number  of  men  are 
chosen  annually  by  each  town,  to  receive  from  each  inhabitant  a 
list  of  the  taxable  property  in  his  possession.     This  list  is  required 
by  law ;  and  is  made  up  by  the  proprietor.     The  men,  who  re- 
ceive it,  are  from  their  employment  styled  Listers,     If  the  pro- 
prietor gives  in  a  false  list,  he  is  punished  by  having  the  falsified 
article  increased  on  the  list  four-fold.     Englishmen  on  both  sides 
of  the  Atlantic,  have  no  fondness  for  circumlocution.     We  there- 
fore,  style   this    punishment  Four-folding,      These   are  terms, 
confined  to  this    State  :  and,  although  sufficiently  remote  from 
elegance,  yet  serve  to  convey  ideas  of  some  importance  in  our 
state  of  society,  which  otherwise  could  not  be  conveyed  with- 
out a  periphrasis.     A  few  others,  local  also,  may  be   found  in 
other  parts   of  our   country  ;  and  a  small  number  have  had  a 
more   extensive  currency.     Among  these,  immigrate,  immigra' 
tion  and   immigrant,   hold   a    conspicuous  place.       The    stream 
of  population  flows  out  of  Great  Britain ;  but  a  part  of  it  flows 
into  the  United  States.     You,  therefore,  have  no  use  for  these 
words  ;  but  we  have  at  least  as  much,  as  you  have  for  emigrate, 
and  its  derivatives.     Why  then  should  we  not  use  them,  rather 
than  be  driven  to  a  tedious  periphrasis  every  time  we  have  occa- 
sion to  communicate  the   ideas,  denoted  by  these  terms  ?     In 
Great  Britain  there  are  few  or  no  alluvial  lands  :  so  few  at  least, 
that  the  most  respectable  of  Geographers,  Major  Rennell,  has 
thought  it  proper  in  the  Memoir,  accompanying  his  Map  of  Hin* 
Vol.  IV.  37 
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doostaii.  lo  describe  those,  which  arc  formed  by  the  Ganges,  and 
the  manner  in  wliich  they  are  formed.  I  know  not  that  you  have 
any  single  word  to  denote  tliem.  Here,  as  you  will  easily  per- 
ceive by  these  Letters,  they  arc  objects  of  considerable  impor- 
tance;  and  hence  have  naturally  received  a  name.  In  New- 
Kngland  they  are  called  indrvaL^;  denoting  the  land,  lying  be- 
tween the  "ri^inal  bank,  and  the  stream,  to  whose  waters  they 
owe  their  cxislcnce.  This  word,  derived  from  our  ancestors,  we 
retain  ;  and  lnid  it  useful.  Fnslut  is  found  in  Johnson,  who  de- 
fines it  to  bo  a  pool  of  fresh  water,  and  quotes  Milton  as  his  au- 
tliority.  It  is  also  found  in  Ainsworth  ;  who  says,  "  It  is  the  wa- 
ter of  the  ocean,  destitute  of  salt,  near  the  mouth  of  a  river.''  I 
presume  he  meant  the  water  of  the  river  immediately  above  the 
linrwl,  where  it  begins  to  mix  with  the  water  of  the  ocean.  This 
detinition  coincides  with  the  ancient  use  of  the  term.  Freshes, 
Freshet,  as  used  here,  denotes  a  considerable  addition,  made  to 
the  waters  of  a  river  by  melted  snow,  or  rain.  In  this  sense  it 
was  used  by  Sir  F^erdinando  Gorges  in  the  middle  of  the  seven- 
teenth century.  Here  these  accumulations  of  water  are  interest- 
ing objects ;  particularly  in  the  spring.  At  that  season,  as  has 
been  before  observed  in  these  Letters,  the  rivers  of  this  country, 
particularly  the  Coiniecticut,  overflow  the  intervals  on  their  bor- 
ders to  a  great  extent  ;  and  rise  sometimes  to  the  height  of  twen- 
tv-live  feet  above  their  common  level.  A  fact  occurring  so  often 
and  so  regularly,  becomes,  of  course,  a  frequent  theme  of  com- 
munication among  the  inhabitants  ;  and  needs  a  single  word  to 
express  it.  The  word  grade,  was  probably  adopted  from  feel- 
ings, and  circumstances,  purely  republican,  if  I  mistake  not,  it 
sprang  up  during  the  Revolution.  At  that  period  there  was  a 
strong  disrelish  to  every  thing  which  savoured  of  nobility.  Ratik\ 
though  originally  a  harmless  term,  was,  you  know,  long  before 
employed,  extensively,  to  designate  this  object  of  republican  dis- 
like ;  and  therefore  became  naturally  offensive  to  an  American 
ear.  Still,  as  some  men  will  ever  be  superiour  to  others  ;  as  offi- 
ctis  in  an  army  particularly,  even  in  one  which  is  republican, 
must  be  distinguished  in  this  manner;  it  became  necessary  to 
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adopt  a  term,  by  which  this  distinction  might  be  expressed,  and 
we  enabled  to  converse  about  it  without  a  circumlocution.  No 
word  i.nore  naturally  offered  itself  in  this  dilemma  than  the  word 
grade.  Accordingly  it  met  with  a  welcome  reception  ;  and  has 
ever  since  occupied  a  place  of  no  contemptible  importance  in 
our  vocabulary.* 

The  verb  progress  can  plead  nothing  more  in  its  own  favour,  so 
far  as  my  knowledge  extends,  than  that  it  is  more  concise  than 
the  phrase,  for  which  it  is  substituted. 

Universally,  we  make  words  just  as  you  do,  whenever  we  think 
they  are  wanted  ;  and  in  the  same  manner  mankind  have  always 
acted,  since  they  began  to  speak.  The  whole  number  of  those 
which  have  been  coined  here,  falls  much  short  of  a  single  column 
in  an  octavo  Dictionary. 

Among  the  words,  to  which  we  are  considered  as  annexing  un- 
warranted significalions, improve  undoubtedly  claims  the  first  place. 
For  this  the  people  of  New-England  have  been  laughed  at  by  Dr. 
Franklin,  kindly  admonished  by  Dr.  Whitherspoon,  and  severely 
censured  by  many  others.  The  unwarranted  meaning,  which  we 
annex  to  it,  is  that  of  use,  employ.  Thus  we  say,  improve  our 
time  ;  improve  our  privileges  ;  improve  an  estate,  a  house,  a  field, 
&c.  Those  who  censure  us,  contend,  that  the  only  proper  mean- 
ing of  the  word  is  either  to  meliorate,  when  a  transitive  verb  ;  or, 
when  an  intransitive,  to  become  better.  Unfortunately,  however 
for  all  these  critics,  the  original  word  improve,  which  has  been 
transferred  to  our  own  language,  is  to  use,  to  employ.  Unfortu- 
nately, also,  EngHshmen  have  always  used  the  word  in  the  very 
same  sense,  in  which  it  has  been  used  by  us.     Says  Dr.  Watts, — 

"  Our  sbuls  would  learn  the  heavenly  art, 
To  improve  the  hours  we  have." 

^'  Which  is  a  hint,"  says  Addison,  *'  which  I  do  not  remember  to 

*  "  The  prospects  of  the  soldiery  were  to  revel  again  in  the  plunder  of  other 
countries,  and  to  gain  military  promotion  through  war  ;  they  thought  only  of  rising 
above  their  respective  grorfes." 

Speech  of  Lord  Castlereagh  in  the  House  of  Commons,  Friday,  April  28,  in  the 
debate  on  the  war  with  France. 
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have  seen  opened,  and  improved  by  others,  who  have  wiiUen  Oil 
this  subject.'' 

*'  I  shall  now  conchidc"  says  Dr.  Withorspoon  "  by  improvinf^ 
this  subject  lor  the  purpose  of  sell-examination."' 

The  practical  remarks  or  inferences^  with  which  sermons  are 
usually  concluded,  are,  to  a  great  extent,  by  your  divines  called 
the   improvanoit  of  a  sermon. 

The  practical  use  made  by  Doddridge  in  his  Family  Expositor 
of  each  o(  those  sections,  into  which  he  divides  the  New  Testa- 
ment, is  regularly  called  by  him  the  impruvnnent, 

I  need  not  tell  you,  that  in  the  instances,  here  quoted,  the  idea 
ofrnthoratioi),  or  amendment,  is  incapable  of  being  annexed  ci- 
ther to  the  verb,  or  the  notm  ;  and  that  to  use,  or  emplni/,  would 
be  perfectly  tautologous  with  the  verb  ;  and  the  corresponding 
substantives,  with  the  noun. 

There  are  other  words  of  a  similar  nature,  involved  in  the 
same  accusation  ;  and  for  the  use  of  them  the  same  reasons  may 
be  given.  There  are  very  few  of  them  however,  which  may  not 
be  found,  and  found,  used  in  the  same  sense,  in  English  writers. 
On  liardly  any  subject  has  more  silly  pedantry  been  displayed 
than  on  this  ;  or  coarser  and  more  ludicrous  mistakes  been  made. 
We  have  retained  very  few  words,  which  you  have  not.  Fewer 
still  have  been  coined  ;  and  to  still  fewer  have  we  annexed  any 
new  meanings. 

Let  us  now  examine  the  other  side  of  this  subject.  How  ma- 
ny new  words,  do  you  believe,  have  been  introduced  into  the  lan- 
guage by  your  own  countrymen,  since  the  colonization  of  New- 
England.  Look  at  the  writings  of  your  travellers,  and  mark  their 
numerous  gleanings  from  the  French,  and  Italian  ;  and  those  too, 
given  out  in  books,  intended  to  be  universally  read.  I  allude  not 
here  to  technical  words  ;  though  even  among  these  there  are  ma- 
ny unnecessary  terms  inserted  in  their  productions.  I  refer  to 
words  customarily  used  even  in  familiar  conversation  ;  and  to 
those,  which  have  words  exactly  correspondent  in  our  own 
tongue.  I  refer  to  words,  which  are  apparently  introduced  by 
these  writers,  and  many  others,  merely  to  let   the  world  know. 
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that  they  understand  French,  and  Itahan.  How  many  of  these 
words  have  become  already  estabhshed  in  our  own  language;  and 
how  many  more  are  advancing  towards  the  same  naturalization. 
Surely  this  right  of  innovation  is  not  secured  to  you  by  an  exclu- 
sive patent.  1  know  you  will  claim  the  authority,  and  the  privi- 
leges, of  a  parent.  But  permit  me  to  ask,  is  our  nonage  to  exist 
for  ever  ?  You  have  ten  millions  of  people  :  we  have  eight. 
How  soon  will  our  numbers  exceed  yours  ;  and  that  in  a  very  for- 
midable proportion.  You  have  more  learning,  and  more  science, 
than  we  ;  and  you  write  better.  Admit  it.  How  long  think  you 
will  this  be  said  with  truth  ?  The  period  is  not  distant,  at  least 
as  we  believe,  when  we  shall  be  your  rivals  ;  and  when,  in  spite 
of  our  lakes  and  marshes  ;  of  the  recent  settlement  of  this  conti- 
nent ;  and  of  the  general  inundation,  which  it  experinced  since 
the  deluge  of  Noah,  and  which  kept  it  covered  for  so  long  a  time; 
in  spite  of  the  malignancy  of  the  climate  ;  the  want  of  matter ;  the 
want  of  tails  on  several  species  of  animals ;  the  sterility  of  the 
soil ;  the  multitude  of  the  insects  ;  the  defectiveness  of  the  quad- 
rupeds ;  the  contempt  of  the  Quarterly,  and  the  sneers  of  the  Ed- 
inburgh, Reviewers ;  we  are  fast  advancing  towards  wealth  and 
power,  towards  intellectual,  and  I  hope  towards  moral  and  reli- 
gious distinction.  If  God  will  continue  to  give  us  his  blessing,  as 
it  has  been  heretofore  given  ;  I  have  no  fear  concerning  our  suc- 
cess in  all  these  interesting  particulars.  We  shall  then,  at  least, 
have  a  language,  which  will  be  understood  here,  and  will  proba- 
bly answer  all  the  necessary  purposes  of  communication.  I  hope 
it  will  have  sufficient  force,  and  elegance,  to  satisfy  all  the  reason- 
able demands  of  those,  by  whom  it  will  be  spoken. 

Think  not  that  1  am  willing  to  see  the  language  of  this  country 
vary  from  that  of  Great  Britain.  There  are  many  reasons  for 
which  I  should  regret  so  untoward  an  event.  It  is  "the  tongue, 
wherein"  I  and  my  countrymen,  no  less  than  you  and  yours, 
"  were  born,"  and  to  which  our  attachment  is  probably  little,  if 
at  all,  inferiour  to  yours.  The  books,  already  written  in  this  lan- 
guage, contain  more  learning,  science,  and  wisdom,  than  those  in 
any  other;  and  the  probability  is  strong,  that  such,  as  will  hereaf- 
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ter  be  written,  will  add  materially  to  this  accumulation  of  trea- 
sure. It  is  the  language  of  our  Bible.  It  is  the  language  of  our 
laws.  It  is  already  established  to  a  considerable  extent  in  the 
four  quarters  of  the  globe,  in  New-Holland,  and  in  a  great  multi- 
tude of  islands,  of  inferiour  size.  The  two  nations,  which  speak 
it,  appear,  hitherto,  to  be  more  interested  in  spreading  the  reli- 
gion of  the  gospel  through  the  world,  than  any  other  ;  and  their 
common  language  furnishes  them  many  facilities  towards  the  exe- 
cution of  this  glorious  purpose.  With  this  mighty  advantage  in 
their  hands,  it  is  diflkult  to  conceive  how  far  the  energy  of  these 
nations,  directed  to  the  most  benevolent  of  all  objects,  may  pro- 
ceed ;  or  what  is  the  boundary,  at  which  it  may  be  truly  said  to 
them,  "  Hitherto  shall  yc  come,  but  no  further." 

But  there  is  no  reason  to  expect  such  a  disaster.  In  the  ordi- 
nary course  of  things,  centuries  must  pass  away  before  any  very 
material  change  of  this  nature  can  take  place.  That  we  ought  to 
make  words,  to  express  such  ideas,  as  we  have  occasion  to  com- 
municate, and  as  cannot  be  conveniently  communicated  by  any 
terms,  at  present  in  the  language,  there  cannot  be  a  doubt  in  the 
mind  of  any  person,  who  is  a  competent  Judge  of  this  subject.  All 
mankind  have  invariably  supplied  themselves  with  words  in  every 
such  case.  It  would  be  idle  to  expect  in  us,  or  in  any  other  peo- 
ple, a  departure  from  this  course.  It  is  a  law  of  our  nature;  and 
absolutely  necessary  to  the  intercourse  of  intelligent,  and  to  some 
extent  even  of  savage,  society.  Climate,  soil,  and  other  local 
circumstances,  present  many  objects  to  one  nation,  which  are  not 
known  by  another.  Minerals,  vegetables,  and  animals  •,  the 
revolution  of  the  seasons,  nay  even  the  state  of  the  weather,  fur- 
nish almost  every  nation  more  or  less  with  ideas,  which  are  pe- 
culiar. Arts,  commerce,  mannei-a,  government,  religion,  and  all 
other  objects,  about  which  the  mind  is  voluntary,  and  with  res- 
pect to  which  it  is  contiinially  forming  new  ideas  by  its  power  to 
compound,  abstract,  and  compare,  furnish  very  many  more.  To 
communicate  many  of  these  will  be  felt  to  he  indispensable;  and, 
wherever  terms  are  wanting  to  express  them,  new  ones  will  regu- 
larly be  made.  Circumlocutory  phraseology  will  rarely  be  felt 
satisfactorily  to  answer  the  pui})ose. 
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A  variety  of  things  in  our  climate,  soil,  and  other  local  circunn- 
stances,  in  our  minerals,  vegetables,  and  animals,  differ  materially 
from  the  same  things  in  Great  Britain.  These  things,  generally, 
must  have  names.  Wherever  existing  words,  without  too  violent 
a  deflection,  can  be  employed  as  names  for  them,  they  will  be 
adopted.  But  there  are  cases,  where  no  such  words  can  be 
found  ;  and  in  these  new  ones  will  be  made.  Much  more  exten- 
sively applicable  are  these  observations  to  ideas,  framed  by  the 
mind,  and  derived  from  the  state  and  business  of  society.  These, 
being  in  every  advanced  state  of  civilization  very  numerous,  re- 
quire many  new  names  to  express  them  ;  and,  wherever  the  ideas 
are  to  be  communicated  to  others,  such  names  will  be  found. 
Nothing  but  ignorance,  or  inadvertency,  can  permit  any  man  to 
believe,  that  the  people  of  the  United  States  will  not  act  in  this 
case,  just  as  all  other  people  have  acted;  particularly  as  the  Brit- 
ish nation  has  always  acted.  Within  a  century  and  a  half  you 
have  introduced  into  the  English  language  one  third,  perhaps,  of 
its  vocabulary.  Why,  when  our  necessity,  or  convenience  ;  or, 
to  use  a  single  term,  when  our  exigencies  require  it,  should  we 
not  be  expected  to  do  just  what  you  and  all  other  nations  have 
done  ?  Why  should  it  be  an  object  of  surprise,  that  we  have  thus 
done  ?  The  copiousness  of  the  English  language,  however,  is 
such,  that  a  long  time  will  probably  elapse,  before  new  coined 
words  will  be  very  numerous  on  either  side  of  the  Atlantic.  I 
have  never  discouraged  any  inclination  to  multiply  thern,  here  ; 
and  I  observe  a  general  jealousy  among  your  philologists,  which 
cannot  but  check  any  propensities  of  this  nature  in  Great  Brit- 
ain. A  large  proportion  of  the  books,  which  are  either  studied  or 
read  here,  are  printed  on  your  side  of  the  Atlantic  ;  and  every 
writer  in  the  United  States  must,  in  order  to  acquire  the  reputa- 
tion of  writing  well,  conform  in  a  good  degree  to  the  standard,  es- 
tablished by  the  English  Classics.  Our  state  of  society  also, 
though  in  many  respects  differing  from  yours,  as  every  thinking 
man  must  preconceive,  is  yet  in  many  more  substantially  the 
same.  Our  laws,  religion,  and  very  many  of  our  customs,  are 
more  like  yours  than  those  of  any  two  nations  ever  were.  Hence, 
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from  this  copious  source  of  change  in  languages  comparatively 
few  alterations  will  for  a  long  time  be  derived.  1  have  often 
wondered,  that  so  many  British  writers,  and  among  them  several, 
who  would  hear  their  claim  to  talents  questioned  with  very  little 
patience,  should  censure  the  people  of  this  country  for  innova- 
tions of  this  nature.  1'he  considerations,  here  suggested,  furnish 
not  our  excuse,  nor  our  justification  ;  for  the  case  requires  nei- 
ther ;  but  unanswerable  proof,  that  the  conduct  is  a  thing  of 
course,  and  inwoven  with  the  very  nature  and  circumstances  of 
man  ;  that  we  have  acted  as  all  other  nations  have  acted  in  the 
like  circumstances,  and  as  every  man,  acquainted  with  the  sub- 
ject, would  expect  us  to  act. 

On  the  same  grounds  we  have  retained  some  words  in  the  lan- 
guage, which  are  lost  out  of  your  current  vocabulary.  We  found 
use  for  these  words  :  you  did  not. 

The  surprise,  expressed  by  your  writers  at  these  facts ;  their 
censures;  their  ridicule;  are  all  groundless.  To  expect  the  con- 
trary conduct  on  our  part  would  have  been  an  absurdity.  To 
demand  it  would  be  to  demand  what  never  existed,  and  what  in 
the  very  nature  of  things  is  impossible. 

1  am.  Sir,  vours,  <S:c. 
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Schools — System  of  Connecticut — Schools  of  New-England — Effects  of  this  educa- 
tion on  the  people  at  large — Hon.  Roger  Sherman. 

Dear  Sir^ 

The  state  of  learning  and  science,  or  generally  of  information, 
in  every  country  where  these  objects  are  pursued  at  all,  cannot 
fail  to  engage  the  attention  of  an  enlightened  and  inquisitive  mind. 
To  kncfw  this,  its  causes,  and  its  consequences,  is  to  know  some- 
thing in  the  history  of  man,  which,  while  it  awakens  our  sympa- 
thies, expands  our  views ;  and  enables  us  in  some  respects  to  form 
juster  opinions  concerning  our  own  state  of  society,  and  concern- 
ing the  general  character  of  our  race.  Since  the  American  Rev- 
olution, it  has  extensively  become  a  custom  among  writers  in 
Great-Britain,  who  either  find  or  make  a  reason  for  speaking  of 
the  subject  at  all,  to  treat  the  character  of  the  Americans  with 
severity  and  contempt.  The  story  told  there,  has  been  echoed 
here ;  and  there  have  not  been  wanting  natives  of  this  country, 
who,  having  learned  by  rote  the  observations,  and  especially  the 
sneers,  uttered  on  the  Eastern  side  of  the  Atlantic  concerning 
their  countrymen,  have  repeated  them  with  not  a  little  self-com- 
placency. These  men  have  probably  felt,  as  critics  concerning 
the  writer  whom  they  are  censuring,  that  to  censure  involves  of 
course  a  superiority  to  those  who  are  the  objects  of  their  censure  ; 
and  that,  therefore,  while  tliey  are  condemning  others  in  the 
gross,  they  are  elevating  their  own  character  to  distinction  and 
consequence.     I  give  Ihese  men  very  little  credit  for  their  labours, 
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or  for  the  spirit  In  which  they  are  dictated.  Nor  am  I  satisfied 
with  the  kindred  etforts,  which  are  made  in  Great-Britain.  Gen- 
erally they  have  exhibited  very  little  of  truth  or  justice,  and  still 
less  of  candour  or  moderation.  For  sneers,  or  sarcasms,  I  have 
no  great  respect;  and  these  are  the  principal  weapons  which 
have  hitherto  been  used  in  this  warfare. 

A  stranger  1  ravelling  througii  New-England,  marks  with  not  a 
little  surprise  the  multitude  of  school-houses,  appearing  every 
where  at  little  distances.  Familiarized  as  I  am  to  the  sight,  they 
have  excited  no  small  interest  in  my  mind  ;  particularly  as  I  was 
travelling  through  the  settlements  recently  begun.  Here,  while 
the  inhabitants  were  still  living  in  log-huts,  they  had  not  only 
erected  school-houses  for  their  children,  but  had  built  them  in  a 
neat  style  ;  so  as  to  throw  an  additional  appearance  of  deformity 
over  their  own  clumsy  habitations.  This  attachment  to  educa- 
tion in  New-England,  is  universal ;  and  the  situation  of  that  ham- 
let must  be  bad  indeed,  which,  if  it  contain  a  sufhcient  number  of 
children  for  a  school,  does  not  provide  the  necessary  accommoda- 
tions. In  1803,  I  found  neat  school-houses  in  Colebrook,  and 
Stewart,  bordering  on  the  Canadian  line. 

The  cenfTnl  spirit,  and  scheme,  by  which  the-  education  given  in 
parochial  schools,  (for  such  I  shall  call  them.)  is  regulated  through- 
out the  New-England  States,  are  substantially  the  same.  It  will 
be  suflicient,  therefore,  to  give  a  particular  account  of  the  system, 
pursued  in  Connecticut. 

The  State  of  Connecticut  is  by  law  divided  into  School  Socie- 
ties. These  Societies  are  empowered  to  divide  themselves  into 
as  many  School  Districts,  as  their  convenience  may  require. 
They  are  also  empoweied,  in  each  cas(!,  to  form  school  districts  by 
uniting  parts  of  two  neighbouring  school  societies,  as  they  shall  mu- 
tually judgf  convenient.    In  this  manner  the  whole  State  is  divided. 

The  districts  have  severally  power  to  build  school-houses,  and 
to  purchase  grounds  on  which  to  erect  them ;  to  repair  them  ;  and 
to  tax  themselves  for  the  expense;  to  appoint  a  clerk  to  record 
their  proceeding«J.  a  collector  of  taxes,  and  a  treasurer. 
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For  the  support  of  the  schools,  the  State  pays  out  of  the  treasury, 
annually,  the  sum  of  two  dollars  upon  every  thousand  dollars  in  the 
list  of  each  school  society,  to  its  Committee,  for  the  benefit  of  the 
schools  within  its  limits.  It  also  pays  to  these  societies  half  year- 
ly, the  interest  arising  from  the  School  Fund.  To  form  this  Fund, 
the  State  sold  part  of  a  tract,  called  "  the  Connecticut  Reserve ;" 
lying  on  the  Southern  border  of  Lake  Erie,  within  the  present 
State  of  Ohio.  The  principal  sum,  arising  from  this  source,  was, 
in  the  treasury  books  in  May,  1812,^1,341,939.'^  At  the  same 
time,  the  first  of  these  payments  amounted  to  g 1 2,924.  But,  in 
order  to  entitle  a  school  society  to  these  sums,  their  Committee 
must  certify,  that  the  schools  in  said  society  have  been  kept 
for  the  year  preceding,  in  all  respects,  according  to  the  directions 
of  the  statute,  regulating  schools;  and  that  all  the  monies,  drawn 
from  the  public  treasury  for  this  purpose,  have  been  faithfully  ap- 
plied, and  expended,  in  paying  and  boarding  instructors. 

If  these  monies  are  misapplied,  they  are  forfeited  to  the  State. 
If  the  Committee  make  a  false  certificate,  they  forfeit  sixty  dol- 
lars. These  Committees  are  also  empowered  to  take  care  of  all 
property,  belonging  to  their  respective  school  societies,  and  to 
dispose  of  it  for  the  benefit  of  such  schools,  according  to  the  true 
intent  of  the  grant,  or  sequestration,  from  which  the  money  is  de- 
rived ;  unless  where  either  the  grantor,  or  the  Legislature,  has  de- 
termined, that  such  grant,  or  sequestration,  shall  be  under  the 
management  of  persons,  acting  in  continual  succession. 

All  the  public  monies,  intended  for  the  benefit  of  any  school  so- 
ciety, are  to  be  paid  into  the  hands  of  its  treasurer. 

Each  school  society  is  to  appoint  suitable  persons,  not  exceed- 
ing nine,  to  be  Overseers,  or  Visitors,  of  all  the  schools  within 
their  limits.  It  is  the  duty  of  the  overseers  to  examine  the  in- 
structors ;  to  displace  such  as  may  be  found  deficient,  or  will  not 
conform  to  their  regulations ;  to  superintend,  and  direct,  the  in- 
struction of  the  children  in  religion,  morals,  and  manners;  to  ap- 
point public  excercises  for  them ;  to  visit  the  schools  twice,  at 
least,  during  each  season  ;  particularly  to  direct  the  daily  reading 
of  the  Bible  by  such  children,  as  are  capable  of  it,  and  their  week- 
*  The  amount  of  the  School  Fund  in  May,  1821  was  $1,700,000.— Pu6. 
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J)  instruction  in  some  approved  catechism;  and  to  recommend, 
that  the  master  conclude  the  exercises  of  each  day  with  prayer. 

Any  school  society  is  also  empowered  by  a  vote  of  two  thirds 
of  the  inhabitants,  present  in  any  legal  meeting,  warned  for  that 
purpose,  to  institute  a  school  of  a  higher  order  for  the  common 
benefit  of  the  society  ;  in  which  all  the  children,  whose  parents 
wish  it,  are  to  be  advanced  in  branches,  or  degrees,  of  learning, 
not  attainable  in  the  parochial  schools. 

If  any  school  district  within  a  school  society  expend  less  than 
its  proportion  of  these  public  monies  in  supporting  its  school,  or 
schools;  the  surplus  shall  be  paid  over  to  such  district,  or  dis- 
tricts, as  have  in  their  school  expenses  exceeded  the  sums,  dis- 
tributed to  them. 

Such  is  a  summary  account  of  the  system,  by  which  the  public 
schools  in  Connecticut  are  regulated.  By  the  public  schools,  I 
intend  those,  which  receive  benefactions  immediately  from  the 
State;  whether  parochial,  or  of  a  higher  class.  I  think  you  will 
agree  with  me,  that  provision,  very  honourable  to  the  State,  is 
here  made  for  their  existence  every  where  ;  for  the  buildings,  in 
which  they  are  to  be  kept ;  for  the  mode  of  education,  to  be  pur- 
sued in  them  ;  for  the  establishment  of  good  instructors  ;  for  the 
faithful  discharge  of  their  duty  in  promoting  the  learning,  religion, 
morals,  and  manners  of  the  children,  and  universally,  for  whatever 
is  necessary  in  institutions  of  this  nature.  Committees  are  by  law 
appointed,  and  made  accountable,  for  carrying  into  execution  the 
benevolent  designs  of  the  Legislature  ;  and  Visitors  are  constitu- 
ted with  ample  power  to  compel  the  performance.  A  motive, 
also,  is  presented,  of  more  clFicacy  than  almost  any  other,  to  in- 
duce the  inhabitants  of  exevy  school  society  and  district,  to  see, 
that  every  part  of  these  designs  shall  be  faithfully  accomplished  ; 
viz.  the  sum,  which  they  are  to  receive,  if  the  Committee  certify 
to  the  'IVeasurer,  or  Comptroller,  that  all  these  duties  have  been 
performed  according  to  law,  or  to  lose,  whenever  such  certificate 
cannot  be  given.  Should  a  false  certificate  be  given,  the  penalty 
incurred  is  sufticiently  heavy  to  prevent  the  crime  from  being  re- 
peated ;  especially  as  the  Committee  can  have  no  personal  inter- 
est of  sufficient  magnitude  to  balance  the  inconvenience. 
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Accordingly,  the  schools  are  every  where  in  existence  ;  and  are 
every  where  managed  with  a  good  degree  of  propriety. 

Two  things,  only,  seem  to  be  wanting  to  render  the  system 
complete.  One  is  the  establishment  of  the  same  scheme  of  educa- 
tion throughout  the  State ;  the  other  is  the  institution  of  a  Board 
of  Commissioners  ;  one  in  each  County ;  whose  business  it  shall 
be  to  examine  into  the  actual  state  of  the  schools  in  their  respect- 
ive circuits  ;  and  who  should  meet  semi-annually  at  Hartford,  and 
New-Haven,  to  receive  the  reports  of  the  respective  Committees, 
compare  them  with  the  results  of  their  own  inspection,  and  make 
a  general  report  to  the  Legislature.  The  former  of  these,  by  ma- 
king the  scheme  of  instruction  an  object  of  public  attention,  would 
secure  to  us  the  best  system ;  and  the  latter  would  assure  us  of 
its  complete  execution. 

I  have  now  given  you  a  summary  view  of  the  schools  in  Con- 
necticut. With  little  variation  of  figure,  light,  or  shade,  it  will 
serve  as  a  portrait,  sufficiently  exact  in  this  respect,  of  New-Eng- 
land at  large ;  the  State  of  Rhode-Island  excepted.  In  Massa- 
chusetts, New-Hampshire,  and  Vermont,  schools  are  every  where 
established.  They  are  often  styled  parochial  schools.  You  will 
not  suppose  that  each  parish  has  a  school,  distinguished  by  this 
title ;  but  that  each  parish  has  a  sufficient  number  of  schools  to 
admit  all  the  children  which  it  contains.  To  these  litte  semina- 
ries the  children  of  New-England  are  universally  sent,  from  two, 
three,  four,  and  five  years  of  age,  to  the  period  in  which  they 
have  learned  to  read,  write,  and  keep  accounts.  In  many  of  them, 
other  instructions  are  added,  according  to  the  skill,  and  disposi- 
tion, of  the  instructors,  and  the  wishes  of  the  parents.  At  the 
earliest  periods,  children  of  both  sexes  are  placed  under  the  di- 
rection of  female  teachers  ;  and,  at  more  advanced  stages  of  their 
education,  under  that  of  men.  I  speak  of  the  common  schools 
only.  It  ought  to  be  observed,  that  throughout  a  consider- 
able part  of  the  country,  the  female  pupils,  whether  placed  un- 
der the  instruction  of  men  or  women,  are  sent  to  separate  schools. 

It  has  not  often  happened  to  mankind,  that  their  children  have 
in  mass,  been  taught  to  read,  and  write.     In  Switzerland,  and  in 
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Scotland,  this  privilege  has  been  extensively  enjoyed  ;  and  in  u 
subordinate  degree,  in  several  other  countries.  In  New-England, 
with  the  exception  made  above,  it  may  be  said  to  be  absolutely 
enjoyed;  although  a  solitary  individual  may  liere  and  there  be 
found,  who  has  not  availed  himself  of  the  privilege,  and  who  is 
regularly  viewed  hv  those  around  him  with  a  mixture  of  wonder 
and  pity. 

Goldsmith  says,  "  Of  all  professions  in  society,  I  do  not  know 
a  more  useful  or  more  honourable  one  than  (that  of)  a  Bchool-mas- 
ter ;  at  the  same  time  I  dont  see  any  more  generally  despised,  or 
men  whose  talents  are  so  ill  rewarded."  Goldsmith  was  a  na- 
tive of  Ireland,  and  when  he  wrote  this,  had  long  been  an  inhab- 
itant of  England.  So  far,  therefore  as  he  is  to  be  credited  in  a 
case,  with  respect  to  which  he  could  hardly  mistake,  school-mas- 
ters must  liave  been  little  esteemed,  and  ill-rewarded,  in  these 
countries.  Happily,  as  well  as  justly,  this  observation,  is  not 
true  in  New-England.  A  school-master  here  adds  to  his  reputa- 
tion, instead  of  lessening  it,  by  keeping  a  school,  if  he  performs 
his  duty  well;  and  acquires  more  weight  in  society  than  he  pos- 
sessed before.  The  reward,  also,  for  this  useful  service  to  man- 
kind, is  certainly  decent  to  say  the  least.  Twenty  dollars  a  month 
and  board,  including  washing  and  lodging,  amounting  in  the  whole 
to  three  hundred  and  forty  dollars  a  year,  is  frequently  the  sti- 
pend, which  a  young  man  receives  for  keeping  a  parochial 
school. 

The  effects  of  this  part  of  the  New-England  manners  are  of 
the  happiest  nature.  By  this  instruction,  all  persons,  here,  fiF>d 
free  access  to  the  Bible,  and  to  many  other  sources  of  knowledge. 
Intellectual  improvement  is  in  some  degree  extended  to  all.  Nor 
is  the  numbei  of  persons  small,  who,  availing  themselves  of  this 
education  in  early  life,  have,  without  any  other  advantages  than 
such  as  their  own  industry  and  habits  of  inquiry,  furnished  them, 
acquired  a  considerable  share  of  information  ;  particularly  of  that 
practical  knowledge  which,  more,  than  any  other,  makes  men 
useful  members  of  society.  Many  such  men,  beside  filling  useful 
public  offices  of  inferiour  distinction,  and  performing  a  great  va- 
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riety  of  that  important  business,  which  under  many  forms,  and 
many  names,  exists  in  every  society  of  civilized  men,  and  is  in- 
dispensable to  general  as  well  as  personal  happiness,  have  be- 
come magistrates,  legislators,  physicians,  lawyers,  and  sometimes 
divines  ;  and  through  life  have  sustained  useful,  as  well  as  hon- 
ourable characters.  Nay,  such  men  have  been  found  in  sever- 
al instances  on  the  highest  bench  of  justice,  and  in  the  most  dig- 
nified seats  of  legislation.  You  are  not,  however,  to  suppose, 
that  they  have  arrived  at  these  offices  by  a  mere  fortunate  con- 
currence of  circumstances,  by  the  public  courtesy,  or  by  the  arts 
of  a  demagoguge.  Here,  the  public  courtesy  has  usually  been  a 
mere  tribute  of  respect  to  acknowledged  worth.  The  men  in 
question  have  generally  been  well  qualified  for  their  employ- 
ments ;  and  have  passed  through  them  with  reputation. 

The  late  Hon.  Roger  Sherman,  was  in  early  life  unpossessed 
of  any  other  education,  than  that,  which  is  furnished  by  a  paro- 
chial school.  By  his  personal  industry  he  supported,  while  a 
young  man,  the  family,  left  by  his  father;  and  provided  the 
means  of  a  liberal  education  for  two  of  his  brothers.  By  his 
original  strength  of  mind,  and  his  attachment  to  books  of  real  use, 
he  qualified  himself  to  hold,  and  with  an  uncommon  degree  of 
public  esteem  actually  held,  the  successive  offices  of  County-sur- 
veyor, Justice  of  the  peace,  Judge  of  the  court  of  Common 
Pleas,  Judge  of  the  Superiour  Court,  Representative  in  the  State 
Legislature,  Councillour,  Member  of  the  Old  Congress,  and  Rep- 
resentative, and  Senator  in  the  New  Congress.  In  these  offices 
he  acquired,  and  deservedly,  the  highest  respect,  not  only  of  the 
people  of  Connecticut,  but  also  of  the  first  citizens  in  other  States 
throughout  the  Union.  This  gentleman,  who  went  to  the  grave 
with  unabated  honour,  and  to  whose  memory  I  pay  this  tribute 
with  peculiar  satisfaction,  was,  what  very  (ew  men  unacquainted 
with  the  learned  languages  are,  accurately  skilled  in  the  gram- 
mar of  his  own  language.  At  the  same  time  he  was  an  able 
Mathematician,  and  Natural  philosopher  ;  extensively  versed  in 
the  history  of  mankind  ;  and  a  profound  logician,  statesman,  law- 
yer, and    theologian.     His  character   was  completed  by  exem- 
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plary  integrity,  uprightness,  and  piety.     Of  how  few  men  can  all 
this  be  said  with  truth  ? 

The  general  remarks,  which  I  have  made  on  this  subject,  will 
not  be  suthcicntly  explained  by  a  recurrence  to  mere  native 
strength  of  mind.  There  are  unquestionably,  in  every  country, 
men,  whose  intellectual  capacity  and  vigour  raise  them  from  the 
common  level  to  eminence  and  honour  :  and  those,  who  are 
very  great,  must  undoubtedly  have  possessed  great  endowments. 
But  these  are  too  rare  to  satisfy  our  enquiries  in  the  present  case. 
A  considerable  part  of  the  distinction  found  here,  is  derived  from 
a  combination  of  advantages,  and  cflorts.  The  advantages,  to 
which  I  refer  are  such  as  these.  Public  offices  are  open  to  ev- 
ery man.  At  the  same  time,  an  unusual  spirit  of  inquiry  per- 
vades all  classes  of  men  in  this  country.  In  consequence  of  these 
facts  the  most  powerful  motives  to  exertion  are  continually  held 
out  to  those,  whose  dispositions  prompt  them  to  exertion.  In 
such  a  state  of  things  a  greater  number  of  persons  will  be  atTect- 
ed,  and  more  powerfully  atfectcd,  by  these  motives,  than  in  any 
other. 

The  influence  of  this  general  ditTusion  of  knowledge  is  unques- 
tionably happy.  There  is  no  department,  and  no  concern  of  life, 
to  which  it  does  not  extend.  Even  the  private,  neighbourly  vis- 
it among  the  common  people  is  materially  affected,  and  sensibly 
coloured,  by  it ;  and  is  accordingly  more  rational,  enlightened, 
and  pleasant,  than  it  is  believed  to  be  in  most  other  countries. 
Conversation  is  here  carried  on  with  a  respectable  degree  of 
good  sense,  a  variety  of  information,  and  often  with  wit,  humour, 
and  brilliancy.  Minds  may,  without  exaggeration,  be  said  to 
mingle  in  it,  and  with  each  other.  Nor  will  men  of  superiour 
knowledge,  unless  possessed  of  a  fastidious  taste  and  character, 
fail  either  of  entertainment,  or  instruction,  in  their  intercourse 
with  the  substantial  farmers,  and  mechanics,  of  New-Er)gland. 

In  a  Republic,  particularly  in  those  of  this  country,  a  great 
proportion  of  the  business,  which  is  termed  pu])lic,  is  managed 
by  the  people  at  large.  The  complicated  atFairs  of  scliool-dis- 
tricts,  parishes,  townships,  and  counties,  demand  a  considerable 
share  of  intelligence,  and  the  agency  of  a  great  number  of  per- 
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sons.  The  debates  of  a  town-meeting,  not  unfrequently  affect 
the  interests  of  the  inhabitants  in  a  degree,  at  least  as  intinnate, 
and  often  as  important,  as  most  of  those,  which  are  carried  on  in 
the  Legislature ;  and  the  office  of  the  Select-man  is  in  many  re- 
spects more  closely  interwoven  with  their  happiness,  than  that  of 
the  Magistrate.  The  extensive  powers,  entrusted  to  these  men, 
and  the  subjects,  suspended  on  the  decisions  of  town-meetings, 
I  have  mentioned  in  former  letters.  I  have  also  observed  here- 
tofore, that,  probably,  three-fourths  of  all  the  male  inhabitants 
in  the  State  of  Connecticut  sustain,  in  the  course  of  life,  some 
public  office  or  other.  To  such  a  state  of  society,  extensively 
found  in  New-England  at  large,  this  general  diffiision  of  knowl- 
edge seems  indispensable.  All  these  departments  require  some, 
and  many  of  them  much,  thought,  good  sense,  and  information. 
Unless,  therefore,  knowledge  were  generally  extended,  they 
could  not  be  usefully  filled. 

Nor  is  the  importance  of  this  fact  less  real,  though  perhaps 
less  thought  of,  in  the  Church.  A  clergyman,  here,  addresses 
an  assembly,  almost  all  the  adult  members  of  which  understand 
with  a  good  degree  of  precision  the  language  which  he  uses ;  the 
doctrines,  which  he  teaches ;  and  the  illustrations,  which  he 
employs  ;  that  is,  if  he  preaches  as  he  ought  to  preach.  Sound 
and  sensible  discourses  may  here  be  delivered  with  a  rational  as- 
i^urance,  that  they  will  be  well  understood  :  and  what  may  be 
called  the  Elementary  part  of  a  preacher's  instructions  may  be 
safely  considered  as  having  been  already  acquired  from  other 
sources.  In  consequence  of  this  state  of  things,  the  churches 
in  most  of  the  ancient  settlements  of  New-England,  are  more 
firmly  established,  and  less  liable  to  be  blown  about  by  every  wind 
of  doctrine,  than  those  of  many  other  countries.  Among  peo- 
ple, possessing  a  good  share  of  information,  religious  novelties 
operate  with  less  fascination,  and  are  more  reluctantly  received, 
than  among  those,  who  are  ignorant.  In  a  word,  knowledge 
here  gives,  and  in  a  more  desirable  manner,  a  good  degree  of 
that  stability  which  is  else  where  produced  by  energy  in  the  gov= 
ernment.  I  am,  sir,  yours,  &:c. 

Vol.  IV.  39 
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Academic-3  iij  .No\s -l-ngl.uul — Colk-gcs — State  ol'  llie^e  instilutious  in  1812 — Law 
and  Theological  .'^Juninurics — Mc'lical,  Historical,  ami  Philosophical  Societies — 
Social  Libraries. 

Dear  S'n\ 

You  may  perhaps  remember,  (liat  in  (he  account  which  I  gave 
you  concrniing  the  establishment  of  schools  in  Connecticut,  pro- 
vision is  made  in  the  law,  which  creates  the  system,  for  tlie  insti- 
tution of  scools,  of  a  higher  class  than  those  which  are  parochial  ; 
or  of  such,  as  in  this  country  are  generally  styled  Academies. 
The  knowledge  taught  in  these  schools,  is  undefined  by  any  gen- 
eral system ;  and  comprehends  as  much,  and  as  little,  of  languages, 
Arts, and  Sciences, as  the  Trustees  ofeach  think  it  properfrom  time 
to  time  to  prescribe.  In  this  respect  many  of  them  arc  undoubtedly 
imperfect  ;  and  do  not,  so  well  as  they  easily  might,  direct  the  ed- 
ucation, which  they  profess  to  communicate.  A  wise  and  well 
constructed  scheme  of  education,  is  certainly  a  desideratum  in 
these  seminaries  ;  and  might  contribute  not  a  little  to  spread 
knowledge  in  a  more  perfect  form,  and  to  a  greater  extent. 
Tliere  is  not,  indeed,  a  very  great  difference  in  the  objects  aim- 
ed at,  or  in  the  modes  pursued.  The  law^  commits  the  inspec- 
tion of  these  schools  in  Connecticut  to  a  number  of  ^'isiters,  an- 
nually cliosen  by  those,  for  whom  they  act ;  but  attempts  not  to 
controul  any  other  schools,  besides,  those,  which  are  constituted 
by  itself.  Tiie  provision  of  the  law  is  insuilicient ;  but  whether 
a  substitute  will  be  provided  within  any  moderate  period,  which 
will  remedy  its  defects  is  uncertain. 

You  are  not,  however,  to  suppose,  that  these  schools  are  not 
very  useful  seminaries.  They  arc  generally  tilled  with  students; 
and  are  directed  by  instructors,  respectably  qualified  for  their 
busine.-s.  Under  this  direction  a  great  number  of  youths  are  con 
tinually  employed  in  obtaining  an  education  in  branches  of  knowl- 
edge, not  communicated  in  the  parochial  schools.  Here  they  are 
qualified  for  their  entrance  into  Colleges.     At  the  same  time  they 


LETTER  II.  303 

are  furnished  with  the  necessary  means  of  qualifying  themselves 
for  other  business,  which  demands  an  education  considerably  en- 
larged. Thus  the  country  possesses  itself  of  talents,  which  would 
otherwise  sleep  in  obscurity  ;  and  is  enabled  to  see  its  affairs 
prosperously  managed  in  several  departments,  which,  if  not  of 
the  highest  consequence,  are  yet,  perhaps,  more  interesting  to  its 
welfare,  than  most  of  those  which  are.  Here  they  become  intel- 
ligent surveyors,  navigators,  happily  prepared  for  commercial  ap- 
prenticeships, and  fitted  for  the  whole  routine  of  human  business, 
which  demands  a  middle  education  between  that  of  the  parochi- 
al school  and  that  of  the  college. 

Of  these  schools  there  are  more  than  twenty  in  the  state  of 
Connecticut.  The  exact  number  I  do  not  know.  About  ten  or 
twelve  of  them  may  be  incorporated.  Seven  or  eight  are  sus- 
tained by  funds.  Some  have  sprung  from  the  combined  exer- 
tions of  numbers  ;  and  some,  from  the  efforts  of  individuals.  Of 
those,  which  have  funds,  the  principal  are  Bacon  Academy,  at 
Colchester,  amply  endowed  by  a  Mr.  Bacon,  one  of  its  inhabit- 
ants ;  the  Episcopal  Academy  at  Cheshire  ;  the  Hopkins  Grammar 
School  at  Hartford  ;  and  the  Staples  Academy  at  Weston. 

In  Massachusetts  there  are  forty  eight  of  these  schools ;  all  in- 
corporated, and  most,  if  not  all  of  them,  endowed  to  some  extent 
by  the  State.  The  principal  of  these  is  Phillips'  Academy  at 
Andover.  Two  of  those  in  Connecticut,  and  three  in  Massachu- 
setts, are  exclusively  female  seminaries.  Some  others  admit 
children  of  both  sexes. 

Of  the  Academies  in  Massachusetts  the  District  of  Maine  has 
its  full  proportional  share. 

In  New-Hampshire,  the  number  of  schools,  which  may  with 
propriety  be  placed  on  this  list,  is  thirteen.  The  principal  of 
these  is  Phillips'  Academy  at  Exeter,  formerly  described  in  these 
letters. 

The  number  of  these  schools  in  Vermont  is  twelve,  all  of  which 
are  incorporated. 

I  have  heretofore  observed,  that  there  are  eight  Colleges  in 
New-England. 


304  LEARXrNG,  MORALS  &c.  OF  NEW-ENGLAND. 

Harvard  College,  now  styled  the  University  in  Cambridge. 

Yale  College,  at  New-Haven  in  Connecticut. 

Dartmouth  College,  at  Hanover  in  New-Hampshire. 

Brown  University,  at  Providence,  Rhode-Island. 

Williams  College,  at  Williamstown,  Massachusetts. 

The  University  of  Vermont,  at  Burlington  in  that  State. 

Middlebury  College,  at  IMiddlebury  in  the  same  State,  and 

Bowdoin  College,  at  Brunswick  in  the  District  of  Maine. 

You  observe,  that  some  of  these  seminaries  are  styled  Univer 
sitics,  and  some  of  them  Colleges.  You  will  not  from  this  sup 
poM-,  that  the  name  University,  indicates  any  superiour  impor 
tance,  or  any  more  extensive  scheme  of  education.  The  Uni 
versity  at  Cambridge  is,  in  some  respects,  the  most  considerable 
and  in  every  respect  the  University  of  Vermont  is  the  least  o 
all  these  literary  establishments. 

The  state  of  these  Institutions,  in  the  year  1812,  was  the  fol- 
lowing : 

Tlie  University/  of  Cambridge, 

A  President;  seven  Professors  Academical;  seven  Professors 
Medical  ;  three  Tutors  ;  a  Librarian  ;  a  Regent  ;  a  Proctor  ;  an 
instructor  in  the  French  language. 

TTie  Academical  Professors  are, 

Of  Theology  ;  of  Logic,  Metaphysics,  and  Ethics  ;  of  Rhetoric 
and  Oratory;  of  the  Hebrew,  other  Oriental,  and  English  lan- 
guages ;  of  Latin  ;  of  Mathematics,  and  Natural  Philosophy  ;  of 
Greek;  and  of  Natural  History. 

Ihe  three  Tutors  teach, 

The  senior  Tutor,  Geography,  Geometry,  Natural  Philosophy, 
and  Astronomy  ;  the  second,  Greek ;  and  the  third,  Latin. 
Of  the  JMedical  Professorships, 

The  first  is  of  Anatomy,  and  Surgery  ;  the  second,  of  the  The- 
ory and  Practice  of  Medicine  ;  the  third,  of  Chemistry,  and  the 
Materia  Mcdica  ;  and  the  fourth,  of  Clinical  Medicine. 

The  two  remaining  ones  are  Assistants,  or  Adjuncts,  to  that  of 
Anatomy  and  Surgery,  and  that  of  Chemistry,  and  the  Materia 
Mcdica. 
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The  number  of  students  the  same  year,  was  281. 

Yale  College, 
A  President  •,  five  Professorships  Academical  ;  and  three  Med- 
ical. 

The  Academical  Professorships  are, 
Of  Theology  ;  of  Law,  Natural  and  Political ;  of  Mathematics, 
and  Natural  Philosophy  ;  of  Chemistry,  and  Mineralogy  ;  and  of 
Languages,  and  Ecclesiastical  History. 

The  Medical,  are 
Of  Anatomy,  and  Surgery  ;  of  the   Theory  and  Practice  of 
Physic  ;  and  of  the  Materia  Medica  and  Botany. 
Here  also  is  one  Professorship  adjunct. 

Six   Tutors* 
The  particular  provinces  of  these  Instructors  have  been  suf- 
ficiently explained  in  the  account,  given  of  this  Seminary. 
The  number  of  students  was  313. 

Dartmouth  College, 
A  President;   five  Professorships  Academical;  one  Medical; 
and  two  Tutors. 

The  Academical  Professorships,  are 
Of  Theology ;  of  Civil  and  Ecclesiastical  History ;  of  Mathe- 
matics, and  Natural  Philosophy;  of  Languages;  and  of  Chemis- 
try. 

The  Medical  Professorship,  is 
Of  Medicine. 

The  number  of  students  was  about  150. 
The  number  of  Medical  students,  exceeded  50.* 

Brown  University  in  1811. 
A  Chancellor  ;  a  President ;  three  Professorships  Academical ; 
and  two  Medical. 

*  By  the  Catalogue  of  1821,  the  number  of  students  in  Dartmouth  College,  was 
Under  Graduates,         ------         157 

Resident    do.  -- 8> 

Medical  Students,  ,...„.  65 

230—Pm6. 
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The  Academical  Professorships^  are 

Of  Law;  of  Moral  Philosophy,  and  Metaphysics;  and  of  Chem- 
istry. 

The  Medical  Professorships^  are 

Of  Anatomy,  and  Surgery;  and  of  the  Materia  Medica,  and 
Botany. 

Two  Tutors;  and  a  Preceptor  of  a  Grammar  school,  conect- 
ed  with  the  University. 

The  number  of  students  was  128. 

JVilliams^  College. 

A  Proidcnt ;  a  Vice  President ;  a  Professor  of  Mathematics, 
and  Natural  Philosophy  ;  two  Tutors. 

The  number  of  students  was  95. 

Middlcbury   College,   1812. 

A  President ;  three  Academical  Professors. 

One  of  Law  ;  one  of  Mathematics  and  Natural  Philosophy ; 
one  of  Languages;  two  Tutors. 

The  number  of  students  was  1 13. 

University  of  Vermont, 

A  President ;  a  Professor  of  Mathematics  and  Natural  Philoso- 
phy ;  a  Professor  of  the  Learned  Languages  ;  a  Medical  Profes- 
sor. 

There  are  also  four  other  Professorships  on  paper. 

The  number  of  students  supposed  to  be  from  30  to  40. 

The  means  of  Medical  instruction  in  New-Enirland  will  be 
seen  sufficiently  in  this  account  of  its  Seminaries. 

The  Law  School,  heretofore  mentioned  in  the  description  of 
Litchfield,  as  being  under  the  instruction  of  Judge  Reeve,  and 
James  Gould,  Esquire,  would  not,  it  is  believed,  do  discredit  to 
any  country.  Law  is  here  taught  as  a  science  ;  and  not  merely, 
nor  principally,  as  a  mechanical  business;  not  as  a  collection  of 
loose,  independent  fragments,  but  as  a  regular,  well-compacted 
system.  At  the  same  time  the  students  are  taught  the  practice 
by  being  actually  employed  in  it.  A  court  is  constituted  ;  ac- 
tions are  brought,  and  conducted  through  a  regular  process  ; 
questions  are  raised  ;  and  the  students  become  advocates  in  form. 
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Students  resort  to  this  school  from  every  part  of  the  American 
Union;     The  number  of  them  is  usually  about  40. 

Every  Theological  Professor  in  these  Seminaries  is  destined  to 
instruct  such  students  as  apply  to  him  in  the  science  of  Theolo- 
gy. But  the  Theological  Seminary  at  Andover  has  already  en- 
grossed most  of  the  young  men  in  New-England,  designed  for  the 
desk.  Three  Professors,  one  of  Theology,  one  of  Sacred  Lite- 
rature, and  one  of  Sacred  Rhetoric,  are  already  established  here; 
and  two  or  three  more  will  probably  be  added  to  their  number 
within  a  short  time."^  Fifty  students  may  be  considered  as  the 
average  number  for  three  years  past.t  As  this  Seminary  is  rich- 
ly endowed  ;  and  as  the  gentlemen  employed  in  its  instruction, 
are  pursuing  their  business  with  spirit  and  vigour  :  there  are  the 
best  reasons  to  believe,  that  it  will  hold  a  high  rank  among  insti- 
tutions of  the  same  nature. 

There  are,  also,  in  New-England  the  following  Medical  Soci- 
eties : 

The  Massachusetts  Medical  Society. 

The  Connecticut  Medical  Society. 

The  New-Hampshire  Medical  Society. 

The  objects  of  these  institutions  are  to  unite  the  gentlemen  of 
the  Faculty  in  friendship,  and  in  one  common  pursuit  of  medical 
science ;  to  discourage  by  their  united  influence  empyricism  in 
every  form  ;  to  furnish  a  centre  of  correspondence  for  the  recep- 
tion, and  publication  of  medical  discoveries  ;  and,  universally,  to 
elevate  and  improve  the  art  of  healing. 

A  Historical  Society  was  formed  at  Boston  in  the  year  1791, 
and  incorporated  in  the  year  1794,  by  the  name  of  the  Massachu- 
setts Historical  Society.  The  object  of  this  institution  is  to  col- 
lect, and  publish,  whatever  authentic  documents  may  illustrate 
the  past  and  present  state  of  this  country.  Twelve  volumes  of 
its  collections  for  this  purpose  have  been  already  published  ; 
which  in  a  very  honourable  manner  prove  the  utility  of  the  de- 
sign. 

*  A  Professorship  of  Ecclesiastical  History  was  added  in  1819. — Piib. 
+  1812.     Now  (1820)  they  exceed  IdQ.—Pub. 
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An  Agricultural  Societ)  has  been  formed  in  Connecticut:  and 
another  in  Massachusetts.  A  small  collection  of  papers,  publish- 
ed by  each,  has  been  favourably  received.* 

There  are,  also,  two  Philosophical  Societies  in  New-England. 
The  American  Academy  of  Arts  and  Sciences  in  Massachusetts, 
which  holds  its  sittings  at  Boston;  and  tlu;  Connecticut  Academy 
of  Arts  and  Sciences,  which  meets  in  New-Haven.  The  latter 
was  incorporated  in  the  year  1800.  The  American  Academy 
has  published  three  volumes.  The  Connecticut  Academy  has 
completed  one  volume  of  Memoirs,  and  also  has  begun  the  pub- 
lication of  a  statistical  account  of  the  state.  Both  of  these  Insti- 
tutions  are,  it  is  believed,  advancing. 

I  have  here  given  you  a  summary,  and,  as  I  believe,  an  exact 
account  of  the  means,  provided  and  employed  for  the  purpose  of 
diffusing  literature,  science,  and  general  information,  among  the 
inhabitants  of  New-England. 

It  ought,  however,  to  be  added,  that  in  a  great  part  of  the 
towns,  and  parishes,  there  are  Social  Libraries  established.  In 
some  places  they  are  considerable  ;  and  in  all,  are  of  material 
use  to  the  little  circles,  in  which  they  exist.  The  information, 
which  they  spread  is  of  importance.  They  also  excite  a  disposi- 
tion to  read  :  and  this  employment  naturally  becomes  a  substi- 
tute for  trifling,  vicious,  and  gross  amusements.  It  also  contri- 
butes to  render  society,  and  its  intercourse,  in  a  good  degree,  in- 
telligent and  refuied:  while  thought  takes  place  of  sense  and  pas 
aiori:  civility,  of  coarseness  ;  and  information,  of  scandal.  It  al- 
so enables  parents  to  give  their  children  better  instructions,  and 
to  govern  them  more  rationally  :  and  at  the  same  time  it  render- 
the  children  more  dutiful,  and  more  amiable. 

I  am.  Sir,  yours,  <Sjc. 

*  MAny  Agricultural  Societies  liuve  bcfii  et-tablishcJ  in  New-England  during;  (In 
last  three  year-  {in:0.)—Puh. 


LETTER  III. 

Observations  of  Buffon,  De  Pauw,  &c.  relative  to  the  Deterioration  of  Animals;  of 
the  Botliea,  and  of  the  Minds  of  Men  in  America — Genius ;  what,  and  whence 
derived — Genius  of  Americans — Literature  and  Science  of  the  Americans — Men 
of  learning — Causes  why  they  are  not  numerous. 

I) ear  Sir, 

The  contempt,  mentioned  in  a  preceding  letter  as  cast  by  some 
of  the  inhabitants  of  Great-Britian  upon  this  country,  has  at  times 
extended  to  a  great  part  of  all,  which  it  contains:  to  its  soil  5  its 
climate ;  its  vegetable  productions ;  its  animals ;  the  bodies  of 
its  inhabitants,  both  aboriginal  and  derived ;  the  minds,  particu- 
larly of  the  latter  class;  their  manr.ers,  arts,  literature,  science, 
government,  morals,  and  religion.  Oa  the  Continent  of  Europe 
it  has  proceeded  still  further.  The  Couat  de  Buffon,  and  Mr. 
de  Pauw,  extend  it  even  to  the  Continent  itself;  and  suppose 
that  there  is  something  defective  in  its  very  structure  and  con- 
stitution. Both  of  these  writers  imagine,  that  America  has  suffer- 
ed a  general  inundation,  many  years  since  the  Deluge  of  Noah, 
which  kept  it  covered  for  a  long  time.  To  the  recency  of  this 
inundation  the  Count  attributes  the  malignancy  of  the  climate  in 
America  ;  the  barrenness  of  its  soil ;  and  the  imperfect  nature  of 
its  animals,  and  people.  Mr.  de  Pauw  supposes  that  the  lakes 
and  marshes,  left  by  that  inundation,  are  the  cause  of  its  insalu- 
brity ;  the  great  number  of  its  insects  :  the  defectiveness  of  its 
quadrupeds  ;  the  barrenness,  both  of  the  soil,  and  the  women  ; 
the  stupidity  of  the  men  ;  &:c.  &c. 

That  the  Americans  extensively  possessed  traditions,  and  those 
not  incorrect,  concerning  the  general  Deluge,  is  unquestionable ; 
traditions,  which  it  is  impossible  to  apply  to  any  other  event. 
But  this  subsequent  inundation  was  formed  by  the  Count  himself; 
whose  imagination  found  little  difficulty  in  deluging  worlds,  or 
making  them  ;  while  Mr.  de  Pauw  found  as  little,  in  swallowing 
either  the  deluges,  or  the  worlds. 

Vol.  IV.  40 
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The  Aiiiinals  of  America,  the  Count  has  found  to  be  few  in  the 
number  of  their  species;  small  in  their  size  ;  defective  in  their 
structure  ;  dej^enerate  in  their  natures  ;  and  a  great  part  of  them 
unfortunately  without  tails.  All  this  tr.iin  of  misfortunes  these 
gentlemen  ascribe  to  the  wretchedness  of  our  climate;  the  infan- 
cy of  Nature  on  this  Continent;  the  sterility  of  our  soil;  the  de- 
ficiency of  matter  ;  and  the  great  number  of  lakes,  and  marshes, 
left  by  this  mischievous  deluge.  A  prudent  philosopher  will 
generally  choose  to  be  sure  of  his  efTects  before  he  looks  out  for 
their  causes  :  while  those  who  make  causes,  as  generally  find  little 
trouble  in  creating  also  their  efTects.  The  man  who  could  discover 
the  origin  of  this  globe  in  the  impact  of  a  comet  against  the  sur- 
face of  the  sun,  which  struck  off  a  quantity  of  melted  glass,  suffi- 
cient to  form  the  world,  can  discover  any  thing,  and  make  any 
thing,  which  he  pleases. 

Unfortunately  for  these  gentlemen,  there  are  fewer  species  of 
animals  without  tails  in  America,  than  on  the  Eastern  Continent; 
the  Count  himself  being  the  umpire. 

1  have  already  considered  (he  size,  and  weight,  of  our  animals.  It 
is  uimecessary  to  observe  again,  that  the  Elk,  the  Moose,  the 
brown  Bear,  and  the  Bison,  are  larger  than  tlie  Caribou,  or  the 
Tapir ;  boldly  asserted  to  be  the  largest  native  animals  of  this  Con- 
tinent;  or  than  a  calf,  a  year  old.  I  have  also  considered  the 
assertion,  that  European  animals,  introduced  into  this  country, 
degenerate  ;  and  shall  only  add,  on  this  subject,  ihat  there  is  now 
in  this  town  a  horse,  twenty  hands,  or  six  feet  and  eight  inches  in 
height;  every  way  well-proportioned  ;  and  but  four  years  old  :  a 
native  of  this  land  of  deterioration. 

An  Eagle  was  not  long  since  killed  at  Brookfield  in  Connecti- 
cut, which  had  just  destroyed  a  calf.  The  American  Condor  is 
the  largest  known  bird  of  prey  in  the  world. 

With  regard  to  the  bodies  of  the  native  Americans,  Mr.  de 
Pauw,  and  Dr.  Robertson,  acknowledge,  that  there  are  no  de- 
formed persons  among  the  savages  of  America,  because  they  put 
ill  children  of  this  description  to  death.  But  they  assert,  that, 
wheiever  this  species  of  cruelty  is   prevented,  the   proportion  of 
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deformed  persons  is  greater  than  in  any  country  in  Europe.  It 
would  have  been  well,  if  these  gentlemen  had  furnished  us  some 
evidence  of  the  truth  of  these  assertions ;  or  at  least  of.  their  prob- 
ability. As  they  have  left  the  story,  it  can  only  afford  diversion 
to  such  as  read  it  on  this  side  of  the  Atlantic,  mingled  with  pity 
for  its  authors. 

Deformed  people  are  certainly  uncommon  in  this  country;  and 
the  inhabitants  are  as  tall,  as  well  made,  as  strong,  as  agile,  and 
as  handsome,  upon  an  average,  to  say  the  least,  as  those  who  visit 
us  from  the  Eastern  side  of  the  Atlantic. 

With  regard  to  the  insalubrity  of  the  climate,  I  shall  have  oc- 
cason  to  consider  the  subject  in  another  place. 

The  great  object,  at  which  all  this  ingenuity  is  aimed,  is,  I  sus- 
pect, the  Minds  of  the  Americans,  Most  of  the  followers  of  these 
gentlemen  have  left  to  them  the  task  of  carrying  on  a  war  against 
the  subjects,  already  specified  in  these  remarks ;  and  have  direct- 
ed their  own  attacks,  to  the  genius,  learning,  and  science,  which 
are  found  on  this  side  of  the  Atlantic.  As  these  attacks  are  pecu- 
liarly pointed  against  the  people  of  the  American  States,  you  will 
cheerfully  permit  me  to  pay  some  attention  to  them. 

There  are  few  questions  on  which  more  pedantry,  and  more 
prejudice,  have  been  displayed;  in  which  vanity  has  assumed  sil- 
lier airs,  or  reason  been  oftener  put  to  the  blush  ;  than  on  that, 
which  is  so  customarily  started  respecting  the  comparative  genius 
of  different  nations.  Were  it  not,  that  pride  is  so  pleasantly  re- 
galed by  the  incense,  regularly  offered  to  it,  whenever  the  ques- 
tion is  brought  up  to  view,  by  those  who  present  it ;  good  sense 
must  long  ago  have  been  wearied,  and  surfeited,  and  decency 
have  sickened,  with  the  service. 

Genius  may  be  generally,  and  accurately  defined  to  be  the 
power  of  making  mental  efforts.  This  definition  involves  alike 
what  may  with  propriety  be  termed  logical  genius  ;  or  the  power 
by  which  intellectual  efforts  are  made ;  and  rhetorical  genius,  or 
that  which  is  seen  in  the  efforts  of  the  imagination,  and  the  feel- 
ings. The  attribute,  in  both  its  forms,  is  unquestionably  commu- 
nicated to  some  minds  more  than  to  others.     The  great  body  of 
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mankind  may,  I  think,  be  said,  willi  some  qiiHlification?,  to  pos- 
sess the  avcraf^e  share  ;  or  genius  at  the  middle  point.  A  few  are 
raised  above  it ;  and  a  few  depressed  below.  The  ditlorences 
among  those,  who  are  numbered  in  either  of  th<^se  classo!?,  (differ- 
ences, wliich  arc  ofton  very  grcaL)  are  derived  chioHy  from  ener- 
gy ill  the  individual;  from  Ihe  motives,  set  before*  him  to  exert  it; 
and  from  the  incidental  advantages,  which  are  furnished  to  him 
by  the  mode,  and  circumstances,  of  his  life.  This  truth  is  evi- 
denced in  a  great  variety  of  ways.  In  many  instances,  for  exam- 
ple, individuals,  who  have  removed  from  the  older  settlements  in 
the  United  States,  (where  they  had  few  motives  to  exertion,  he- 
cause  every  thing,  which  prompts  to  effort,  was  already  in  the 
possession  of  others.)  to  the  new  settlements,  (where  all  things  of 
this  nature  lay  equally  open  to  them,  as  to  others.)  have  sudden- 
ly exhibited  talents,  which  before  they  were  not  suspected  to  pos- 
sess. So  common  is  this  fact,  that  it  is  here  generally  admitted 
to  be  a  part  of  the  regular  course  of  things. 

For  similar  reasons,  operating  on  other  modes  of  life,  the  Greeks 
and  Romans,  during  those  periods  of  their  political  existence, 
which  called  for  great  efforts,  and  annexed  to  them  splendid  re- 
wards, never  wanted  great  men  to  lead  their  armies.  For  the 
same  reasons  the  French  Revolution  has  regularly  produced  a 
constant  succession  of  very  able  Generals;  and  if  a  considerable 
number  have  at  any  time  lost  their  lives,  their  places  have  been 
immediately  fdled  up  by  successors  equally  able.  For  the  same 
reasons  also,  the  American  and  British  navies  have  regularly  been 
supplied  with  commanders,  whose  talents  have  been  equal  to  ev- 
ery achievement  within  the  reach  of  man. 

From  these  very  causes,  he  who  wishes  to  satisfy  himself,  will 
find  derived  the  whole  of  that  distinction,  which  attended  the  four 
ages,  as  they  are  emphatically  termed,  of  genius. 

As  genius  is  the  power  of  making  efforts,  it  is  obvious  that  it  will 
never  be  exerted ;  or  in  other  )vords  the  efforts  will  never  be  made, 
without  energy;  that  is,  without  the  resolution,  activity,  and  per- 
severance, which  are  necessary  to  their  existence.  This  energy 
can  M(  ver  be  summoned  into  action,  but  by  motives  of  a  suitable 
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nature,  and  sufTicient  magnitude,  to  move  the  mind.  Nor  can  it 
act  to  any  considerable  purpose,  unless  attended  with  proper  ad- 
vantages. Wherever  these  causes  do  not  meet,  the  fire  will  be 
smothered.  Gray  wrote  sound  philosophy,  as  well  as  beautiful 
poetry,  in  the  following  fine  stanzas  : — 

Full  many  a  gem,  of  pui-est  ray  serene, 
The  dark,  unfathomM  caves  of  ocean  bear; 
Full  many  a  flower  is  born  to  blush  unseen, 
And  waste  its  sweetness  on  the  desert  air. 

Some  village  Hampden,  that  with  dauntless  breast, 
The  little  tyrant  of  his  fields  withstood  ; 
Some  mute,  inglorious  Milton,  here  may  rest ; 
Some  Cromwell,  guiltless  of  his  country's  blood. 

The  applause  oflistening  senates  to  command, 
The  threats  of  pain,  and  ruin,  to  despise ; 
To  scatter  plenty  o'er  a  smiling  laud. 
And  read  their  history  in  a  nation's  eyes. 

Their  lot  forbade ; 

How  obviously  must  the  real  Milton  have  been  inglorious,  if  he 
had  been  mute ;  and  how  obviously  would  he  have  been  mute, 
notwithstanding  all  his  powers,  if  his  energy  had  not  prompted 
him ;  or  if  commanding  motives  had  not  summoned  that  energy 
into  action. 

Various  writers  have  attributed  the  existence  of  genius  to  nat- 
ural causes  ;  particularly  to  climate  ;  and  many  others,  who  have 
not  made  this  ascription  in  express  terms,  have  yet  plainly  impli- 
ed their  adoption  of  it  in  the  manner  in  which  they  have  generally 
spoken  of  this  subject.  In  the  contemptuous  observations  con- 
cerning America,  and,  particularly,  concerning  the  United  States, 
to  which  I  have  referred  above,  this  doctrine  seems  to  have  been 
taken  for  granted.  Of  these  gentlemen  1  ask  whether  the  Greeks 
and  Romans  owed  their  genius  to  this  cause.  If  they  did,  why 
does  not  the  sarpe  climate  now  produce  the  same  genius?  Greeks 
inhabit  Greece  still.  But  where  are  Homer  and  Sophocles,  Pla- 
to and  Aristotle,  Pericles  and  Demosthenes  ?  Where  are  Themis- 
tocles,  Cymon,  Lycurgus,  and  Epaminondas  ?  The  climate  of  It- 
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aly  is  unaltered.  But  who  would  think  of  looking  for  Cicero  and 
Livy,  Virgil  and  Horace  ;  or  for  Tasso,  Ariosto,  and  Father  Paul, 
among  the  inhahitants  of  that  country  ?  In  a  word,  whence  is  it 
universally  the  fact,  that  no  climate,  and  no  country,  has  for  any 
great  length  of  time  been  productive  of  this  coveted  endowment. 

1  ask  again,  what  is  the  nature,  what  the  quality,  of  the  climate? 
Must  it  he  temperate  ?  If  so,  whence  were  derived  the  talents  of 
the  two  Guslavuses,  Charles  the  XI  1th,  Peter  the  (Jreat,  Suwar- 
row,  rind  a  long  train  of  others,  born  and  educated  under  a  frozen 
sky?  Or  on  the  other  hand,  whence  were  those  of  Moses, 
David,  Solomon,  Job,  Isaiah,  and  Paul  ?  Whence  those  of  Cyrus, 
Kouli  Khan,  Mohammed,  Sesostris,  and  a  splendid  train  of  Ara 
bian  and  Persian  poets  ?  Must  it  be  moist  ?  Whence  were  derived 
those  illustrious  inhabitants  of  dry  and  parched  regions,  just  now 
mentioned  ?  INIust  il  be  dry  /  A\  hy  were  Shakespeare  and  Milton, 
Alfred  and  the  BlackTrince,  Bacon,  and  Newton,  born  under  the 
dripping  canopy  of  Great-Britain?  Must  it  be  clear?  To  what 
cause  then  does  the  world  owe  Pindar,  Pclopidas,  and  Epaminon- 
das,  Erasmus,  Grotius,  and  De  Witt?  Must  it  ^^  foggy?  How 
shall  we  explain  the  character  of  Pascal  and  Montesqicu,  Cor- 
neille  and  Racine,  Henry  the  IV'th,  and  Conde  ? 

Perhaps  it  will  be  said,  however,  that  salubrity  of  climate  is  the 
immediate  cause  of  this  mental  superiority.  If  it  were  true,  that 
strong  health  regularly  accompanied  vigour  of  mind  ;  if  the  bodies 
which  last  the  longest,  regularly  sustained  the  highest  powers  of 
the  soul ;  there  would  be  some  reason  for  resorting  to  this  attri- 
bute of  climate  for  an  explanation  of  the  difHculty  under  consider- 
ation. But  how  many  of  those  minds,  which  have  attracted  the 
admiration  of  mankind,  have  iidiabited  trail  tenements;  and  quit- 
ted them  at  a  comparatively  early  period  :  while  the  grosser  spir- 
its, which  occupied  the  strong  barracks  of  Pratt,  and  Parr,  and 
Jenkins,  and  a  host  of  Russian  peasants,  found  them  unassailed  by 
disease,  and  defying  death  many  years  beyond  a  century.  At  the 
same  time,  (Jreece,  and  Judiea,  and  Arabia,  and  even  Italy,  are 
<  ountries  not  remarkable  for  health. 
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Upon  the  whole,  I  behove,  with  all  due  respect  to  the  Count, 
and  his  postillior),  that  this  scheme  must  be  given  up. 

But  were  we  to  allow  this  curious  theory  all  which  it  solicits : 
the  result  would  be  in  the  highest  degree  favourable,  in  some  res- 
pects, to  the  United  States  at  large  ;  and,  in  all,  to  the  countries, 
which  are  the  immediate  subjects  of  these  letters.  The  United 
States  comprehend  as  great  a  variety  of  climates,  as  all  Europe, 
South  of  the  Baltic  :  and  most  of  the  countries,  which  they  cover, 
are  healthy.  New-England  and  New-York  are  among  the  healthiest 
countries  in  the  world  :  New-England  universally ;  New- York, 
with  the  exception  of  a  very  few  spots,  of  no  great  extent.  The 
miserable,  malignant,  niggard  sky,  attributed  to  America  by  the 
gentlemen  whom  I  have  so  often  mentioned,  furnishes  in  these  two 
countries  more  clear  and  bright  days,  annually,  than  are  seen  by 
the  inhabitants  of  any  country  in  Europe  ;  except,  perhaps,  by 
those  in  the  middle  of  Russia.  The  products  of  the  soil  are  more 
various  ;  and  a  great  proportion  of  them  are  more  exquisite.  If 
Mr.  de  Pauw  had  visited  this  country,  he  would  have  hunted  in 
vain  for  the  marshes,  which  gave  him  so  much  trouble.  You 
will  perceive  that  I  have  passed  through  a  great  part  of  New-Eng- 
land, in  the  journies  which  have  been  mentioned.  I  had  travelled 
through  it  extensively  before.  Yet  I  never  found  in  it  a  marsh, 
so  far  as  1  remember,  which  contained  more  than  a  small  number 
of  acres.  That  larger  marshes  exist,  I  have  not  a  doubt.  But 
that  they  are  numerous,  or  extensive,  or  of  any  importance,  is  a 
dream  of  Mr.  de  Pauw. 

As  to  the  lakes  whose  exhalations  constitute,  I  suppose,  a  seri- 
ous part  of  the  malignancy  of  our  climate,  we  must  plead  guilty. 
There  are  three  great  lakes  on  the  borders  of  the  State  of  New- 
York,  and  one  of  them  washes  the  Western  shore  of  New-Eng- 
land, not  far  from  two  hundred  miles.  It  must  also  be  conceded, 
that  some  of  the  flat  grounds  along  Lake  Champlain,  and  Lake 
Ontario,  are  in  a  degree  unhealthy.  The  small  lakes  in  the  State 
of  New- York,  I  have  elsewhere  chiefly  enumerated ;  and  have 
observed  that  little  spots,  near  the  outlets,  are  subjected  to  the  fe- 
ver and  ague,  and  to  bilious  remittents.     The  whole  of  these  in- 
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salubrious  tracts  would,  I  suppose,  make  up  a  County  of  the  mid- 
dle size. 

In  New-England,  as  I  have  heretofore  mentioned,  there  are, 
beside  Winnipisco^ee,  Umbai»og,  and  Moo:^e  Lakes,  the  largest 
of  which  is  somtwhat  more  than  sixty  miles  in  diameter,  more 
than  a  thou-and,  wliich  extend  from  one  fourth  of  a  mile  in 
length  to  perhaps  nine  miles.  If  the  description,  which  I  have 
given  of  them,  be  credited;  it  must  be  admitted,  that  their  only 
effect  is  to  add  to  the  beauty  of  the  landscape,  and  to  the  pleas- 
ure of  the  inhabitants.  Whatever  may  be  their  efficacy  on  the 
body,  or  the  mind,  it  must  undoubtedly  be  experienced  in  the 
greatest  degree  by  those,  who  inhabit  their  borders.  But  it  has 
not  been  discovered,  hitherto,  that  these  have  been  less  healthy, 
or  less  ingenious,  than  the  rest  of  their  countrymen. 

If  we  suppose  genius  to  be  a  gift  of  God,  immediately  commu 
nicated,  and  independent  of  natural  causes  ;  it  must  be  admitted, 
that  it  is  given  according  to  his  own  pleasure,  for  his  own  reasons, 
and  when,  where,  and  to  whom,  he  chooses.  Both  the  philoso- 
phers, and  the  critics,  with  whom  I  am  now  concerned,  would 
probably  adopt  this  method  of  accounting  for  the  facts  in  ques- 
tion with  reluctance,  and  only  in  the  last  extremity.  In  this  case 
however,  no  reason  can  be  assigned,  a  priori,  why  this  gift  should 
be  supposed  to  descend  on  a  single  country  in  one  age  rather 
than  in  another,  or  on  one  country  rather  than  another.  Still, 
if  the  fact  be  otherwise;  every  such  argument  must,  I  confess, 
stand  for  nothing.  Should  these  causes  be  given  up,  and  this  en- 
dowment be  considered  as  descending  like  beauty,  strength,  and 
other  natural  attributes,  in  the  ordinary  course  of  human  propa- 
gation ;  it  will,  I  suppose,  be  admitted  to  be  subject  to  much  th«i 
same  laws,  to  proceed  in  much  the  same  course,  and  to  be  liable 
to  much  the  same  variations,  as  these  attributes.  We  often  see 
both  men  and  women,  of  hne  talents,  the  parents  of  children,  of 
the  same  character  ;  as  we  often  see  handsome  persons  the  pa- 
rents of  handsome  children.  Sometimes  also,  superiour  talents 
descend  through  a  series  of  generations.  According  to  this  mode 
of  accoimting  for  the  existence  of  genius,  the  inhabitants  of  Great 
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Britain  will,  I  presume,  readily  admit  the  people  of  the  United 
States  to  possess  their  full  share  ;  as  the  great  hody  of  them  are 
descended  from  British  ancestors,  and  the  rest  have  derived  their 
origin  from  Europe.  The  people  of  New-England,  particularly, 
have  sprung  almost  universally  from  England  itself.  Vigour  of 
mind  has  appeared  more  frequently  in  Great  Britain  than  even 
in  Greece;  although,  for  obvious  reasons,  not  so  often  employed 
on  precisely  the  same  objects.  We  therefore  claim  our  descent 
from  that  country,  vi^hich,  if  any  one  in  modern  times  can  claim 
the  title,  must  be  allowed  to  be  the  nursery  of  genius. 

From  these  observations  it  will,  I  think,  appear,  that  the  pre- 
conceptions of  Buffon,  de  Pauw,  Robertson,  and  other  philoso- 
phers, concerning  the  American  continent,  and  its  influence  upon 
the  bodies  and  minds  of  men,  are  unsolid,  and  without  any  foun- 
dation in  facts.  I  am,  therefore,  at  liberty  to  believe  my  coun- 
trymen are  not  insuperably  precluded  by  any  law  of  Nature,  or 
any  known  decree  of  Heaven,  from  the  possession,  in  some  in- 
stances at  least,  of  those  talents,  which  may  do  honour  to  the 
land,  which  gave  them  birth,  and  be  the  source  of  important  ben- 
efits to  mankind. 

After  all  that  has  been  said  on  the  subject  discussed  in  this  let- 
ter, I  am  aware,  that  many  of  the  writers,  with  whom  I  am  con- 
tending, deserting  the  causes,  on  which  some  of  their  predeces- 
sors have  so  confidently  relied,  make  their  appeal  to  the  more 
decisive  evidence  of  facts  ;  which  they  say  are  subversive  of  all 
our  claims  to  ingenuity,  learning,  and  science.  Unhappily,  this 
subject  is  rarely  treated  with  sobriety,  and  not  very  often  with  de- 
cency. Our  cause,  instead  of  being  examined,  is  often  prejudg- 
ed ;  and,  instead  of  being  left  to  stand,  or  fall,  by  argument  and 
evidence,  is  proved  to  be  bad  by  a  sarcasm,  and  condemned  by 
a  sneer. 

To  add  to  our  misfortunes,  a  train  of  European  travellers  have 
passed  through  this  country,  whose  books  an  American  reads  with 
astonishment,  pity,  and  diversion  ;  astonishment  at  the  ignorance 
and  falsehood,  of  the  writers  ;  pity  for  that  falsehood,  and  that 
gross  depravity,  from  which  it  has  proceeded  5  and  diversion,  ex- 
VoL.IV.  41 
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cited  by  the  silly  prejudices,  the  ludicrous  mistakes,  and  the  dis- 
torted narratives,  of  which  these  books  are  very  extensively  conn- 
posed.  He  does  not  commonly  find  even  the  likeness,  which 
may  ordinarily  be  found  in  a  caricature.  In  my  own  mind  these 
books  have  lowered  materially  the  confidence,  with  which  I  have 
heretofore  regarded  travellers  of  reputation  ;  and  forced  me  to 
feel  a  continual  succession  of  doubts  conremint;  what  they  had 
written.  If  men.  passing  through  a  coimtry,  whose  language  is 
their  own.  and  whose  laws,  customs,  and  religion  not  a  little  re- 
semble their  own  ;  a  country,  to  every  part  of  which  they  have 
free  and  safe  access  ;  and  to  every  person  in  which  they  may,  if 
men  of  fair  reputation,  be  easily  introduced  ;  can  be  so  grossly 
ignorant  of  its  real  state  ;  fall  into  errors  so  numerous,  and  so 
palpable  ;  and  so  frequently  utter  falsehoods  equally  palpable  ; 
what  judgment  ought  to  be  formed  of  the  books,  written  by  men, 
who,  while  travelling,  are  destitute  of  all  these  advantages  ?  To 
what  a  host  of  mistakes  must  the  travellers  be  exposed,  to  whom 
the  languac;e  of  the  countries,  through  which  they  pass,  the  man- 
ners, government,  and  religion,  are  all  unknown;  who  often  lind 
the  access  to  persons,  and  places,  either  impossible,  or  difficult ; 
and  who  at  times  are  obliged  to  fly.  rather  than  permitted  to  trav- 
el. Of  several  of  these  gentlemen  1  shall  find  occasion  to  take 
some  notice  hereafter. 

Permit  me  to  add,  that  there  is  more  spirit,  than  candour  or 
good  sense,  in  the  treatment,  which  we  have  received  from  some 
persons,  even  of  reputation,  on  your  side  of  the  Atlantic.  The 
process  has  not  been  a  course  of  investigation,  but  a  train  of  hos- 
tilities. The  issue  has  been  such,  as  a  mind,  in  the  slightest  de- 
gree acquainted  with  human  affairs,  could  not  fail  to  foresee. 

In  order  to  form  a  just  opinion  concerning  this  subject,  it  will 
be  necessary  for  you  to  become  acquainted  with  the  actual  state 
of  the  country  ;  particularly  with  the  state  of  society,  from  which 
every  thine  pertaiinng  to  it  is  derived. 

Of  the  mode  of  education,  pursued  in  New-England,  from  the 
parochial  school  to  the  professional  Seminary,  I  have  given  you  a 
summary  account.     Vou  have  seen  the  extent,  the  mode,  and  the 
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degree,  in  which  instruction  is  here  connmiinicated  to  every  ri- 
sing generation  ;  in  a  higher  degree  to  nnany,  and  in  the  highest 
degree,  in  which  it  here  exists,  to  a  number,  which,  compared 
with  that  found  in  any  other  country,  is  great.  It  will  not,  I 
think,  be  believed,  that  a  society,  in  which  all  these  things  are 
taught,  and  thus  taught,  can  be  very  ignorant ;  or  entitled  to  the 
character,  given  them  in  the  following  words.  "  There  is,  how- 
ever, both  in  the  physical  and  intellectual  features  of  the  Ameri- 
cans, a  trace  of  savage  character,  not  produced  by  crossing  the 
breed,  but  by  the  circumstances  of  society,  and  of  external  na- 
ture." Of  our  manners  I  shall  speak  hereafter.  That  our  com- 
mon people  as  a  body,  are  superiour  in  intelligence  to  those  of 
the  same  class,  in  the  most  enlightened  countries  of  Europe,  we 
know  with  absolute  certainty;  not  only  from  the  information  of 
the  numerous  Americans,  who  have  travelled  through  those  coun- 
tries, and  the  acknowledgment  even  of  many  Englishmen;  but 
from  the  fact,  that  Europeans  of  this  class  have  come  in  shoals 
to  America  through  a  long  period,  and  have  exhibited  to  us  the 
degree  of  intelligence,  which  they  possess. 

The  Literature  of  this  country  is  certainly  inferiour,  as  is  also 
its  science,  to  that  of  Great  Britain.  Solitary  instances  of  profi- 
ciency in  learning  have  existed  here,  which  would  have  been 
thought  honourable  there.  Dr.  Cotton  Mather  was  an  example. 
The  late  Dr.  Stiles  of  this  town  was  another.  There  have  been, 
there  are  now,  a  few  others,  who  have  accumulated  as  much 
knowledge,  as  the  length  of  human  life  would  permit.  The  num- 
ber of  these  is,  however,  small.  I  will  explain  to  you  the  causes 
of  this  fact;  and  attempt  to  show  you,  that  it  involves  no  disgrace 
to  the  literary  men  of  my  country. 

All  the  people  of  New-England  without  an  exception,  beside 
what  is  created  by  disease,  or  misfortune,  are  men  of  business. 
The  observation  is  applicable,  alike,  to  those,  who  are  appropri- 
ately styled  men  of  business,  and  to  all  others.  The  Clergyman, 
to  take  an  example,  which  may  serve  universally,  preaches  two 
sermons  every  sabbath,  of  forty  or  forty-five  minutes  each  at  an 
average,  always  composed  by  himself,  and  necessarily,  if  he  would 
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not  j-iiik  iiUo  contempt,  catechises  the  young  persons  in  his  con- 
gregation ;  visits  all  the  sick  in  his  parisl),  and  that  in  many  in- 
stances often;  attends  every  funeral;  makes  many  parochial  visits; 
receives  many  visits  from  his  pari>hioners  in  turn;  entertains  not  a 
little  passing  company  ;  adcnds  every  associalional.  and  consocia- 
tional.  meeting  within  his  district ;  is  present  at  ordinations,  and  at 
other  erclesia'^tical  business;  and  delivers  a  considerable  number 
of  public  and  private  lectures.  To  these  are  to  be  added  all  his  do- 
mestic concerns ;  together  with  those  of  an  extraneous  nature  ; 
which  are  perpetually  occurring,  and  constitute  a  considerable 
source  of  employment.  Permit  me  now  to  ask  you  whether  such 
a  life  can  furnish  any  considcral)le  opportunity  for  pursuits  merely 
speculative.  Yet  from  no  part  of  this  complicated  business  can 
any  prudent,  not  to  say  pious,  clergymen,  here  withdraw  himself. 
Permit  me  further  to  ask,  whether  the  giving  and  receiving  of 
some  parts  of  these  visits  perhaps  excepted,  the  performance  of 
these  things  is  not  more  useful  to  mankind  than  extensive  re- 
searches into  learning  and  science  would  ordinarily  be.  Such 
researches  demand  the  whole  of  human  life;  a  great  part  of  it  at 
least.  Where  in  the  life  of  a  clergyman,  thus  occupied,  can  the 
time,  which  is  indispensable  for  them,  be  found.  The  business 
of  a  Clergyman  it  is  here  believed,  is  to  eiroctuate  the  salvation 
of  his  flock,  rather  than  to  replenish  his  own  mind  with  that  su- 
periour  information,  which,  however  ornamental  or  useful  in  oth- 
er respects,  is  certainly  connected  with  tj^is  end  in  a  very  imper- 
fect degree. 

In  addition  to  these  things  it  ought  to  be  observed,  that  Cler- 
gymen, here,  are  rarely  possessed  of  libraries,  sufliciently  exten- 
sive to  make  such  attainments  practicable.  The  reason  of  this 
fact  is  no  dishonour  to  them.  It  is,  that  they  are  not  able  to  pur- 
chase such  libraries. 

1  have  chosen  to  illustrate  the  subject  by  taking  a  Clergyman 
for  an  example,  br'cause  men  of  that  class  are  often  considered  as 
having  more  leisure  than  those  of  any  other.  But  were  such  pur- 
suits easy,  and  the  time  and  means  for  them  ample  ;  the  per- 
sons, engaged  in  tbem,  could  rarely  obtain  a  tolerable  reward  for 
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their  labours.  No  American  has  within  my  knowledge  been  wil- 
ling to  inhabit  a  garret,  for  the  sake  of  becoming  an  author.  Books 
of  almost  every  kind,  on  almost  every  subject,  are  already  writ- 
ten to  our  hands.  Our  situation  in  this  respect  is  singular.  As 
we  speak  the  same  language  with  the  people  of  Great  Britain, 
and  have  usually  been  at  peace  with  that  country  ;  our  commerce 
with  it  brings  to  us,  regularly  not  a  small  part  of  the  books  with 
which  it  is  deluged.  In  every  art,  science,  and  path  of  litera- 
ture, we  obtain  those,  which  to  a  great  extent  supply  our  wants. 
Hence  book-making  is  a  business,  less  necessary  to  us  than  to  any 
nation  in  the  world  ;  and  this  is  a  reason,  powerfully  operative, 
why  comparatively  few  books  are  written. 

A  market  for  original  literary  productions  is  for  this  and  seve- 
ral other  reasons,  with  which  I  will  not  trouble  you,  so  limited,  as 
to  hold  out  little  encouragement  for  the  profession  of  an  author, 
I  never  knew  half  a  dozen  persons,  who  here  made  writing  books 
their  business  for  life.  To  write  books  is  not  merely  a  work  of 
genius,  or  learning,  or  science  :  it  is,  also,  in  the  proper  sense  an 
art.  Accordingly  it  has  been  not  a  little  improved  by  a  long  pro- 
gress of  time  in  Great-Britain,  and  on  the  European  Continent. 
Here  it  has  been  comparatively  little  cultivated,  because  the  mo- 
tives for  cultivating  it  have  been  comparatively  few.  In  conse- 
quence of  this  fact,  most  men  of  the  first  distinction  for  genius 
and  intelligence  are  not  authors.  Their  proper  business  has  en- 
grossed their  attention  to  so  late  a  period  in  life,  as  to  prevent 
them  from  assuming  the  character.  Active  life  has  here,  propor- 
tionally more  than  in  most  countries  in  Europe,  furnished  the 
commanding  objects  of  ambition. 

In  the  Universities  of  Oxford  and  Cambridge,  fellowships  in 
great  numbers  have  supplied  the  means  of  deep  research  in  the 
fields  of  literature  and  science.  In  these,  ingenious  men  have 
found  subsistence,  leisure,  books,  enlightened  companions,  and 
every  other  advantage  for  mental  excursion,  gratuitously  suppli- 
ed. The  intense  student  obviously  cannot  be  employed  in  ac- 
quiring property  ;  and  must  therefore  be  supported  by  others,  or 
starve.     But  on  this  side  of  the  Atlantic  no  such  support  is  pro- 
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vidcd  for  the  votaries  either  of  learning  or  science.  Not  a  fel- 
lowship, as  I  heretofre  observed,  exists  in  any  of  the  literary  in- 
stitutions in  the  United  States.  iNor  do  I  know  a  single  founda- 
tion on  which  an  individual  is  supported  for  the  mere  purpose  of 
enabling  him  to  advance  far  in  speculative  pursuits. 

In  Great  Britain  also,  particularly  in  England,  the  livings  of  the 
Clergy,  especially  of  the  superiour  Clergy,  and  the  mode  of  life 
to  which  they  are  destined,  enable  them  to  spend  their  whole  time 
in  study.  In  America  the  case  is  reversed.  Here  men  are  only  paid 
for  doing  the  business  of  their  respective  professions. 

From  all  these  facts  you  will  readily  perceive,  that  peculiar  dis- 
couragements, and  obstructions,  of  those  speculative  etibrts,  which 
have  added  so  much  distinction  to  the  European  character,  exist 
in  the  United  States.  I  am,  Sir,  yours,  &;c. 
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opinion  of  the  Etliuburgh  Review  relative  to  the  Literature  of  America— President 
Edwards — Rev.  Dr.  Edwards — Dr.  Franklin — Dr.  Rittenhouse  and  other  Natu- 
ral Pliilosophers — Ingenious  and  useful  inventions — McFingal — Progress  of 
learning  in  Great  Britain  from  the  eighth  century. 


Dear  Sir. 


From  the  observations  in  my  last  letter  you  may  possibly  be 
induced  to  believe,  that  whatever  may  be  the  deficiency  of  our 
genius  and  learning,  it  is  not  attributable  to  the  causes  alleged  by 
Buffon,  and  de  Pauw.  In  this  I  hope  to  convince  you  that  amid 
all  these  disadvantages  our  character  is  not  altogether  such,  as  it 
frequently  appears  in  the  the  observations  of  your  countrymen. 

In  the  Edinburgh  Review  of  Ashe's  Travels  in  America*  is  the 
following  passage,  "In  short,  Federal  America  has  done  nothing 
either  to  extend,  diversify,  or  embellish,  the  sphere  of  human 
knowledge.  Though  all  she  has  written  were  obliterated  from 
the  records  of  learning,  there  would  (if  we  except  the  works  of 
Franklin,)  be  no  positive  diminution,  either  of  the  useful,  or  the 
agreeable.  The  destruction  of  her  whole  literature,  would  not 
occasion  so  much  regret,  as  we  feel  for  the  loss  of  a  few  leaves 
from  an  ancient  classic." 

These  declarations  are  certainly  uttered  in  a  sprightly  manner. 
But  they  are  untrue.  The  late  President  Edwards  has  more  en- 
larged the  science  of  Theology  than  any  divine,  of  whom  either 
England  or  Scotland  can  boast ;  and  the  loss  of  his  works  would 
occasion  more  regret  than  these  Reviewers,  and  I  may  add  with- 
out any  fear  of  sober  contradiction,  than  the  whole  literary  world, 
would  feel  for  the  loss,  not  of  a  few  leaves  only,  but  of  the  whole 
works,  of  half  the  ancient  authors  now  extant.  I  do  not  intend 
that  the  Reviewers  themselves  would  feel  this  regret ;  but  that 
it  would  be  felt  by  a  vast  multitude  of  mankind,  to  whom  several 
writers  in  that  review  have  been  both  openly  and  insidiously  hos- 

=*  Vol.  XV,  p.  398.  Amer.  Edit. 
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tile  :  I  mean  christians,  'i'lu-re  is  not  a  treatise,  written  by  Mr. 
EdwaiJs,  except  those  which  were  merely  occasional,  which  has 
not  eniargcd  science.  1  particularly  specify  his  treatises  on  Re- 
ligious afiections,  on  the  qualifications  for  communion  in  the  chris- 
tian church,  on  Moral  Agency,  on  Original  sin,  on  God's  last  end 
in  the  creation  of  the  world,  and  on  the  nature  of  true  Virtue. 
The  subjects  of  tht'>c  discussions  have  long  been  acknowledged 
by  the  whole  civilized  world  to  be  of  the  highest  importance  to 
man.  They  are,  also,  of  the  most  abstruse  nature  ;  and  require 
the  profoundest  thought  and  the  most  enlarged  comprehension. 
Two  of  them  are  professedly  replies  to  the  ablest  philosophers, 
who  have  written  on  the  Arminian  side  of  the  question  ;  that  on 
Moral  Agency  ;  and  that  on  Original  Sin  ;  and  both  appear  to 
have  terminated  the  dispute.  They  have  now  been  published 
more  than  fifty  years.  On  one  side  they  have  been  steadily  ap- 
pealed to  as  immoveable  standards  of  faith,  so  far  as  these  sub- 
jects are  concerned.  On  the  other,  they  have  been  bitterly  com- 
plained of;  denounced  as  heretical ;  pursued  with  sarcasms,  and 
sneers ;  and  hunted  down  with  contempt :  but  they  have  never 
been  answered.  Nothing  can  explain  this  fact  but  the  acknowl- 
edgment, that  they  have  hitherto  been  believed  to  be  unanswer- 
able. 

I  am  aware,  that  it  may,  and  will,  be  replied  to  a  part  of  these 
observations,  that  I  have  here  taken  for  granted  a  main  point  : 
viz.  that  the  scheme  of  IVIr.  Edwards  is  true.  Of  its  truth  I  have 
not  a  question  ;  but  I  will  not  assume  it  here.  I  am  not  ignorant 
how  many  persons  disbelieve  it;  nor  how  respectable  the  character 
is  of  some,  who  are  in  this  number.  JS'or  am  I  iL^novant  on  the 
other  hand,  that  it  is  th<'  scheme  substantially  adojjted  by  all  thost^ 
distinguished  men,  who,  under  (jod,  produced  the  reformation  ; 
nor  that  it  is  substantially  found  in  the  creeds,  confessions,  and 
catechisms  of  all  the  protestantchurches,  particularly  in  the  articles, 
and  homilies,  of  your  own  church  ;  and,  let  me  add,  in  the  prayers 
also.  It  was  the  glory  of  this  great  man,  thai  he  had  no  love  for 
junovation.  He  did  not  believe  that  theology  was.  like  philoso- 
phy, left  in  such  a  situation,  that  ages  might  pass  on,  during  which 
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the  honest  inquirers  in  the  church  would  be  necessarily,  and  in- 
vincibly, ignorant  of  its  fundamental  truths.  Nor  did  he  think  it 
proper  to  sacrifice  common  sense  to  metaphysics.  Thouj^h  prob- 
ably the  ablest  metaphysician,  who  has  appeared,  he  never 
warped  from  the  path  of  common  sense.  To  the  Scriptures  he 
yielded  the  most  profound  reverence,  and  the  most  implicit  confi- 
dence. At  the  same  time  he  treated  his  antagonists  with  a  civil- 
ity, candor,  and  moderation,  which  very  few  of  them,  or  their  fol- 
lowers, have  exhibited*  in  return. 

The  first  of  my  positions  is  not  at  all  affected  by  the  supposition, 
that  Mr.  Edwards'  opinions  are  erroneous  :  viz.  that  the  loss  of 
his  writings  would  awaken  more  regret  than  the  loss  of  a  few  pa- 
ges of  an  ancient  author,  or  even  of  half  the  works  of  all  the  an- 
cient authors  now  extant.  The  question  here,  is  merely  concerning 
a  matter  of  fact.  You  may  say,  perhaps,  that  I  assert  merely  my 
own  opinion.  I  confess  it.  The  reviewer  also  asserts  nothing  but 
his  opinion:  and  T  am  fairly  warranted  to  believe,  that  my  own 
regret  for  the  loss  of  Mr.  Edwards'  works  would  be  greater  than 
his  for  the  loss  of  a  few  pages  of  an  ancient  author,  or  the  whole  of 
many  ancient  authors.  Such  a  loss  would  be  the  loss,  perhaps, 
of  a  few  facts  ;  some  of  them  in  a  degree  interesting  to  mankind  : 
as  the  case  might  be,  of  a  few  opinions,  and  doctrines,  of  consider- 
able value,  or  possibly  of  a  fine  narrative,  or  interesting  descrip- 
tion. 

His  subjects  are  the  most  important  in  the  universe  ;  and  his 
discussions  are  the  clearest,  the  ablest,  and  the  most  decisive, 
elucidations  of  them,  which  the  world  has  ever  seen.  He  has 
elicited  from  the  Scriptures,  truths  which  have  escaped  other 
men ;  has  illustrated  them  by  arguments,  which  were  never  be- 
fore discovered  ;  and  has  shown  their  dependence,  connexion, 
and  importance,  with  a  comprehensiveness  of  view,  which  else- 
where will  be  sought  for  in  vain. 

With  regard  to  the  principal  subject  under  examination,  princi- 
pal 1  mean,  with  respect  to  the  present  debate,  the  admission, 
that  Mr.  Edwards'  doctrines  are  erroneous,  will  only  exhibit  it 
with  still  higher  advantage.     What  must  have  been  the  talents, 
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which  could  havn  placed  crrour  in  sucli  a  light,  that  all  the  dis- 
tinguished men,  who  have  appeared  on  the  side  of  truth  during 
the  last  fifty  years,  not  only  in  Great-Britain,  but  in  the  whole 
Christian  world,  have  been  unable  to  detect  his  errours  ?  Does 
truth  in  it;!  own  nature  labour  under  such  disadvantages  ?  Or  did 
Mr.  Edwards  possess  such  singular  and  transcondant  powers  ? 

IndiiTerenci'  to  tin*  subject  cannot  here  be  pleaded,  nor  con- 
tempt for  Mr.  Kdwards.  The  numerous  complaints,  made  of  his 
writings  in  (ireat  l^ritain,  and  the  numerous  specimens  of  ill-na- 
ture, with  which  he  has  been  assailed,  prove  beyond  debate,  that 
they  have  been  regarded  with  far  other  feelings  than  indiflfer- 
ence.  That  they  would  have  been  answered,  had  those,  who 
disrelished  them  so  strongly,  been  able  to  answer  them,  there 
can  be  no  doubt.  Look  into  Boswell's  Life  of  Johnson,  and 
mark  the  gloom,  with  which  the  biographer  was  distressed,  from 
fear  that  the  system  of  Mr.  Edwards  should  be  the  truth ;  and, 
what  I  principally  intend,  observe  the  dread,  with  which  John- 
son himself  regarded  tlie  subject  of  his  appeal  to  him,  and  the 
caution  with  which  he  avoided  reading  the  book,  so  pathetically 
complained  of,  although  Boswell  ardently  wished  him  to  read  it, 
and  althouiih  he  regarded  the  Americans  with  even  more  con- 
tempt than  he  felt  towards  the  Scots. 

Suffer  me  to  add,  (hat  in  his  History  of  Redemption,  and  in 
his  treatise  on  God's  last  end  in  the  creation  of  the  world,  there 
is  d  sublimity  of  thought,  to  which  since  the  days  of  the  Apostles 
tliere  has  been  no  rival.  I  do  not  intend  here,  sublimity  of  im- 
agination. I  intend  Intellectual  sublimity  ;  vast  and  elevated 
conceptions  of  Truth.  Both  of  these  works,  too,  were  only  col- 
lections of  his  sermons,  delivered  as  a  part  of  his  ordinary  course 
of  preaching;  and  the  former  of  which,  was  published  after  his 
decease. 

At  the  same;  time  I\Ir.  Edwards  was  a  most  powerful  preacher. 
It  is  believed,  that  no  preacher,  who  has  appeared  in  this  coun- 
try, ever  engrossed  the  attention  of  his  audience  so  often,  so  long, 
and  to  so  great  a  degree,  except  Mr.  Whitefield.  Yet  his  voice 
was  low  ;  and  be  was  destitute  of  gesture.     During  the  first  third 
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of  his  Ministry  he  read  his  sermons.  The  remainder  of  his  life 
he  often  preached  either  with  short  notes,  or  extemporaneously. 
The  propriety  of  his  pronunciation,  his  earnestness,  his  gravity, 
and  his  singular  solemnity,  controled  in  the  .most  absolute  man- 
ner the  minds  of  those  who  heard  him.  The  Rev.  Mr.  Hooker, 
who  succeeded  him,  a  gentleman  distinguished  for  his  learning, 
good  sense,  and  elegance  of  mind  and  manners,  as  well  as  for  his 
moral  worth,  said  to  me  in  a  circle,  conversing  on  the  nature  of 
eloquence,  "  This  subject  is  so  variously  understood,  and  defined, 
that  it  is  difficult  to  determine  what  is  intended  by  it ;  but,  if  it 
consists  in  making  strong  impressions  of  the  subject  of  a  discourse 
on  the  minds  of  an  audience,  Mr.  Edwards  was  the  most  eloquent 
man  whom  I  ever  knew."  The  late  Nehemiah  Strong,  Esq.  a 
native  of  Northampton,  and  formerly  Professor  of  Mathematics 
and  Natural  Philosophy  in  Yale  College,  observed  to  me,  that, 
in  early  youth  he  heard  Mr.  Edwards  deliver  the  sermons,  which 
now  constitute  the  History  of  Redemption.  His  mind,  he  re- 
marked, was  from  the  beginning  deeply  interested  in  the  subject. 
As  it  advanced,  his  feelings  became  more  and  more  engaged. 
When  Mr.  Edwards  came  to  a  consideration  of  the  final  judg- 
ment, Mr.  Strong  said,  his  own  mind  was  wrought  up  to  such  a 
pitch,  that  he  expected,  without  one  thought  to  the  contrary,  the 
awful  scene  to  be  unfolded  on  that  day,  and  in  that  place.  Ac- 
cordingly, he  waited  with  the  deepest,  and  the  most  solemn  soli- 
citude to  hear  the  trumpet  sound,  and  the  Archangel  call :  to  see 
the  graves  open,  the  dead  arise,  and  the  Judge  descend  in  the 
glory  of  his  Father,  with  all  his  holy  angels ;  and  was  deeply  dis- 
appointed, when  the  day  terminated,  and  left  the  world  in  its 
usual  state  of  tranquillity. 

You  will  not  suppose,  that  I  mean  in  any  of  these  observations 
to  commend  the  style  of  Mr.  Edwards.  In  perspicuity,  and  pre- 
cision, it  was,  however,  excellent ;  in  other  respects  it  was  slov- 
enly. His  thoughts  were  such,  as  none  of  his  opposers  were  ev- 
er able  to  form.  In  this  respect  he  stands  alone  among  moral  and 
metaphysical  philosophers.  One  excellence  his  compositions 
had,  which  criticism  cannot  fail  to  approve.     His  sermons  almost 
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universally  rise  in  their  importance,  and  inipressiveness,  from  the 
beginning  to  the  end.  This  is,  ordinarily,  the  only  happy  mode 
of  conducting  a  discourse. 

The  late  Rev.  Dr.  Edwards,  Ticsident  of  Union  College  in 
Schenectady,  (N.  York)  second  son  of  this  gentleman,  was  pos- 
sessed of  the  same  superiority  of  mind.  I  lis  answers  to  Dr. 
Chauncey's  work  on  Universal  Salvation,  and  to  Dr.  West's  on 
the  subject  of  Moral  Agency,  particularly  the  latter,  are  eflbrts  of 
reasoning,  to  which  Europe  can  show  nothing  superiour  in  The- 
ological and  Metaphysical  Philosophy. 

The  talents  of  my  countrymen  have  been  exhibited,  as  1  think, 
respectably  in  various  other  modes.  Dr.  Franklin  is  excepted 
in  this  very  declaration  of  the  Reviewer  from  the  general  dis- 
grace ;  and  has  been  so  often  pronounced  a  distinguished  natural 
philosopher,  in  the  most  enlightened  countries  of  Europe,  and  by 
persons  of  high  eminence,  that  it  is  too  late  to  attempt  a  rever- 
sal of  this  sentence.  Professor  WiiUhrop  would  have  done  cred- 
it to  any  country  in  the  character  of  a  natural  philosopher;  as 
would  also  Dr.  Williams,  who  afterwards  filled  the  same  chair  in 
the  University  at  Cambridge,  Dr.  Rittenhouse  merited  this 
character  in  a  still  greater  degree.  Bred  to  the  business  of  a 
farmer,  and  educated  only  in  an  English  school,  he  was  obliged 
by  ill  health  to  quit  that  business;  and  devoted  himself  to  the  em- 
ployment of  a  clock-smith,  and  then  to  that  of  a  Mathematical  in- 
strument maker.  In  both  he  was  his  own  instructor,  lie  form- 
ed the  science  of  Fluxions  without  any  knowledge  of  its  existence 
in  Europe;  and  for  a  number  of  years  supposed  himself  to  be  its 
Author.  The  best  Orrery,  it  is  believed,  in  the  world  was  in- 
vented, as  well  as  made,  by  Dr.  Rittenhouse.  At  the  same  time 
he  was  a  man  of  a  \evy  enlarged  and  vigorous  mind ;  and  thought 
with  peculiar  felicity  concerning  every  subject,  to  which  he  direct- 
ed his  researches.  What  unhappily  is  not  so  often  the  fact,  as 
could  be  wished,  he  was  also  distinguished  for  moral  excellence. 
Godfrey  of  Philadelphia  was  the  inventor  of  the  quadrant,  falsely 
called  Hadley's  ;  it  having  been  villainously  stolen  from  him  by 
a  man  of  that  name.     The  machinery  of  Whitney  for  the  manu- 
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facturing  of  arms,  has  not,  it  is  believed,  been  excelled  by  any 
single  mechanical  effort  of  a  mind,  accustomed  to  no  mechanical 
pursuit.  The  Orrery  of  Pope  is  a  noble  specimen  of  ingenuity; 
and  had  it  been  constructed  on  a  scale,  sufficiently  large  to  secure 
its  arrangement,  and  durability,  it  would  probably  be  esteemed 
inferiour  to  none,  now  in  the  world.*     Many  other  specimens  of 

*  The  following^  account  of  Pope's  Orrery,  copied  from  the  Massachusetts  Centi- 
nel,  March  10th,  1788,  was  drawn  up  by  the  very  respectable  gentlemen,  whose 
names  are  at  the  bottom,  in  conformity  to  a  commission,  which  they  had  received 
from  the  American  Academy  of  Arts  and  Sciences,  to  examine  this  curious  piece  of 
mechanism,  and  report  concerning  it  to  that  body. 

"The  subscribers,  members  of  the  committee  for  examining  machines,  in  confor- 
mity to  a  vote  of  the  Academy,  have  inspected  Mr.  Joseph  Pope's  Orrery. 

Upon  a  careful  examination,  the  view  afforded  them  much  satisfaction. 

The  sun,  placed  in  the  centre,  revolves  on  his  own  axis  which  is  inclined.  The 
several  planets,  at  their  relative  distances  from  the  sun,  revolve  ai'ound  him  in  ex- 
centric  orbits,  performing  their  diurnal  motions  ;  and  the  several  satellites  revolve 
around  their  respective  primaries,  all  in  their  proper  periodick  times,  determined 
by  the  motion  of  an  index. 

The  inclination  of  the  axes  of  those  planets,  whose  axes  are  inclined  to  the  eclip- 
tick,  is  exhibited  keeping  parallel  to  themselves,  and  always  tending  to  their  respec- 
tive places ;  and  the  inclination  of  their  several  orbits  to  the  plane  of  the  ecliptick 
is  also  shewn,  as  is  the  heliocentrick  latitude  of  each  planet  in  every  part  of  its  or- 
bit.    The  motion  of  Saturn's  ring  is  also  exhibited. 

The  moon  and  the  earth  are  each  hall' covered  with  a  black  cap,  to  represent  the 
apparently  dark  parts.  Around  the  earth  are  several  circles,  shewing  the  siderial 
time,  the  moon's  age,  latitude  and  longitude,  and  her  motion  on  her  axis,  which  is 
inclined  and  keeps  parallel  to  itself  around  the  earth.  This  motion,  being  contrary 
to  the  common  method  of  performing  it,  another  moon  is  placed  on  the  same  circle 
with  her  axis  perpendicular. 

In  the  centre  of  the  machine  is  placed  an  index,  which  readily  shews  at  any  time 
the  latitudes  and  longitudes  of  the  several  planets.  The  diameter  of  the  ecliptick 
circle  is  five  feet  and  two  inches. 

The  machine  is  in  the  form  of  a  dodecagon.  In  each  square  is  a  glass,  fixed  to 
show  the  movements,  of  the  wheel- work,  which  appears  as  accurate  as  it  is  curious. 
Each  corner  is  ornamented  with  a  statue  of  brass.  On  the  top  of  the  case  are  fixed 
twelve  pillars,  which  support  the  great  ecliptick  circle,  across  which  is  fixed  a  seg- 
ment of  one  of  the  celestial  meridians.  Between  those  pillars  are  plates  witli  cal- 
culations. Within  the  ecliptick  is  fixed  a  broad  circle,  representing  the  zodiac,  on 
which  are  delineated  the  twelve  signs  and  the  fixed  stars  in  their  proper  places. 

The  tace  is  a  plane,  above  which  all  the  bodies  revolve,  and  are  put  in  motion  by 
a  single  winch,  which  may  be  performed  with  the  strength  of  a  common  thread. 
The  whole  is  placed  on  an  elegant  stand. 
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ingenuity  miglit  be  here  mentioned,  which  have  reflected  not  a 
little  credit  on  the  inventors,  and  their  native  country.  Such  is 
the  machine,  invented  by  Mr.  Whitney  for  cleansing  the  upland 
cotton  of  its  s(;eds.  Suoli  also  was  the  submarine  vessel,  invent- 
ed by  Mr.  Bushneil  of  Saybrook.  Such  is  the  application  of  steam 
to  the  purposes  of  navigation. 

The  poetry  of  the  Americans  is  treated  by  these  Reviewers 
with  not  a  little  contempt.  On  this  subject  1  shall  say  little.  It 
may,  however,  be  observed,  that  several  Reviewers  have  spoken 
of  it  in  more  favourable  terms.  It  may  also  be  observed  without 
any  partiality,  that  McFingal  is  not  inferiour  in  wit  and  humour 
to  Hudibras  ;  and  in  every  other  respect  is  superiour.  It  has  a 
regular  plan,  in  which  all  the  parts  are  well  proportioned,  and 
connected.  The  subject  is  fairly  proposed  ;  and  the  story  con- 
ducted correctly  through  a  series  of  advancements,  and  retarda- 
tions, to  a  catastrophe,  which  is  natural  and  complete.  The  ver- 
sification is  far  better;  the  poetry  is  in  several  instances  in  a  good 
degree  elegant,  and  in  some  even  sublime.  It  is  also  free  from 
those  endless  digressions,  which,  notwithstanding  the  wit  discov- 
ered in  them,  are  so  tedious  in  Hudibras ;  the  protuberances  of 
which  are  a  much  larger  mass  than  the  body,  on  which  they 
grow. 

The  painters  of  this  country  have  been  holden  in  honourable 
estimation  in  Great-Britain.  A  high  reputation  has  been  attained 
by  West  and  C'opley,  by  Trumbull  and  Stuart.  As  a  portrait 
painter,  it  is  believed,  Stuart  has  rarely  if  ever  been  excelled. 
Several  otheri,  younger  than  these,  are  also  advancing  rapidly 
towards  distinction. 

While  the  ingruuity  of  the  artist  displayed  in  the  workmanship  pleases,  the  plan 
itself  so  perfectly  executed  excites  admiration. 

In  justice  to  Mr.  Pope  we  readily  say  tJiat  it  is  our  opinion  the  improvements  he 
has  made  arc  g^eat;  and  that  the  description  he  gave  to  the  Academy  of  his  Orrery 
js  fully  verified. 

Richard  Cranch, 

bAMlKl.    \\'n,I,IAMS, 

JosKru    Wii.i.ARi),  )►     Committee. 

CAI.K.H     (iA.NNKTT, 
LOA-MMI    liALDWIN, 
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Sculpture  has  not,  within  nny  knowledge  ever  been  attempted 
here.  But  engraving  has  already  proceeded  far,  and  is  very  fast 
advancing. 

From  the  whole  of  this  account,  I  cannot  but  persuade  myself, 
that  you  as  a  man  of  candour  will  think,  that  the  inhabitants  of 
this  country  have  a  claim  to  be  considered  with  some  other  emo- 
tions than  those  of  contempt,  and  to  receive  other  treatment  than 
sneers  and  sarcasms.  Perhaps  you  will  think,  that  as  much  has 
been  done,  as  in  the  circumstances  could  be  reasonably  expected. 
From  what  I  have  said  in  a  former  part  of  these  letters,  you  will  not 
consider  it  a  small  thing  to  convert  an  American  forest,  not  merely 
into  a  habitable  country,  but  into  a  pleasant  residence.  In  New- 
England,  according  to  an  estimate,  heretofore  made,  there  are 
probably  at  the  present  time  (1812)  more  than  220,000  dwelling- 
houses.  A  great  part  of  these  are  convenient ;  almost  all  are 
comfortable  ;  a  great  multitude  are  neat ;  and  not  a  small  num- 
ber handsome.  The  inhabitants  probably  enjoy  more  of  the  com- 
forts, and  suffer  fewer  of  the  evils,  of  life,  than  the  same  number 
of  people  in  any  other  part  of  the  world.  To  accomplish  this 
amid  all  the  difficulties,  and  dangers,  which  attended  the  coloni- 
zation of  the  country,  has  involved  a  mass  of  labour,  resolution, 
and  fortitude,  which  in  any  other  case  would  have  claimed  res- 
pect. To  these  things  was  added,  necessarily,  the  establishment 
of  a  government,  a  religion,  a  system  of  education,  and  universal- 
ly a  state  of  society,  by  means  of  which  the  descendants  of  those, 
on  whom  the  burden  rested,  might  so  far  as  their  circumstances 
would  permit,  be  free,  enlightened,  virtuous,  and  happy.  Occu- 
pied in  this  spacious,  and  various  tield,  the  inhabitants  have  in 
few  instances  had  either  leisure,  or  inclination,  to  write  books  ; 
and  most  of  those,  which  have  been  written,  were  prompted  by 
some  particular  occasion. 

Let  me  request  you  to  remember  how  long  your  own  nation 
existed,  before  it  could  boast  of  a  single  well-written  book.  In 
the  eighth  century  you  had  only  the  venerable  Bede  ;  in  the  ninth, 
only  Alfred ;  in  the  tenth  and  eleventh,  none  ;  in  the  twelfth, 
William  of  Malmesbury,  is  entitled   to  respect.     Roger  Bacon 
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adorned  tlic  thirteenth.  From  that  time  till  the  sixteenth  vou 
l)ad  no  wiiter  of  any  distinction,  except  Fortescue,  Chaucer,  and 
Gower.  In  the  sixteenth  century,  you  numher  only  five  or  six 
writers  of  respectahility.  The  seventeenth  and  eighteenth  have 
fdled  your  hemisphere  with  constellations.  Before  Hume  and 
Robertson,  you  had  no  historian,  superiour  to  several  of  ours. 
The  reviewer  is  disposed  to  speak  contemptuously  of  Marshall's 
Life  of  )Vashinc;ton.  Yet  there  is  no  piece  of  biography,  written 
in  Great-Britain,  if  we  except  those  of  Johnson,  which  would  not 
suffer  by  a  comparison  with  it.  The  last  volume  is  almost  singu- 
larly excellent.  It  ought  here  to  be  added,  that  the  ministers, 
sent  out  to  Europe  by  Washington,  have  holden  at  least  as  high  a 
rank  in  European  estimation,  as  those  who  were  their  compan- 
ions from  any  of  the  European  courts.  Of  Mr.  Jay,  Lord  Gren- 
ville  has  given  a  character  in  the  British  parliament,  which  should 
have  made  the  reviewers  hesitate  before  they  published  the  fol- 
lowing declaration:  "We  have  dwelt  longer  upon  this  article 
than  its  merits  justify,  not  so  much  for  the  sake  of  the  work,  as  for 
stating,  and  exemplifying,  a  most  curious  and  unaccountable  fact : 
the  scarcity  of  all  but  agricultural,  and  mercantile,  talents  in  the 
New  World."  There  are  the  best  reasons  for  believing,  that  no 
foreign  minister  was  holden  in  higher  estimation  by  the  British 
goverment,  than  Mr.  King. 

I  will  dismiss  the  subject  with  one  more  remark  concerning  my 
countrymen.  The  speeches  of  Ames,  and  several  other  members 
of  the  American  Congress  have  been  rarely  excelled  in  eloquence 
bv  British  orators.  1  am.  Sir,  yours,  <S:c. 


LETTER  V. 

Manners  and  morals  of  the  people  of  New-England — Executions  during  the  Revo- 
lutionary War — Capital  punishments  in  the  County  of  New-Haven  in  one  hundred 
and  seventy-five  years— Duels  in  New-England  since  its  settlement— Inhabitants  all 
required  to  be  in  the  possession  of  arms — The  poor  supported  and  educated — 
Public  and  private  charities. 

Dear  Sir, 

The  manners  of  the  people  of  New-England  claim  next  a 
place  in  these  observations.  In  the  Quarterly  Review  of  Novem- 
ber, 1809  article,  Dr.  Holmes'  Annals,  the  writer  says,  "There 
is,  however,  both  in  the  physical,  and  intellectual,  features  of  the 
Americans,  a  trace  of  savage  character,  not  produced  by  crossing 
the  breed,  but  by  the  circumstances  of  society,  and  of  external 
nature."  The  following  facts  will  show  how  far  this  remark  is 
applicable  to  the  people  of  New-England.  During  the  eight 
years  of  the  Revolutionary  War  there  was  one  man  put  to  death 
by  the  hand  of  violence,  and  one  by  the  hand  of  civil  justice, 
within  the  limits  of  this  country.  It  contained  at  that  time  800,000 
inhabitants.  These  were  then  contending  pro  avis  etfocis;  and 
the  spirit  of  party  ran  as  high,  as  it  can  easily  be  supposed  to  rise 
in  such  a  state  of  society.  One  party  seriously  considered  the 
other  as  engaged  in  a  rebellion  against  their  lawful  sovereign  ; 
and  was  considered  by  the  other  as  endeavouring  to  accomplish 
the  ruin  of  their  country.  The  man  who  fell  by  violence,  was 
put  to  death  by  three  others,  on  the  border  of  Byram  river,  be- 
tween the  lines  of  the  American  and  British  armies.  His  mur- 
derers were  part  of  a  banditti,  living  without  any  controul  upon  the 
plunder  of  the  poor  inhabitants,  who  inhabited  this  exposed  ground. 
Yet  it  is  fairly  questionable  whether  they  designed  to  take  away 
his  life.  The  man  who  fell  a  victim  to  law,  was  executed  at 
Hartford  after  a  regular  conviction  of  treason. 

This  fact  has  been  mentioned  in  a  former  part  of  these  observa- 
tions. Let  me  recal  to  your  recollection  two  or  three  others. 
From  half  to  two  thirds  of  the  inhabitants  sleep  round  the  year 
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without  bolting,  or  locking  their  doors.  This,  you  will  observe, 
is  not  done  by  the  tenants  of  cottages  merely  ;  for  of  these  we 
have  very  few;  but  much  more  numerously  by  the  owners  of 
good  houses,  well  stored  with  the  property  which  naturally  invites 
plunderers. 

I  have  lived  in   New-IIaven  during  the   last   sixteen  years.* 

This  town  contains  750  houses,   and  about  G.OOO   people.     It 

employs,  also,  a  trading  capital,  amounting  to  j^2, 500,000.     No 

house,  within  my  knowledge,  has  been  broken  open  here,  during 

this  period. 

New-Haven  is  the  shire  town  of  the  County  of  New-Haven,  in 
a  State  distinguished  for  the  rigid  execution  of  its  laws.  Of  course 
all  the  capital  punishments  in  the  County  have  been  inflicted 
here.  The  whole  number  of  these  in  one  hundred  and  seventy- 
five  years,  has  been  thirteen.  Of  these,  five  were  whites ;  five 
were  Indians  ;  and  three  were  blacks.  Of  the  whites,  one  was  a 
stranger  taken  up  as  a  spy,  as  he  was  passing  through  this  town, 
and  executed,  pursuant  to  a  sentence  of  a  court  martial.  Three 
of  the  remaining  four  were  natives  of  England.  It  does  not  ap- 
pear, that  any  inhabitant  of  this  town,  or  County,  ever  suffered 
death  by  the  hand  of  law.  There  is  no  reason  to  conclude,  that 
the  people  of  this  County  are  more  distinguished  for  their  morals 
than  most  of  the  other  settlements,  which  have  been  established 
for  any  length  of  time.  In  this  respect,  (the  paucity  of  capi- 
tal punishments,)  New-England  may  be  compared  with  Scot- 
land, and  Switzerland  ;  and  will  suffer  no  disadvantage  by  the 
comparison.  I  have  observed,  that  since  the  settlement  of  New- 
England,  five  duels  have  been  fought  within  its  boundaries.  The 
first  was  between  two  servants,  belonging  to  the  Plymouth  Colo- 
nists, within  a  year  after  their  arrival.  The  second,  by  two  offi- 
cers of  the  Revolutionary  army,  in  the  State  of  Rhode-Island;  the 
third,  by  two  West-Indian  youths,  who  were  at  school  in  Strat- 
ford ;  the  fourth,  by  two  young  gentlemen,  inhabitant^  of  Boston; 
the  fifth,  by  two  gentlemen  from  New-York,  who  crossed 
I\vrani  river,  that  they  might  fight  without  exposing  themselves 
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to  a  prosecution  in  tliat  State.     Two  only,  therefore,  of  the  five, 
were  fought  by  inhabitants  of  New-England. 

Perhaps  a  still  stronger  example,  at  least  one  which  appears  to 
me  stronger,  is  presented  by  a  combined  view  of  the  government, 
and  state  of  society  in  Connecticut.  There  h  not  a  spot  on  the 
globe,  where  so  little  is  done  to  govern  the  inhabitants ;  nor  a 
spot,  where  the  inhabitants  are  so  well  governed,  or,  perhaps,  in 
more  appropriate  terms,  where  the  state  of  society  is  so  peaceable, 
orderly,  and  happy.  A  recurrence  to  the  manner,  in  which 
elections  are  carried  on  here,  as  described  in  a  former  part  of 
these  letters,  will  enable  you  to  compare  them  with  your  own. 
Those  in  your  country  have  been  described  to  me  on  various  oc- 
casions, by  authority  which  cannot  be  questioned.  They  are 
scenes  of  riot,  tumult,  and  violence.  Ours  are  scarcely  less  de- 
cent than  religious  assemblies. 

I  have  also  observed  heretofore,  that  within  a  time  specified,  I 
have  travelled  not  far  from  twelve  thousand  miles,  principally  in 
New-England  and  New- York.  I  may  now  add  two  thousand 
more  (1811);  and  in  this  extensive  progress  have  never  seen  two 
men  employed  in  fighting.  I  also  added  at  that  time,  what  is 
still  true,  that  I  remember  no  more  than  one  instance  of  this  na- 
ture, which  has  fallen  under  my  eye  during  my  life.  As  I  have 
been  extensively  occupied  in  the  busy  haunts  of  men,  this  fact 
must  be  considered  as  proof,  that  such  controversies  are  here  ex- 
tremely rare.  Now  permit  me  to  call  your  eye  to  your  own 
news-papers  ;  and  observe  how  often  their  columns  are  orna- 
mented with  the  feats  of  Humphries  and  Mendoza,  Crib  and  Moly- 
neux.  What  a  grave  aspect  is  given  to  the  accounts,  which  de- 
scribe the  brutal  contests  of  these  bullies  !  Observe  also,  that  not 
the  mob  only,  not  the  middle  ranks  of  life  only,  but  gentlemen, 
noblemen,  and  even  princes  of  the  blood,*  have  been  present  at 
these  rencounters.  I  do  not  believe  that  a  gentleman  of  New- 
England  could  be  persuaded  to  be  present  at  such  a  scene  by  any 
inducement  whatever,  unless  to  perform  his  duty  as  a  magistrate 
in  committing,  and  punishing,  such  disturbers  of  society. 

*  "  A  horse-race,  a  fox-chase,  or  a  boxing-match,  is  never  without  its  train  of 
reverend  attendants."— Le«e?-5  to  the  Rt  Hon.  Mr-  Percival 
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Dr.  Paley  observes,  •'  When  the  state  relies  for  its  defence  ou 
a  militia,  it  is  necessary  that  arms  be  put  into  the  hands  of  the 
people  at  large  ;■'  and  mentions  that  upon  this  plan  a  great  pro- 
poriion  of  the  inhabitants  must  ultimately  be  instructed  in  the  use 
of  them.  He  then  subjoins,  ''  Now  what  effects  upon  the  civil 
conditions  of  the  country  may  be  looked  for  from  this  general  dif- 
fusion of  the  military  character,  becomes  an  enquiry  of  great  im- 
portance and  delicacy.  Nothing  perhaps  can  govern  a  nation  of 
armed  citizens,  but  that  which  governs  an  army — despotism. 
The  country  would  be  liable  to  what  is  even  worse  than  a  settled 
or  constitutional  despotism;  to  perpetual  rebellions,  and  perpet- 
ual revolutions,  to  short  and  violent  usurpations,"  &:c. 

The  people  of  New-England  have  always  had,  and  have  by  law 
always  been  required  to  have,  arms  in  their  hands.  Every  man 
is,  or  ought  to  be,  in  the  possession  of  a  musket.  The  great  body 
of  our  citizens,  also,  are  trained  with  a  good  degree  of  skill,  and 
success,  to  military  discipline.  Yet  I  know  not  a  single  instance, 
in  which  arms  have  been  the  instruments  of  carrying  on  a  private 
(|uarrel.  Nor  do  I  believe,  that  such  a  subject  is  even  thought  of 
by  one  person  in  tifty  thousand,  so  often  as  once  in  twelve  months; 
1  believe  1  might  say  with  truth,  so  much  as  once  during  life. 
On  a  country,  more  peaceful  and  quiet,  it  is  presumed,  the  sun 
never  shone.  1  must,  however,  acknowledge  that  there  have 
been,  since  the  settlement  of  this  country,  several  mobs,  and  two 
or  three  more  serious  commotions.  In  Connecticut,  the  govern- 
ment, whether  of  the  Colony  or  the  State,  has  never  met  with  a 
single  serious  attempt  at  resistance  to  the  execution  of  its  laws. 
That  of  Massachusetts  was  for  some  time  opposed  during  the  lat- 
ter part  of  the  Revolutionary  War,  and  the  three  years  which  fol- 
lowed the  peace.  Several  mobs  assembled  at  diflerent  times, 
composed  of  people  from  various  parts  of  the  County  of  Hamp- 
hhire.  The  t'lrst  of  them  were  employed  in  resisting  the  British 
government;  the  rest  rose  in  opposition  to  that  of  the  State.  Their 
last  etfort  was  in  the  proper  sense  an  insurrection  ;  and  that  which 
immediately  preceded  it,  deserved  substantially  the  same  name. 
In  the  last,  the  insurgents,  amounting  to  several  hundreds,  at- 


LETTER  V.  337 

tempted  to  take  possession  of  the  public  arsenal  at  Springfield ; 
but  were  dispersed  by  Gen.  Shepard,  with  the  loss  of  two  or  three 
of  their  number.  Some  of  the  ring-leaders  were  afterwards  ta- 
ken, tried,  and  sentenced  to  suffer  death ;  but  were  pardoned. 
The  cause  of  these  disturbances  was  the  hard  pressure  of  pover- 
ty, produced  by  the  ruin  of  the  Continental  currency,  the  want  of 
a  circulating  medium,  and  a  general  train  of  difficulties,  following 
from  these,  and  enhanced  by  a  taxation,  severe  in  the  amount, 
and  distressing  in  the  mode.  The  period  was  also  that,  in  which 
the  former  government  was  annihilated,  and  the  new  one  imper- 
fectly established.  In  all  these  inroads  upon  good  order,  detest- 
able as  mobs  are,  not  a  person  lost  his  life,  except  those  just  men- 
tioned. 

In  New-England,  horse-racing,  is  almost,  and  cock-fighting  ab- 
solutely unknown.  I  need  not  remind  you  to  what  a  degree 
these  barbarous  and  profligate  sports  prevail  in  Great-Britain. 
In  New-England  there  never  was  such  a  thing  as  a  bull-baiting. 
Suffer  me  to  recal  to  your  remembrance  the  debates,  not  long 
since  held  in  the  British  Parliament  on  this  subject ;  the  decision 
of  that  august  body  ;  and  the  speech,  delivered  at  that  time  by 
the  Hon.  Mr.  Wyndham. 

Our  laws  provide  eiFectually  for  the  comfortable  maintenance 
of  all  the  poor ;  who  are  inhabitants  ;  and,  so  long  as  they  are 
with  us,  of  poor  strangers,  in  what  country  soever  they  are  born  ; 
and,  when  they  are  sick,  supply  them  with  physicians,  nurses, 
and  medicines. 

The  children  of  the  poor  are  furnished  with  education  and  ap- 
prenticeships, at  the  public  expense.  There  is  not  a  country  on 
earth  where  the  provision  for  the  wants,  and  sufferings  of  the 
poor  is  so  effectual,  as  in  New-England.  The  number  of  these 
people  is,  1  acknowledge,  very  small ;  and  our  contributions  to 
their  relief  are  of  course  small,  compared  with  those  in  England. 
At  the  same  time  they  are  abundantly  sufficient  for  their  comfort- 
able support.  The  facts,  that  the  object  itself  is  so  limited;  that 
it  is  distributed  into  so  many  hands  ;  that  these  have  no  interest  in 
stinting  the  public  charity,  except  what  is  involved  in  the  nature 
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of  things  ;  that  they  arc  responsible  for  all  their  conduct  ;  and 
that  their  accounts  are  regularly  laid  before  the  respective  town- 
meetings;  or  in  the  instances,  where  this  is  not  done,  may  at  any 
time  be  called  before  the  pul)lic  eye,  secure  a  just  application  of 
the  public  bounty,  in  a  degree,  which  I  think  it  must  be  impossi- 
ble to  reach  in  England. 

The  private  charities  of  New-England  are  certainly  liberal,  in- 
feriour,  I  acknowledge,  to  those  in  Great  Britain,  but  superiour 
to  those  of  every  other  country.  Our  ancestors  brought  with  them 
not  a  small  portion  of  the  liberal  British  spirit.  The  Missionary 
Societies,  established  here,  are  a  strong  proof  of  the  position.  In 
this  excellence  of  character  the  inhabitants  of  the  Eastern  coast 
of  Massachusetts  stand  at  the  head  of  their  countrymen.  But  the 
same  spirit  spreads  honourably  through  our  country. 

A  poor  debtor,  confined  in  prison,  may,  upon  surrendering  his 
property  above  the  value  of  five  pounds,  always  be  discharged, 
unless  the  creditor  will  be  at  the  expense  of  the  maintenance,  al- 
lowed him  by  law;  and  this  is  so  considerable,  that  scarcely  an 
instance  of  such  a  nature  occurs.  Indeed  public  opinion  is  so 
hostile  to  this  inhumanity,  that  few^  men  have  sufficient  hardi- 
hood to  look  it  in  the  face.  There  is,  perhaps,  no  country 
in  the  world  where  public  opinion  has  equal  influence*  When 
one  man  injures  another  in  such  a  manner,  as  that  the  injury, 
elsewhere,  would  create  a  duel  ;  the  injurious  person  is,  ordina- 
rily, sufliciently  punished  by  the  general  discountenance.  7'hc 
knowledge  of  this  more  effectually  prevents  injuries  here,  than 
duelling  has  ever  done  elsewhere. 

I  am.  Sir,  yours,  kc. 
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Various  traits  of  character  of  the  people  of  New-England,  compared  with  similar 
traits  of  the  inhabitants  of  Great  Britain — Difficulties  found  by  Englishmen  in 
judging  of  the  character  and  circumstances  of  the  people  of  this  country. 

Dear  Sir, 

In  the  early  part  of  this  work  I  observed,  that  every  man  in 
New-England,  almost  without  an  exception,  lives  on  his  own 
ground,  and  that  the  lands  are  universally  holden  in  fee  simple, 
and  by  law  descend  to  the  children  in  equal  shares.  Elsewhere, 
I  have  observed  also,  that  every  freeman  is  eligible  to  any  office ; 
and  that  a  great  proportion  of  them  actually  hold  public  offices  at 
some  time  or  other  of  their  lives.  The  spirit  of  independence, 
naturally  resulting  from  these  facts,  and  from  the  ample  means 
of  subsistence,  generally  furnished  by  the  former  of  them,  you 
will  easily  believe,  constitutes  a  distinguishing  trait  in  the  char- 
acter of  its  inhabitants.  This  spirit  is  cherished  by  the  frequency, 
with  which  the  opportunities  of  exercising  the  privilege  of  elec- 
tion occur.  All  officers  of  the  parish,  town,  or  State,  are  elected 
annually  ;  with  the  single  exception,  that  in  Connecticut  the 
Representatives  to  the  Legislature  are  elected  semi-annually.* 
Nations,  possessed  of  civil  liberty,  have  ever  thought  it  wise  to 
cultivate  this  spirit.  In  Great-Britain  particularly,  it  has  been 
the  perpetual  boast  of  her  citizens.  In  the  opinion  of  other  na- 
tions, your  countrymen  have  carried  it  beyond  the  bounds,  which 
Reason  can  justify ;  and  have  rendered  themselves  less  amiable, 
and  less  acceptable,  than  from  their  solid,  sturdy,  virtues  might 
be  wished.  That  you  may  not  think  me  as  destitute  of  candour 
and  liberality,  as  I  think  the  men,  whose  opinions  I  have  combat- 
ted,  I  will  subjoin  the  following  testimony  from  one  of  the  most 
admired  of  your  modern  poets. 

*  Under  the  new  Constitution,  Representatives  are  elected  but  once  a  year. — 
Pub. 
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I  sec  the  lords  of  human  kind  pass  by, 

Pride  in  their  port,  defiance  iu  their  eye  ; 

Intent  on  high  deii^rus  ;  a  thoughtful  band, 

By  forms  unfashion'd,  fresh  from  nature's  hand; 

Fierce  in  their  native  hardiness  of  soul ; 

True  to  imagin'd  right ;  above  control ; 

While  e'en  the  pea-ant  boasts  these  rights  to  scan, 

And  learns  to  venerate  himself  as  man. 

Thine,  freedom,  thine  the  blessings,  pictur'd  here  ; 

Thine  are  those  charms,  that  dazzle,  and  endear : 

Too  blest  indeed  were  such  without  alloy ; 

But,  foster' d  e'en  by  freedom  ills  annoy. 

That  independence,  Britons  prize  too  high, 

Keeps  man  from  man,  and  breaks  the  social  tie  ; 

The  ?elf-dependeiu  lordlings  stand  alone  ; 

All  claims  that  bind,  and  sweeten,  life,  unknown. 

Here  by  the  bonds  of  nature  feebly  held, 

Miuds  combat  minds,  repelling  and  repell'd  ; 

Ferments  arise,  imprisoned  factions  roar  ; 

Repress'd  ambition  struggles  round  her  shore  ; 

Till  over-wrought,  the  general  system  feels 

Its  motion  stop,  or  phrensy  fires  the  wheels. 

Nor  this  the  worst* 

It  is  unnecessary  to  comment  on  this  picture,  as  well  as  on  the 
lines,  which  immediately  follow.  Allowing  it  to  be  just,  it  exhib- 
its more  of  a  trace  of  savage  character,  than  every  thing  of  which 
I  have  been  a  witness  among  my  own  countrymen.  We  are 
styled  proud,  haughty,  insolent  Republicans.  Among  your  liter- 
ary people  the  Republican  days  of  Rome,  and  of  Greece,  are  ac- 
counted their  best  days.  Even  they,  therefore,  do  not  consider 
a  republican  government  as  necessarily  injurious  to  the  human 
character.  Yet  the  Romans  and  Greeks,  were  both  much  more 
liaughty  than  we  are  ;  Nay  your  own  coinitrymon  are  much  more 
haughty.  This  \  know  with  certainty,  both  by  the  books,  and 
by  the  conversation,  of  gentlemen  from  most  parts  of  the  conti- 
nent of  Europe.  Indeed,  you  must  have  seen  the  names  of  proud 
and  haughty  Islanders  applied  to  the  British  almost  proverbially. 
Nay,  sir,  the  very  same  thing  has  been  repeatedly  declared  to  me 
by  several  of  your  own  countrymen,  who  have  resided  in  Amcri 

*  Goldsmith's  Traveller, 
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ra  long  enough  to  be  acquainted  with  tlie  nnanners,  and  charac- 
ter, of  her  inhabitants.  These  with  one  voice  have  frankly  told 
me  that  they  have  found  more  civilites,  and  more  kind  offices, 
cheerfully  rendered  to  them,  here,  than  they  should  have  expect- 
ed, or  probably  have  found,  without  the  circle  of  their  friends, 
from  their  countrymen  in  an  equal  period  of  time. 

Of  the  numerous  Englishmen,  who  have  visited  these  states,  I 
have  seen  not  a  small  number.  The  manners  of  these,  of  every 
rank,  and  some  of  them  have  been  persons  of  considerable  dis- 
tinction, have,  with  a  small  number  of  exceptions,  been  less  un- 
assuming, less  civil,  more  distant,  more  self-complacent,  and  more 
forbidding,  than  those  of  my  own  countrymen  in  similar  spheres 
of  life.  You  will  not  understand  by  this,  that  I  think  ill  of  Brit- 
ish manners.  A  frank,  intelligent,  open-hearted,  worthy  man, 
from  Great-Britain,  who  has  had  the  liberality  to  lay  aside  his 
national  peculiarities,  is  as  agreeable  a  companion,  as  I  wish  to 
converse  with. 

A  principal  reason,  why  your  countrymen  complain  of  disobli- 
ging conduct  in  mine,  is,  that  they  provoke  this  treatment.  An 
Englishman,  when  he  enters  an  inn,  treats  the  inn-keeper  as  if 
he  were  his  servant ;  perhaps  I  might  say  with  truth,  his  slave  ; 
and  it  is  remarkable,  that  they  are  the  only  people,  who  exhibit 
this  treatment.  Unused  to  it  from  others,  the  inn-keeper  bears 
it  impatiently  from  them.  Whether  this  behaviour  of  the  trav- 
eller is  proper,  and  defensible,  I  shall  not  now  stop  to  inquire. 
It  is  not  customary  ;  and  for  thi^  reason,  at  least,  unwelcome. 
As  every  New-England  man  feels  entirely  independent;  it  is  not 
strange  that  he  should  not  brook  what  he  considers  as  unmerited 
abuse.  A  little  civility  would  have  commanded  every  effort  of 
the  inn-keeper  to  please  him.*  I  think  so  much  might  be  con- 
ceded to  the  manners  of  the  country.  Travellers  ordinarily  yield 
much  more  to  the  manners  of  other  countries. 

Another  misfortune  of  the  same  nature  is,  that  Englishmen  are 
very  commonly  dissatisfied  with  every  thing,  which  is  done  for 
them.     Some  of  them  can  find  nothing  fit  to  be  eaten  or  drunk  ; 

*  See  remarks  on  Lambert, 
Vol.  IV.  44 
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and  that  apparently  because  they  were  pre-determined  not  to  be 
pleased.  Numerous  impositions  have  been  sportively  practised 
\ipon  them  in  consequence  of  this  characteristical  spirit.  The 
Philadclphian  porter,  which  when  known  to  be  Philadelphian  they 
have  thought  defostabie,  has  afterwards,  when  they  believed  it  to 
be  of  London  manufacture,  been  pronounced  to  be  excellent ;  and 
Connecticut  cliccse  has  in  the  same  extraordinary  manner  chan- 
f^ed  its  nature.  I  have  the  best  reason  to  believe,  that  your  inns 
are  better  than  ours  ;  but  1  have  equal  reason  to  believe,  that 
ours  are  better  than  those  of  any  other  country. 

We  arc  complained  of  as  inquisitive.  We  are  so  ;  but  very 
rarely,  I  suspect,  in  any  such  manner,  as  to  justify  the  complaints. 
I  have  mentioned  the  extent,  to  which  I  have  travelled  in  New- 
I']ne:land  and  New-York,  during  the  last  sixteen  years  ;  and  these 
letters  arc  ample  proof  that  the  parts  of  these  countries,  which  I 
have  visited,  are  very  numerous.  In  this  employment  I  have 
spent  at  difTerent  times  between  two  and  three  years  ;  but  do  not 
remember  that  I  have  been  once  asked  by  an  inkeeper,  during 
the  whole  of  this  progress,  who  I  was,  whence  I  came,  whither  I 
was  going,  or  what  was  my  business:  nor  do  I  recollect,  that  I 
have  met  with  a  single  incivility.  1  have  found  inn-keepers  in 
various  instances  poor,  ill-furnished,  and  unpolished  ;  but  cannot 
recal  more  than  two  or  three  instances,  in  which  they  have  been 
disobliging.  All  the  instances  in  which  inn-keepers  have  seated 
themselves  with  me  at  table,  or  offered  to  sit  in  the  room,  of 
which  I  had  taken  possession,  except  one,  are  I  believe,  mention- 
ed in  these  letters.  1  cannot  think  that  cases  of  this  nature  occur 
very  often  to  others.  Permit  me  to  suspect,  that  your  travellers 
create  some  of  them,  and  see  others  through  a  multiplying  glass. 

At  the  same  time,  an  inn  is  a  very  imperfect  representative  of 
the  town  in  which  it  stands  ;  and  neither  an  inn-keeper,  nor  his 
servants,  ought  to  be  considered  as  standards  of  the  intelligence, 
character,  or  manners,  of  the  inhabitants  at  large  ;  certainly  not 
of  those,  who  are  the  most  enlightened  and  polished. 

The  Englishmen  and  most  Europeans  who  travel  through  this 
country  hasten  with  the  rapidity  of  the  stage  from  one  great  town 
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to  another.  To  men,  bred  in  such  towns,  this  is  certainly  a 
a  very  natural  course  ;  but  it  makes  it  impossible  for  them  to 
know  the  state  af  the  country,  through  which  they  pass.  A  lit- 
tle they  learn  sometimes  from  their  fellow-travellers  ;  and  a  little 
more  they  glean  at  inns.  Most  of  what  they  are  told  is  very  im- 
perfectly told,  and  more  imperfectly  understood.  The  remain- 
der of  their  information  is  picked  up  in  cities  ;  many  of  whose 
inhabitants  know  as  little  of  the  country,  as  themselves.  The 
state  of  almost  every  thing,  here,  is  so  different  from  that  of  the 
same  things,  on  the  Eastern  Continent ;  the  habits  of  those  who 
judge,  and  the  standards  of  thinking,  to  which  all  that  is  judged 
of  is  referred,  are  so  unsuited  to  the  objects,  which  present  them- 
selves, that  it  is  scarcely  possible  for  a  mere  traveller  not  to  err 
materially,  when  forming  his  opinions.  The  late  Dr.  Wither- 
spoon,  President  of  the  College  at  Princeton  in  New-Jersey, 
once  observed,  that  it  was  necessary  for  an  inhabitant  of  Great- 
Britain  to  live  eight  or  ten  years  in  America  in  order  to  form 
those  opinions  concerning  the  state  of  the  country,  which  he  would 
ultimately  consider  as  just.  "For  example,"  said  he,  "if  you 
were  to  tell  a  North  Briton,  that  the  people  of  this  country 
universally  live  upon  beef,  mutton,  veal,  and  other  animal  food, 
which  they  eat,  once,  twice,  or  thrice  every  day  ;  he  would 
believe,  that  they  were  all  possessed  of  fortunes  ;  because  none 
in  that  country,  beside  those  who  have  fortunes,  live  in  this 
manner.  Whereas,  if  you  should  tell  the  same  man  that  he 
would  find  a  wooden  latch  on  one  or  more  of  the  doors  of  a 
great  number  of  the  houses  ;  he  would  conclude  at  once,  that  all 
these  were  cottages  ;  because  such  latches  are  never  found  on 
a  ny  other  buildings  in  North  Britain." 

The  import  of  these  observations  is  applicable  in  a  greater  or 
less  degree  to  very  many  things  in  this  country.  Our  government, 
our  laws,  our  religion,  our  manners,  the  state  of  arts  and  manufac- 
tures, our  literature,  our  science,  our  climate  nay  even  the  state  of 
vegetation,  are  either  in  their  nature,  or  their  dependence  on  their 
respective  causes,  or  their  connection  with  each  other,  or  their 
mutual  influence,  of  necessity  imperfectly  understood,  and  reg- 
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ularly  more  or  less  misapprehended,  by  every  foreigner  who 
passes  through  the  country.  This  is  evident  beyond  a  debate 
to  every  intelhgent  American  in  his  conversation  with  every  for- 
eigner. 

Vou  will  naturniiv  object  to  these  observations,  that  these 
things  are  chiefly  the  same  with  those  in  Great  Britain,  or  very 
similar.  You  will  say,  that  our  government  is  the  same  witii 
youi-s,  except  some  slight  shades  of  ditTerencc  ;  that  our  religion 
is  the  same  in  all  its  varieties;  that  our  manners  are  the  same  ; 
and  that  this  is  true  of  our  whole  state  of  society.  What  I  mean  is, 
thai  you  will  consider  all  these  things  as  copies,  imperfect  indeed, 
but  still  copies,  of  the  same  things  in  Great  Britain.  \Vhcre, 
then,  you  will  ask  is  the  difliculty,  which  an  Englishman  will  hnd 
in  readily  discerning  and  comprehending,  whatever  meets  his  eye 
in  New-England  / 

As  the  subject  has  never  been  pubhcly  discussed ;  and  as  the 
contrary  opinion  to  that  which  I  have  here  advanced,  appears 
universally  to  be  adopted  by  Britons  ;  particularly  by  English- 
men ;  as  the  effects  of  it  have  hitherto  been  only  malignant;  and 
as  just  opinions  in  your  countrymen  concerning  mine  must  be  of 
considerable  importance,  if  we  are  hereafter  to  be  connected  as 
friends ;  1  will  endeavour  to  convince  you,  that  the  observations, 
which  I  have  made  on  the  subject,  are  just.  For  this  purpose  1 
ask  your  attention  to  the  following  remarks. 

1.  There  are  more  diifcrenccs  in  the  state  of  things  in  the  two 
countries  than  an  Englishman  can  possibly  preconceive.  Almost 
the  only  dilTcience,  which  he  is  prepared  to  expect,  is  involved 
in  the  general  inferiority  of  all  those  things  which  I  have  mention- 
ed to  the  same  things  in  his  own  country.  This  opinion  is  exten- 
sively erroneous.  The  inhabitants  of  New-England,  as  a  body, 
are  in  many  respects  not  inferiour,  and  in  some,  supcriour,  to 
those  of  England.  In  the  older  settlements  they  are  more  reli- 
gious, and  have  belter  morals  ;  not,  1  acknowledge,  than  very 
many  of  your  countrymen  ;  yet  it  is  true  of  Ihem  ni  masse.  We 
have  fewer  corruptions,  we  have  more  of  the  simplicity,  and  in- 
nocence, of  youth.     Centuries  must  pass  over  our  heads,  before 
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we  shall  be  able,  or  willing,  to  practise  one  half  of  the  cnornni- 
ties,  which  are  recited  in  Colquhoun's  Police  of  London,  or  his 
Police  of  the  Thames.  At  the  same  time  we  are  behind  you  in 
learning,  science,  and  a  multitude  of  mechanical  and  manufactur- 
ing arts;  in  agriculture,  in  architecture,  in  commerce,  and  in 
wealth;  in  the  fine  arts,  in  liberality,  and  in  various  other  advan- 
tages of  improved  society.  Still  we  have  fewer  prejudices  both 
because  we  are  a  less  important  part  of  the  human  family,  and  have 
therefore  fewer  temptations  to  them  ;  and  because  we  have  had 
less  time  to  form  and  rivet  them.  Great,  powerful,  and  splendid 
nations  never  do  justice  to  those,  which  are  inferiour.  The  great 
nations  are  the  tribunals,  which  decide  in  every  case,  where  a 
comparison  is  made  between  them  and  others.  Great  nations 
are  the  painters  ;  and  always  paint  themselves  riding.  Inferiour 
nations  are  only  painted  by  them  ;  and  regularly  appear  on  the 
picture  as  ridden.  The  mere  continuance  of  this  progress  rivets 
the  opinions,  adopted  by  the  former,  to  such  a  degree,  that  they 
ultimately  obtain  the  force  of  a  law;  to  revolt  from  which  is  con- 
sidered as  a  kind  of  rebellion. 

At  the  same  time  we  are  more  affable,  more  easy  of  access, 
and  universally,  more  social,  and  more  ready  to  oblige. 

We  are  also  more  orderly,  quiet,  and  peaceful ;  are  governed 
with  less  difficulty,  and  by  milder  measures. 

Our  common  people  are  far  better  educated  than  yours,  both 
in  the  school,  and  in  the  church  ;  and  for  this  very  good  reason, 
that  they  are  all  at  school,  and  almost  all  at  church.  All  of  them 
can  read,  and  write,  and  keep  accounts.  Almost  all  of  them  do 
read  ;  and  many  of  them,  much.  At  the  same  time,  our  state  of 
society  prompts  men  to  become  acquainted  with  many  things  be- 
side their  own  business.  That,  they  understand  generally  less 
perfectly  than  the  English.  But  they  understand  many  things, 
of  which  the  same  classes  in  England  know  little  or  nothing.  An 
English  artisan,  or  farmer,  bends,  and  is  obliged  to  bend,  the 
whole  force  of  his  mind  to  the  attainment  of  perfection  in  his 
proper  employment ;  and  this  he  accomplishes  in  a  degree,  rare- 
ly reached  by  the  citizens  of  any  other  country.     A  New-Eng- 
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lander  is  under  no  such  necessity ;  and  finds  many  inducements 
to  turn  his  thoughts  towards  many  other  objects.  In  this  manner 
he  becomes  to  a  considerable  extent  actually  acquainted  with 
those  objects  ;  and  ac(juires  an  expansion  of  mind,  and  a  ration- 
ality of  character,  not  often  found  in  any  other  country. 

We  have  in  New-Ei)<i;land  no  such  class  of  men,  as  on  the 
Eastern  side  of  the  Atlantic  are  denominated  peasantry.  The 
number  of  those,  who  are  mere  labourers,  is  almost  nothing,  ex- 
cept in  a  few  of  the  populous  towns ;  and  almost  all  these  are 
collected  from  the  shiftless,  the  idle,  and  the  vicious.  A  groat 
part  of  them  are  foreigners.  Here  every  apprentice  originally 
intends  to  establish,  and  with  scarcely  an  exception,  actually  es- 
tablishes himself  in  business.  Every  seaman  designs  to  become, 
and  a  great  proportion  of  them  really  become,  mates,  and  mas- 
ters, of  vessels;  and  every  young  man,  hired  to  work  upon  a  farm, 
aims  steadily  to  acquire  a  farm  for  himself;  and  hardly  one  fails 
of  the  acquisition.  We  have  few  of  those  amphibious  beings,  of 
whom  you  have  such  a  host ;  who  pass  through  life  under  the 
name  o(  journeymen.  All  men,  here,  are  masters  of  themselves  : 
and  such  is  the  combined  effect  of  education,  and  society,  that  he 
who  fails  of  success  in  one  kind  of  business,  may  almost  of  course 
betake  himself  with  advantage  to  another. 

To  dismiss  the  subject,  there  is  a  vein  of  practical  good  sense, 
the  most  valuable  of  all  intellectual  possessions,  running  through 
the  people  of  New-England,  which  may  be  considered  as  their 
characteristical  distinction.  The  old  Roman  question,  Cui  bono 
erit  ?  is  asked  here  perhaps  more  frequently,  and  more  univer- 
sally, than  in  any  other  country. 

2.  The  very  fact,  that  these  differences  are  very  small,  as  iri 
many  instances  they  undoubtedly  are  ;  prevents  them  from  being 
observed.  It  is  an  observation  of  several  respectable  Gramma- 
rians, that  the  English  language  is  worse  written,  and  its  gram- 
mar less  understood,  because  its  analogies,  and  consequently  its 
rules,  are  so  few  ;  and  because  it  may  bo  tolerably  understood, 
and  written,  almost  without  any  knowledge  of  grammar.  The 
late  Dr.  Rogers  an  eminent  clergyman  in  New- York  once  observ- 
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ed  to  me,  that  it  was  hardly  possible  to  give  a  Presbyterian  Min- 
ister from  Scotland  just  and  distinct  apprensions  of  American 
Presbyterianism. 

3.  Englishmen,  generally,  at  least  those  who  converse  with  us, 
or  write  about  us,  consider  our  country  as  scarcely  meriting  any 
attentive  examination. 

As  I  feel  very  little  interested  in  this  opinion  I  shall  not  here 
inquire  whether  it  is  just  or  not.  It  is  only  necessary  to  remark 
that  those  who  hold  it  will  never  examine  sufficiently  to  find  out 
what  is  true.  Your  travellers  who  visit  us  are  generally  in  the 
full  pursuit  of  either  business,  or  pleasure ;  and  in  both  cases  fail 
necessarily  of  learning  the  state  of  the  country.  Still  they  are 
generally  desirous  of  being  thought  to  be  acquainted  with  it ;  and 
let  me  add,  usually  deliver  their  opinions  with  at  least  as  much 
confidence,  as  if  their  information  was  sound  and  comprehensive. 

4.  They  enter  the  country  with  strong  preconceptions  of  their 
own  superiour  wisdom ;  and  thence  judge  without  thought,  and 
determine  without  a  suspicion,  that  they  are  liable  to  error.  To 
know  beforehand  is  to  be  always  deceived. 

5.  Their  habits  of  thinking  necessarily  lead  them  into  a  train  of 
misconceptions.  A  person  who  reads  English  books,  or  conver- 
ses with  Englishmen,  will  soon  perceive,  that  there  are  certain 
standards  of  opinion,  adopted  by  them,  which  they  rarely  think  of 
calling  in  question,  so  far  as  to  make  them  even  subjects  of  ex- 
amination. Nor  does  it  appear  to  make  much  difference,  wheth- 
er the  opinions  are  just  or  erroneous.  Thus  a  high  churchman 
holds  the  doctrine  of  passive  obedience,  and  the  divine  right  of 
bishops,  without  considering  either  as  admitting  even  of  a  debate. 
A  low  churchman  would  hardly  allow  either  of  them  to  be  defen- 
sible. A  member  of  the  established  church  of  either  character 
pleads  for  the  importance  of  Episcopacy,  that  it  secures  effectu- 
ally, the  necessary  discipline  of  the  Gospel,  both  with  respect  to 
Ministers  and  private  christians.  Yet  the  discipline  of  our  church- 
es is  incomparably  more  regular,  exact,  and  efficacious,  than  that 
of  yours.  Examples  of  this  nature  might  be  multiplied  in  all  the 
spheres,  and  concerns  of  hfe.     All  old,  established  society  is  sub- 
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]oclcil  of  course  to  this  mode  of  thinking;  and  l>y  refusing  to  ex- 
amine its  opinions,  continues,  in  many  cases,  in  unnecessary  er- 
rors. Sometimes  these  modes  of  thinking  spring  so  entirely  from 
mere  circumstances,  that  they  may  he  excused,  or  at  least  pitied. 
At  others  they  are  so  mingled  with  ill-temper,  and  pcrverseness, 
as  to  merit  censure.  In  both  cases  they  are  sources  of  errors, 
which  are  numerous  and  uidiappy. 

Among  these  habits  a  sweeping  one  is  a  general  conviction, 
perhaps  I  ought  rather  to  say  determination,  that  almost  every 
thing  in  England  is  right,  and  that  every  thing  which  differs  from 
it  here  is  wrong.  Englislimen,  more,  I  believe,  than  any  other 
people,  employ  themselves  when  abroad,  in  comparing  every 
thing,  which  they  think  worth  their  attention,  with  that  which  is 
of  a  similar  nature  in  their  own  country  ;  and  this,  I  am  convinc- 
ed, in  many  instances  with  a  settled  disposition  to  give  the  prefer- 
ence, at  all  events,  to  what  is  their  own.  The  consequence  is, 
that  whatever  becomes  the  subject  of  their  discussion  is  condemn- 
ed almost  of  course.  I  well  know,  that  there  are  many  things  in 
Enifland,  which  are  better  than  the  same  thinjis  in  most  other 
countries.  Yet  it  is  far  from  being  true  of  all.  I  also  know,  that 
many  things  are  good,  which  are  not  the  best ;  that  things  have 
an  inherent,  as  well  as  a  comparative  value,  and  that  this  will  not 
be  forgotten  by  men  of  candour  and  good  sense.  To  English 
travellers  in  the  United  States  it  seems  scarcely  to  be  known  at 
all.     The  result  of  such  a  mode  of  judging,  1  need  not  specify. 

G.  Many  of  your  countrymen  feel  some  hostility  to  America  on 
the  score  of  the  Revojution.  So  often  does  this  spirit  discover 
itself,  that  my  assertion  will  not  be  dis{)uted.  Permit  me  to  add, 
that  1  think  such  a  disposition,  either  in  the  British  or  the  Ameri- 
cans, unwise  and  unhappy. 

7.  Your  travellers,  partly  for  the  want  of  better  information, 
and  partly  from  a  willingness  to  receive  them,  adopt  without  hes- 
itation a  collection  of  old  tales  concerning  the  inhabitants  of  New- 
England,  which,  I  confess,  have  been  so  often  repeated  by  con- 
temptible prejudice,  as  to  be  extensively  believed  by  a  credulity, 
<.(  rjr<  ( Iv  less  contemptible.     Generally,  however,  they  arc  false 
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even  to  a  ridiculous  degree  ;  and,  where  they  are  true,  have  as 
little  connection  with  the  present  state  of  this  country,  as  witli 
England  itself.  We  have  our  faults,  and  our  follies  ;  and  hoth 
are  numerous  ;  hut  it  is  unnecessary  to  increase  the  number  from 
this  source. 

8.  Englishmen  are  obliged  to  encounter,  here,  a  considerable 
number  of  real  evils ;  and  lose  a  number  of  real  enjoyments, 
when  they  leave  their  own  country,  and  reside  in  this.  In  Eng- 
land, men,  who  have  suflicient  property,  can  fmd  almost  every 
enjoyment  of  life,  which  their  climate  will  permit,  their  soil  yield, 
or  their  commerce  and  manufactures  furnish,  provided  in  a  sense 
to  their  hands.  Business  is  there  so  far  systematized,  and  all  its 
fruits,  if  I  may  call  them  such,  are  so  regularly  brought  into  the 
market,  that  every  such  man  may  command  any  of  them  at  his 
pleasure.  But  this  cannot  be  so  extensively,  or  easily,  done 
here,  even  in  our  large  cities.  Our  markets  in  the  literal  sense, 
are  indeed,  almost  glutted  with  every  thing  which  can  be  eaten,  or 
drunk.  In  fine  fruits,  it  is  unnecessary  to  say,  our  country  in- 
comparably exceeds  yours,  both  as  to  their  richness  and  variety  ; 
and  those  of  the  West  Indian  islands  are  brought  hither  in  profu- 
sion. Wines  also  are  sold  here  in  vast  abundance,  and  on  very 
moderate  terms.  But  articles  which  we  eat  and  drink  are  far 
from  constituting  the  whole  list  of  what  the  case  demands.  If  an 
Englishman  here,  wants  to  build  a  house  ;  he  cannot  always  find 
a  man,  who  will  contrive  a  house  for  him,  such  as  he  wishes,  and 
take  the  whole  trouble  of  building  it  upon  himself.  If  he  wishes 
to  hire  labourers  ;  he  will  obtain  them  with  more  difficulty ;  they 
will  do  less  labour ;  and  they  will  demand  a  price,  two  or  three 
times  greater  than  in  his  own  country.  At  the  same  time  they 
will  not  do  his  work  so  well ;  will  treat  him  with  less  respect ; 
and  if  he  affronts  them,  will  scarcely  work  for  him  again.  Still 
greater  will  be  his  difficulty  in  obtaining,  and  keeping  servants. 
They  are  always  in  demand;  and  the  competition  is  not  for  the 
place,  but  for  the  service.  Hence  they  feel  themselves  to  be  im- 
portant; are  disobliging;  rude;  disposed  often  to  change  their 
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place  ;  and  will  not  unfrcfjucritly  quit  it  with  little  or  no  warn- 
ing. 

In  addition  to  these  thin^^s,  an  Englishman  finds  a  variety  of  suf- 
ferings, growing  out  of  the  general  fact,  that  his  mode  of  life  is  in 
many  respects  materially  changed  from  what  it  was  in  his  owiv 
country.  All  his  habits  he  brings  with  him  :  and  these  in  reality 
form  not  only  his  enjoyments,  but  the  man  himself.  In  a  variety 
of  ways  they  are  here  disturbed  ;  and  in  some,  counteracted. 
Our  climate  is,  alternately,  severely  cold,  and  severely  hot.  The 
damp,  the  wet,  and  the  mud,  of  his  own  country  he  was  accustom- 
ed to  from  his  infancy  ;  and,  therefore,  thought  nothing  of  them ; 
although  the  same  weather,  when  it  exists  here,  is  more  disagree- 
able to  us  than  our  heat  and  cold.  But  the  cold,  and  the  heat, 
are  new  to  him  ;  and,  therefore,  extremely  uncomlbrtable.  His 
conveniences  for  travelling  are  materially  lessened  ;  unless,  in- 
deed, he  will  make  use  of  his  own  vehicles.  Our  stages  are  few- 
er, less  convenient,  furnished  by  owners,  and  driven  by  coach- 
men, less  obliging. 

He  wishes  to  hunt ;  but  often  will  be  able  to  find  neither 
hounds,  nor  hares,  nor  foxes,  nor  fellow-sportsmen.  In  the  same 
manner  he  looks  in  vain  for  a  variety  of  enjoyments,  to  which  he 
has  been  attached,  at  least  in  the  same  perfection. 

The  first  impressions  of  a  traveller,  and  still  more  of  a  resident, 
in  a  foreign  country  are  those,  which  are  made  by  a  violation  of 
his  habits.  From  this  source  he  is  a  loser  in  many  ways  ;  while 
the  country,  in  which  he  now  is,  furnishes  very  little,  which  he 
can  substitute  for  what  he  has  lost.  The  country,  in  which  he  is, 
cannot  give  him  new  habits,  until  he  has  been  in  it  long  enough  to 
form  them  ;  and  until  they  are  formed,  nothing,  which  it  contains, 
will  give  him  the  satisfaction,  found  by  him  in  their  indulgence. 
The  enjoyments,  which  the  native  inhabitants  esteem  exquisite, 
and  much  superiour  to  those,  in  which  he  once  delighted,  yield 
him  little  pleasure  ;  because  they  have  not  been  endeared  to  him 
by  habit.  A  native  of  the  Southern  States,  when  he  comes  to  the 
North,  finds  all  his  habits  violated  in  the  same  manner ;  and 
would  scarcely,  for  any  consideration,  be  induced  to  take  up  his 
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residence  here.  A  Northern  man  inverts  these  facts ;  and  would 
with  as  much  difficulty,  be  persuaded  to  continue  in  the  South. 
Nay,  an  inhabitant  of  New-England,  who  has  spent  one  or  two 
years  in  Great-Britain,  feels  exactly  the  same  emotions ;  and  re- 
turns with  as  much  satisfaction,  as  even  Weld  himself,  when  quit- 
ting the  United  States  for  his  native  country.  There  is  some- 
thing so  repectable  in  the  amor  patrice,  that  I  feel  little  disposi- 
tion to  contend  with  a  foreigner  on  this  subject ;  and  can  forget 
many  of  his  prejudices,  while  I  look  at  the  dignity,  scarcely  sepa- 
rable from  this  affection.  Another  set  of  impressions,  early  and 
increasingly  felt  by  these  persons,  is  derived  from  the  absence  of 
their  peculiar  friends.  The  effect  of  this  is  in  some  degree  to 
divest  every  pleasing  object  of  its  brilliancy ;  to  diminish  the 
pleasure,  which  it  might  convey;  and  to  make  every  painful  one 
still  more  painful.  The  unhappiness  which  springs  from  this 
source,  will  awaken  the  sympathy,  and  the  character  of  the  suffer- 
er will  command  the  esteem,  of  every  generous  mind. 

If  these  remarks  are  allowed  to  be  just,  they  will  certainly  go 
far  towards  explaining  a  considerable  part  of  the  errours,  with 
which  your  travellers  in  America  certainly  abound.  Some  others 
are  undoubtedly  attributable  to  personal  character.  The  number 
and  nature,  of  these  are  such,  that,  if  British  travellers  have 
represented  other  countries,  with  as  little  skill,  and  correctness, 
as  they  have  done  ours,  the  world  will  derive  httle  advantage 
from  their  writings*  I  am,  Sir,  yours,  Sic, 
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Modes  of  livin* — Amusements — People  of  New-England  fond  of  acquiring  knowl- 
edge— Happy  effects  of  this  trait  ofrharacter — The  Sabbath  observed  with  sobri- 
ety and  reverence — Marriages — Funerals. 

Dear  Sir, 

The  means  of  comforlablc  living,  are  in  New-England  so  abun- 
dant, and  so  easily  obtained,  as  to  be  within  the  reach  of  every 
man  who  has  health,  industry,  common  honesty,  and  common 
sense.  Labour  commands  such  a  price,  that  every  labourer  of 
this  character  may  earn  from  one  hundred  and  twenty-tive  to  two 
hundred  and  fifty  dollars  a  year.*  Hence  every  one  may  within 
a  moderate  period  purchase  himself  a  farm  of  considerable  ex- 
tent in  the  recent  settlements,  and  a  small  one  in  those  which  are 
older.  Even  those,  who  are  somewhat  below  the  common  level 
in  these  attributes,  may, and  do,  ac(juirc  small  houses,  and  gardens, 
where  they  usually  live  comfortably. 

The  I'ood  of  the  inhabitants  at  large,  even  of  the  poor,  is  prin- 
cipally lle.>-h,  and  tish  ;  one  or  other  of  which  is  eaten  by  a  great- 
er part  of  the  inhabitants  twice  and  three  times  a  day.  A  break- 
fast, in  the  large  towns,  is  chiefly  bread  and  butter;  the  bread  in 
the  cool  season  generally  toasted.  In  the  country  almost  univer- 
-ally  this  is  accompanied  with  smoke-dried  beef,  cheese,  or  some 
species  offish  or  flesh  broiled,  or  otherwise  fitted  to  the  taste  of  the 
family.  So  universal  is  this  custom,  that  a  breakfast  without  such 
an  addition  is  considered  as  scarcely  worth  eating.  At  dinner,  the 
vegetables,  which  I  formerly  mentioned,  continually  succeed  each 
other  in  their  varieties.  Fruits  also,  which  you  will  remember 
are  here  very  numerous  and  various,  as  well  as  very  rich  and  lus- 
cious, are  brought  upon  the  dinner-table,  or  are  eaten  in  other 
part.s  of  the  day,  throughout  most  of  the  year.  Supper,  in  most 
parts  of  the  country,  is  like  the  breakfast;  except  that  it  is  made 
up  partially  of  preserved  fruits,  dilFerent  kinds  of  cake,  pies,  tart*. 
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&c.     The  meats,  used  at  breakfast  and  supper,  are  generally  in- 
tended to  be  dainties. 

Puddings,  formed  of  rice,  flour,  maize,  and  sometimes  of  buck- 
wheat, very  fiequently  constitute  a  part  of  the  dinner. 

Pork,  except  the  hams,  shoulders,  and  cheeks,  is  never  convert- 
ed into  bacon.  I  do  not  know,  that  I  ever  saw  a  flitch  of  bacon, 
cured  in  New-England,  in  my  life.  The  sides  of  the  hog  are 
here  always  pickled ;  and  by  the  New-England  people  are  es- 
teemed much  superiour  to  bacon.  The  pork  of  New-England  is 
fatted  upon  maize ;  a  sweeter  and  richer  food  for  cattle  of  all 
kinds,  than  any  other  ;  is  more  skilfully  cured  ;  and  is,  therefore, 
better  than  that  of  any  other  country.  It  is  also  a  favourite  food 
with'  most  of  the  inhabitants. 

Tea  and  coffee  constitute  a  part  of  the  breakfast,  and  supper, 
of  every  class ;  and  of  almost  every  individual.  The  principal 
drink  of  the  inhabitants  is  cider.  Wine,  which  is  here  very 
cheap,  is  extensively  used:  so  in  the  mild  season  is  punch. 
Porter,  also,  is  drunk  by  fashionable  people;  and  in  small 
quantities,  ale.  In  the  large  towns,  particularly  in  Boston,  din- 
ners are  given  without  number;  but  much  more  unfrequently 
in  the  smaller  onefe.  The  favourite  entertainment  in  them  is  the 
supper.  For  this  there  are  two  potent  reasons.  One  is,  every 
body  is  here  employed  in  business  through  the  day.  The  evening, 
being  the  only  season  of  leisure,  furnishes  the  best  opportunity 
for  that  agreeable  intercourse,  which  is  the  primary  object  of  all 
entertainments.  The  other  is,  the  want  of  a  sufficient  number  of 
servants  to  take  the  burden  of  superintending  the  preparation  of 
dinners  from  the  mistress  of  the  family.  I  have  been  present  at 
a  very  great  multitude  of  entertainments  of  both  kinds ;  and  am 
compelled  to  say,  that  those  of  the  evening  are  much  the  most 
pleasant,  and  rational.  There  is  less  excess,  and  more  leisure  ; 
the  mind  is  more  cheerful ;  and  the  conversation  almost  of  course 
more  sprightly,  interesting,  and  useful. 

The  hours  of  breakfast  vary  in  the  country  from  six  to  eight  in 
the  summer,  and  from  seven  to  nine  in  the  winter:  those  of  dinner 
from  twelve  to  two  :  those  of  supper  from  five  to  eight.     In  the 
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large  towns  all  these  hours  vary  still  more.  The  most  fashiona- 
ble people  breakfast  late  ;  and  dine  from  three  to  four.  The  food 
of  such  people  is  principally  taken  at  a  single  meal.  In  the  sum- 
mer many  of  the*  labouring  people  make  their  principal  meal  at 
supper. 

The  proportion  of  animal  food,  eaten  in  this  country,  is,  I  think, 
excessive. 

At  entertainments,  the  dining-table  is  loaded  with  a  much 
greater  variety  of  dishes  than  good  sense  will  justify.  A  fashion, 
which  it  is  ditlicult  to  resist,  prevails,  in  this  respect,  over  every 
rational  consideration. 

The  quantity  of  ardent  spirits,  consumed  chiefly  by  the  middle 
and  lower  classes  of  people,  is  scandalous  to  its  character,  although 
much  less  in  its  amount  than  that  drunk  by  the  same  number  of 
people  in  Great-Britain. 

The  dress  of  the  inhabitants  is  chiefly  formed  of  the  manufac- 
tures, and  made  up  in  the  fashions,  of  Europe  ;  particularly  of 
Great-Britain. 

The  principal  amusements  of  the  inhabitants  are  visiting,  danc- 
ing, music,  conversation,  walking,  riding,  sailing,  shooting  at  a 
mark,  draughts^,  chess,  and  unhappily  in  some  of  the  larger  towns, 
cards,  and  dramatic  exhibitions.  A  considerable  amusement  is 
also  furnished  in  many  places  by  the  examination,  and  exhibitions, 
of  the  superiour  schools ;  and  a  more  considerable  one,  by  the 
public  exhibitions  of  Colleges. 

Our  countrymen  also  fish,  and  hunt. 

Journeys,  taken  for  pleasure,  arc  very  numerous  ;  and  are  a 
ver)'  favourite  object. 

Boys,  and  young  men,  play  at  foot-ball,  cricket,  quoits,  and  a  I 
many  other  sports  of  an  athletic  cast ;  and  in  the  winter  are  pecul- 
iarly fond  of  skating.  Riding  in  a  sleigh,  or  sledge,  is  also  a  fa- 
vourite diversion  in  New-Kngland. 

People  of  wealth,  and  many  in  moderate  circumstances,  have 
their  children  taught  music  ;  particularly  on  the  piano-forte  ;  and 
many  of  the  young  men  play  on  the  German  flute  ;  violin,  clan 
onct,  <Scc,     Serenading  is  not  unfrequent. 


LETTER  VII.  355 

Visiting,  on  the  plan  of  sociality  and  friendship,  is  here  among 
all  classes  of  people,  especially  among  those  who  are  intelligent, 
and  refined,  a  very  agreeable,  and  very  rational,  source  of  enjoy- 
ment ;  and  is  usually  free  from  the  crowds  and  confusion,  the 
ceremony  and  frivolity,  which  so  often  render  scenes  of  this  na- 
ture wearisome  in  great  cities,  and  force  the  hours,  devoted  to 
them,  to  drag  heavily  :  while 

"  The  heart,  distrusting,  asks  if  this  be  joy." 

Visits  are  here  formed  for  the  purposes  of  interchanging  thought, 
affection,  hospitality,  and  pleasure.  With  far  less  parade,  less 
inconvenience  to  the  family  visited,  and  less  trouble  to  the  visit- 
ors, they  are  fraught  with  more  cordiality,  more  good  sense,  more 
sprightliness,  and  incomparably  more  pleasure.  The  themes  of 
conversation  are  of  a  superiour  class ;  the  affections,  and  senti- 
ments, are  set  upon  a  higher  key ;  and  the  company  part,  not 
with  eagerness,  but  with  regret. 

Reading  also  is  a  favourite  employment  with  persons  in  almost 
all  conditions  of  life.  A  considerable  collection  of  books  through- 
out a  great  part  of  this  country,  is  furnished  to  the  inhabitants  by 
the  social  libraries,  heretofore  mentioned.  Private  libraries  are 
undoubtedly  much  more  limited  than  in  Great-Britain.  Many  of 
them  are,  however,  sufficient  collections  to  extend  much  useful 
information,  and  to  supply  not  a  small  fund  of  pleasure  to  theirpro- 
prietors  and  others.  By  these  means  a  great  number  of  persons 
are  enabled  to  read  as  extensively  as  their  other  avocations  will 
permit;  and  all,  who  love  reading,  will  find,  or  make,  opportuni- 
ties for  pursuing  it,  which  in  the  aggregate,  will  constitute  a  con- 
siderable, as  well  as  valuable  and  delightful,  part  of  their  lives. 
Accordingly  this  employment  is  pursued  by  men,  and  women,  in 
almost  every  sphere  of  life.*' 

*  The  reading  of  Newspapers  in  this  country  is  undoubtedly  excessive  ;  as  is  also 
the  number  of  such  papers  annually  published.  Yet  it  cannot  be  denied  that  news- 
papers, conducted  with  moderation,  integrity,  and  skill,  are  capable  of  being  use- 
ful to  a  community ;  or  that  the  reading  of  them  to  some  extent  is  a  pleasant,,  ra- 
tional, and  profitable  employment.  Several  newspapers  in  this  country  are  con- 
ducted by  men  of  education  and  talents. 
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Wc  arc  often  censured  for  diflusing  a  smattering  of  learning, 
and  science,  throughout  a  great  part  of  the  community,  as  well  as 
for  not  communicating  them  in  higher  degrees  to  persons  liberal- 
ly educated.  Is  this  censure  just  ?  Is  it  a  misfortune  to  any  man 
to  have  his  capacity  enlarged  beyond  that  of  a  mere  peasant  ?  Is 
it  undesirable,  that  men  in  plain  life  should  be  enabled  to  think  ra- 

Thc  following^  account  of  Gazettes  formerly  published  in  the  British  Colonies,  for 
■which  I  am  indebted  to  Uie  researches  of  Rev.  Dr.  Stiles,  President  of  Yale  College, 
cannot  fail  of  g^ratilying  the  reader. 

There  were  printed  in  1765  in  the  Britisli  Colonies 

Quebec  Gazette         -         -         Rrown  &  Gilman,  Auj.  22,  No.  62. 

Halifax  Gazette 

New-Hampshire  Gazette     -         Daniel  and  Robert  P'owl,  Sept.  23,  No.  460. 

Portsmoutli  Mercury  -        -        &  Russell,  Sept 27,  No.  36. 

Boston  Gazette   -         -        -        Ldes  i:  Gill,  Sept.  30,  No.  54C. 

Evening^  Post      -         -         -         T.  &  Jno.  Fleet,  Sept.  30,  No.  1568. 

Massachusetts  Gazette        -         Richard  Draper,  Au«^.  15,  No.  3208. 

Boston  Postboy  -         -         -         Green  &  Russell,  Aug.  5,  No.  406. 

Newport  Mercury       -         -         Samuel  Hall. 

Providence  Gazette     -        -        Goddard,  dropt  in  Aug. 

New-London  Gazette  -        -        Timo.  Green,  Sept.  27,  No.  98. 

Connecticut  Gazette,  at  New-Haven,  B.  Mecom,  Sept.  27,  No.  483. 

Connecticut  Courant,      Hartford,  T.  Green,  Sept.  30,  No.  45. 

New- York  Gazette     -        -        Juo.  Hall,  Sept.  26,  No.  1186. 
do.        Mercury    -         -         Hugh  Gaine,  Sept.  30,  No.  7^7. 

Wryman's  N.  Y.  Gazette     -         W.  Weyman,  Nov.  25,  No.  343. 

Pennsylvania  Gazette  -       -         B.  Franklin  &  D.  Hall,  Sept.  26,  No.  1918. 

Pennsylvania  Journal  -        -        William  Bradford,  Sept.  26,  No.  1190. 

Maryland  Gazette,  Annapolis,  Jonas  Green  &  Wm.  Rind,  Sept.  19,  No.  1063. 

\irgiuia        do.        Williamsburgh,  Alex.  Purdy,  March  7,  No.  772. 

N.  Carolina  Gazette, Wilmington,  Andrew  Stuart,  April  9,  No.  78. 

S.Carolina     do.         -         -         Peter  Timothy,  Oct.  31.  No.  1607, 

S.  Carolina  and  American  Gazette,  Robert  Wells,  Oct.  31,  No.  364. 

Georgia  Gazette,  Savannah,  James  Johnston,  No.  149. 

S,  Carolina  Gazette  and  Country  Journal,  Charles  Crouch,  Dec.  17,  No.  1, 

\irginia  Gazette,  Aug.  1,  No.  12. 
For  the  firj't  eighty  years  after  the  British  Colonies  began  to  be  settled,  there  were 
no  new.Hpapers  printed  in  any  of  Uiem.  The  fir>t  was  the  Massachusetts  Gazette, 
originally  Uie  Boston  Weekly  News-Letter,  which  was  published  in  1704.  There 
were  only  seven  publii^liod  before  1750.  In  1765  there  were  twenty-six  on  the  Coo- 
lineut,  and  five  in  the  West-India  Islands. 

These  were  tlic  Jamaica,  Barbadoe?,  St.  Christopher,  Antigua  and  Grenada  Ga 
zettcs. 
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^ionally,  and  soundly,  concerning  religion  ;  morals ;  the  general 
concerns  of  their  country ;  the  affairs  of  the  town,  and  parish,  in 
which  they  reside  ;  the  personal  and  social  duties  ;  and  the  busi- 
ness, which  they  are  to  pursue  ?  Is  it  undesirable  even  to  spread 
their  views  beyond  the  limits  of  their  country,  and  the  age  in 
which  they  live  ?  Can  the  impropriety  be  pointed  out  of  instruct- 
ing such  persons,  to  some  extent,  in  geography,  or  history  ?  Can 
there  be  any  disadvantage  in  teaching  persons  to  generalize  their 

BeguQ. 

The  Massachusetts  Gazette 1704 

New-England  Courant     --, 1721 

Pennsylvania  Gazette       -.-.--..        1728 

South-Carolina  Gazette 1734 

Boston  Evening  Post         ___-----         1735 

New- York  Gazette 1742 

Pennsylvania  Journal        ..------         1742 

Maryland  Gazette    ---------         1745 

New- York  Mercury 1751 

Boston  Gazette 1755 

Connecticut  Gazette         --_--_-*.         1755 
Portsmouth  Mercury         ----.---         1765 

Boston  Post-Boy.       -        -        - 1757 

About  seventeen  or  eighteen  years  since,  I  collected  with  some  pains-taking  a 
list  of  the  several  newspapers  published  in  this  country.    There  were  at  that  time  in 
Vermont    -----------6 

New-Hampshire         -        -        -        -        -        -        -        -        -11 

Maine 3 

Massachusetts    ----------19 

Rhode-Island      -. 3 

Connecticut       ----------13 

In  New-England  —55 

New-York 21 

New-Jersey    ----------  5 

Pennsylvania  ------'--.  14 

Delaware       ----------      -i 

Maryland ------7 

Virginia         .--------,-6 

North-Carolina 5 

South-Carolina --,-.3 

Georgia         ------ 1 

Kentucky       -----------i 

Tennessee      -----------i 

Total    120 
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thoughts ;  to  combine  facts,  and  principles  ;  and  to  reason  from 
those,  which  they  already  know,  to  those,  which  from  time  to 
time  become  objects  of  their  investigation,  and  are  governed  by 
the  same,  or  kindred,  analogies  ?  Can  it  be  undesirable,  that  any 
classes  of  mankind,  who  are  destined  to  pass  through  old  age  ;  a 
season  at  the  best  sufficiently  destitute  of  comforts  ;  should  ac- 
quire the  means  which  reading,  and  the  rational  conversation  fur- 
nished by  it,  supply  to  man,  of  cheering  the  hours  of  declining  life, 
and  gilding  the  otherwise  m<'lancholy  evening  of  their  days,  with 
serenity  and  sunshine  ?  Can  it  be  proper,  that  those,  who  are  to 
be  parents,  should  be  precluded  from  the  power  of  giving  ration- 
al instruction  to  their  children  ? 

Were  this  censure  uttered  by  a  vain,  pert  stripling,  who,  hav- 
ing acquired  a  little  knowledge,  felt  impatient  at  the  thought  of 
seeing  others  become  his  rivals  ;  it  certainly  ought  to  excite  no 
surprize,  nor  resentment.  From  men,  sufficiently  informed  to 
understand  the  value  of  knowledge,  and  to  discern  both  the  use- 
fulness, and  the  pleasure  of  which,  it  is  the  natural  source,  it 
comes  with  a  very  ill  grace  ;  and  the  contempt,  with  which  it  is 
expressed,  recoils  deservedly,  and  irresistibly,  upon  its  authors. 

1  know  it  will  be  said,  that  when  persons  in  humble  life  be- 
come possessed  of  the  information,  here  referred  to,  they  are  apt 
to  rise  above  their  proper  station,  and  business.  The  peasant 
will  no  longer  be  contented  to  be  a  peasant ;  and  the  labourer 
will  leave  his  daily  task,  not  from  indolence,  but  from  pride. 
Whatever  truth,  or  force,  this  observation  may  derive  from  the 
fctate  of  society  in  Europe,  it  is  here  destitute  of  force,  and  al- 
most of  meaning.  We  have  no  peasants  ;  unless  that  name  is  to 
be  applied  to  a  number  of  labourers,  very  small,  and  those  chief- 
ly resident  in  our  cities.  No  man  here  begins  life  with  the  ex- 
pectation of  being  a  mere  labourer.  All  intend  to  possess,  and 
almost  all  actually  possess,  a  comfortable  degree  of  property,  and 
independence.  The  ascent  to  better  circumstances,  and  higher 
stations,  is  always  open ;  and  there  are  very  few,  who  do  not  at- 
tempt to  rise.  He,  who  is  discontented  with  his  present  condi- 
tion, is  at  perfect  liberty  to   quit  it  for  another,  more   agreeable 
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to  his  wishes;  and  a  great  multitude  actually  quit  their  original 
poverty  and  insignificance,  for  wealth  and  reputation.  No  disad- 
vantages result  to  the  connmunity  from  this  source  ;  the  benefits, 
derived  from  it,  are  very  numerous,  and  every  where  visible. 

It  is  further  said,  that  such  a  diffusion  of  knowledge  over  the 
community  creates  discontentment ;  an  inclination  to  meddle 
with  politics ;  the  fretfulness,  and  turmoil,  awakened  by  petty 
ambition  ;  and  ultimately  a  disturbance  of  the  peace  of  society. 
It  has  always  been  the  ardent  wish  of  the  great  to  keep  the  small 
quiet  by  such  means,  as  were  in  their  power  :  and  nothing  is 
more  obvious,  than  that  ignorance  is  one  of  the  most  effectual 
preventives  of  that  uneasiness  in  the  subordinate  classes  of  men, 
which  at  times  have  threatened  the  existence  of  social  order.  It 
is  not,  therefore,  to  be  wondered  at,  that  the  superiour  ranks 
should  have  looked  on  the  mental  improvement  of  their  inferiors 
with  an  eye  of  jealousy  ;  and,  although  ashamed  to  commend  ig- 
norance in  the  abstract,  or  in  Protestant  countries  to  pronounce 
it  the  mother  of  devotion,  that  they  should  still  contemplate  it 
with  not  a  little  degree  of  complacency. 

That  Jealousy  is  blind,  is  an  adage.  In  New-England  no  part 
of  the  fears,  which  give  birth  to  this  objection,  has  been#ealized. 
That  diffusion  of  knowledge  can  be  fraught  with  no  inherent  dan- 
ger, which  for  near  two  hundred  years  has  produced  none.  There 
is  not,  there  never  was,  a  more  quiet,  or  more  orderly  state  of  so- 
ciety than  that,  which  has  existed  in  Connecticut  from  the  begin- 
ning, and  in  all  the  old  settlements  of  New-England,  with  too  few 
exceptions  to  deserve  notice.  Against  this  proof  from  experi- 
ence, the  conjectures  of  the  most  learned  men  on  the  other  side 
of  the  Atlantic,  will  to  a  New-Englander,  be  urged  in  vain. 
The  Magistrate  in  the  mean  time  will  here  see  his  official  duty 
stripped  of  half  its  incumbrances ;  and  peace  established  around 
him  by  the  good  sense,  and  good  principles,  of  those  whom  he 
governs.  The  Minister  will  behold  his  church  and  congregation, 
ordinarily  settled  upon  firmer  foundations,  and  yielding  less  to 
every  wind  of  doctrine,  than  in  most  other  countries.  The  neigh- 
bourhood, also  will  be  rendered  social,  and  pleasant ;  and  life 
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pass  on  with  more  peace,  and  comfort,  tlian  were  ever  yielded 
by  ignorance  in  any  of  its  u;radations. 

To  the  individuals,  who  are  thus  enhphtened  ;  enhghtened,  I 
mean,  when  compared  with  those  of  other  countries  in  the  same 
circumstances;  the  advantages  are  often  incalculable.  A  New- 
Englander  imbibes  from  this  education  an  universal  habit  of  com- 
bining the  objects  of  thought,  and  comparing  them  in  such  a  man- 
ner, as  to  generalize  his  views  with  no  small  degree  of  that  read- 
iness, and  skill,  which  in  many  countries  are  considered  as  pecul- 
iar to  a  scientitical  education.  Hence  he  often  discerns  means 
of  business,  and  profit,  which  elsewhere  are  chiefly  concealed 
from  men  of  the  same  class.  Hence,  when  prevented  from  pur- 
suing one  kind  of  business,  or  unfortunate  in  it,  he  easily,  and  in 
very  many  instances  successfully,  commences  another.  Hence 
he  avails  himself  of  occurrences  which  are  unregarded  by  most 
other  men. 

From  this  source  have  been  derived  many  original  machines 
for  abridging  human  labour,  and  improvin^^  Jts  results  ;  not  a 
small  number  of  which  have  been  invented  by  persons,  who  had 
received  no  education,  except  that,  which  has  excited  these  ob- 
servation. A  house-joiner  in  Massachusetts,  if  I  have  been  cor- 
rectly informed,  has  invented  a  stocking  loom,  elsewhere  men- 
tioned, which  weaves  six  stockings  a  day.  Universally,  our  peo- 
ple are  by  this  degree  of  education  fitted  to  make  the  best  of  their 
circumstances,  both  at  home-  and  abroad  ;  to  find  subsistence 
where  others  would  fail  of  it;  to  advance  in  their  property,  and 
their  influence,  where  others  would  stand  still  ;  and  to  extricate 
themselves  from  diflicultics,  where  others  would  despond.  Uni- 
versally also,  they  teach  their  children  more,  and  better  things, 
than  persons  of  less  information  teach  theirs  ;  and  are  regularly 
induced  to  give  them,  if  possible,  a  better  education  than  them- 
selves have  received. 

In  a  war  on  the  land,  and  on  the  water,  the  Ncw-Englanders, 
with  the  same  discipline,  and  experience,  will  be  found  more  ex- 
pert, both  as  soldiers  and  seamen,  than  the  inhabitants  of  most 
other  countries. 
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1  will  conclude  this  letter  with  a  few  observations  concerning 
two  or  three  other  subjects  intimately  connected  with  the  man- 
ners of  this  country. 

The  Sabbath  is  observed  in  New-England  with  a  greater  de- 
gree of  sobriety,  and  strictness,  than  in  any  other  part  of  the 
world.  As  we  have  been  very  often  severely  censured  on  this 
very  account ;  the  truth  of  the  observation  may  of  course  be  ad- 
mitted. Public  worship  is  regularly  attended  twice  every  Sabbath 
by  a  very  great  part  of  our  people  ;  and  is  every  where  attended 
with  decorum  and  reverence.  Our  laws  in  Massachusetts,  and 
Connecticut,  forbid  travelling  upon  the  Sabbath  :  the  whole  day 
being  here  considered  as  sequestered  by  God  to  himself,  and 
consecrated  to  the  duties  of  religion.  Some  of  your  countrymen, 
and  a  not  small  number  of  ours,  regard  this  prohibition  as  an  un- 
warrantable encroachment  on  personal  rights  ;  and  complain  of 
the  laws  with  not  a  little  bitterness.  We  without  hesitation  pro- 
nounce them  to  be  right ;  founded  on  the  law  of  God  ;  and  ne- 
cessary to  the  preservation,  as  well  to  the  peaceful  enjoyment,  of 
that  all  important  institution.  Some  of  your  divines  teach  us, 
that  the  New  Testament  has  relaxed  the  severity  of  the  law 
which  prescribed  the  manner  of  observing  the  Sabbath  to  the 
Jewish  nation.  That  the  municipal  law,  which  punished  a  Jew- 
ish Sabbath  breaker,  is  not  obligatory  upon  the  Gentiles  any  more 
than  the  rest  of  that  code,  in  which  it  is  found,  is  without  a  ques- 
tion sufficiently  taught  in  the  New  Testament,  but  in  what  place, 
in  this  volume,  the  fourth  command  is  at  all  relaxed,  or  the  pre- 
scription which  discloses  the  duties  of  the  Sabbath  in  the  58th 
chapter  of  Isaiah,  I  am  yet  to  learn.  If  these  gentlemen  would 
distinctly  point  us  to  the  passages  of  the  New  Testament,  in 
which  we  are  released  from  the  duty  of  turning  azvay  our  foot 
from  doing  our  own  pleasure  on  this  holy  day  ;  and  are  permitted 
to  do  our  own  ways,  to  find  our  own  pleasure,  and  to  speak  our 
own  zvords  ;  instead  of  esteeming  the  Sabbath  a  delight,  and  the  ho- 
ly of  the  Lord  honourable  ;  they  certainly  would  throw  new  light 
on  the  subject,  and  rescue  many  individuals  from  the  reproaches 
of  a  wounded  conscience.     By  the  Christians  of  this  country  the 
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strict  observation  of  the  Sabbath  is  cstoeiiuHl  a  privilege,  and  not 
a  burden  ;  and  to  be  released  trom  it,  a  diminution,  not  an  in- 
crease of  the  blessings,  given  to  the  Jewish  Church.  Until  this 
is  done,  we  shall  continue  to  believe,  that  the  Sabbath  is  to  be 
kept  holy  unto  the  end. 

Vou  will  not  question,  thai  every  government  is  bound  to  se- 
cure the  religious  privileges  of  its  subjects  ;  and  that  every  Chris- 
tian Government  is,  of  course,  under  obligations  to  secure  to  its 
subjects  the  undisturbed  enjoyment  of  the  Sabbath.  Wherever 
travelling  is  permitted,  this  becomes  impossible.  Our  churches 
stand  almost  universally,  as  do  most  of  our  private  dwellings,  upon 
the  public  roads.  Every  traveller,  therefore,  disturbs  both  the 
public  and  private  duties  of  the  Sabbath. 

As  to  the  plea,  that  the  prohibition  of  travelling,  or  amuse- 
ments, is  an  intrusion  upon  the  rights  of  strangers,  1  regard  it  as 
contemptible.  All  strangers  of  common  sense,  and  common  de- 
cency feel  themselves  bound  quietly  to  submit  to  the  laws  of  any 
country,  in  which  they  are,  so  long  as  it  gives  them  protection  : 
and  shall  it  be  said,  that  a  traveller  is  under  obligations  to  obey 
the  laws  of  Turkey,  Arabia,  Cochin-China,  and  even  of  CafTraria, 
while  he  resides  in  those  countries,  and  not  be  under  the  same 
obligation  quietly  to  submit  to  those  of  Massachusetts,  or  Con- 
necticut? Strangers  have  no  right  to  prescribe  ;  it  is  their  business 
quietly  to  obey. 

Marriages  were  formerly  festivals  of  considerable  significance 
in  this  country.  It  was  customary  to  invite  even  the  remote  re- 
lations of  the  parties,  all  their  particular  friends,  and  a  great 
number  of  their  neighbours.  A  dinner  was  made,  in  form,  by 
the  parents  of  the  bride  for  the  bridegroom  and  a  numerous  suite. 
The  marriage  was  celebrated  in  the  evening.  Cake  and  wine 
were  plentifully  distributed  among  the  guests  ;  and  the  festivity 
was  concluded  with  dancing.  At  the  present  time  the  guests  are 
usually,  very  few. 

Justices  of  the  Peace  are  throughout  New-England  authorized 
to  marry,  but  are  rarely,  if  ever,  employed  to  perform  this  ser- 
vice, when  a  clergyman  can  be  obtained.     As  it  is  every  where 
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believed  to  be  a  Divine  institution  ;  it  is  considered  as  involved, 
of  course,  within  the  duties  of  the  sacred  office.  An  absolute 
decency  is  observed  during  the  celebration. 

At  the  Funerals  in  New-England,  the  friends  and  neighbours 
attend,  of  course.  When  the  assembly  is  gathered  by  the  ring- 
ing of  the  parish  bell,  a  prayer  is  made  at  the  house,  in  which  the 
deceased  lived,  by  the  clergyman,  and  is  always  adapted  to  the 
occasion.  The  corpse  is  then  conveyed  to  the  grave  either  up- 
on a  hearse,  or  upon  men's  shoulders.  In  the  latter  case,  the 
young  men  of  the  town  always  voluntarily  offer  their  services  in 
sufficient  numbers.  A  solemn  procession  accompanies  it,  and  to 
a  great  extent  it  is  attended  by  pall-bearers.  After  the  corpse  is 
committed  to  the  grave,  in  many  places  a  solemn  address  is  made 
by  the  Clergyman  to  the  assembly,  and  the  thanks  of  the  surviv« 
ing  family  are  returned  to  those,  who  are  present,  for  their  at- 
tendance ;  and  in  cases,  where  the  disease  has  been  of  long  con- 
tinuance, to  such  as  have  exhibited  kindnesses  to  the  sick,  and 
mourning  family.  Sometimes  the  procession  is  formed  anew, 
and  accompanies  the  mourners  to  their  habitation  ;  but  mor«  fre- 
quently the  company  disperses.  In  either  case  an  entire  deco- 
rum is  preserved*  I  am,  Sir,  yours,  &c. 
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LETTER  I. 

• 

History  of  Religion  in  New-England  from  the  year  1755— Effects  of  the  French  and 
Revolutionary  wars — Evils  arising  from  the  introduction  of  Foreigners  into  the 
Country. 

Dear  Sir  J 

The  actual  state  of  religion  in  any  country,  must,  of  course, 
be  an  interesting  object  of  investigation  to  every  sober  and  intel- 
ligent man.  To  give  you  a  correct  view  of  this  subject  so  far  as 
New-England  is  concerned,  it  will  be  necessary  for  me  to  go 
back  to  the  war,  which  commenced  in  1755,  and  terminated  in 
1763.  Antecedently  to  the  first  of  these  periods,  all  the  changes 
in  the  religious  state  of  this  country  were  such,  as  left  the  princi- 
ples of  its  inhabitants  essentially  the  same.  They  were  not  chan- 
ges of  the  commanding  character,  but  shades  of  that  character  ; 
through  which  it  varied  towards  greater  or  less  degrees  of  purity. 
From  the  first  settlement  of  the  country  to  the  commencement  of 
that  war,  the  same  reverence  for  God,  the  same  justice,  truth, 
and  benevolence,  the  same  opposition  to  inordinate  indulgencies 
of  passion  and  appetite,  prevailed  without  any  material  excep- 
tions. An  universal  veneration  for  the  Sabbath,  a  sacred  respect 
for  Government,  an  undoubting  belief  in  divine  Revelation,  and 
an  unconditional  acknowledgment,  and  performance,  of  the  com- 
mon social  duties,  constituted  every  where,  a  prominent  char- 
acter. I  have  said  that  the  exceptions  were  not  material.  It  is 
not  intended  that  the  whole  number  was  inconsiderable  ;  nor 
that  vice  was  not  found  in  various,  and  sometimes  very  painful, 
degrees.  Still,  vicious  men  constituted  a  very  small  part  of  the 
Society  ;  were  insignificant  in  their  character ;  and  independently 
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ot'the  power  of  example,  had  little  or  no  influence  on  the  com- 
munity at  large.  They  were  objects  of  odium  and  contempt,  ol 
censure  and  punishment ;  not  the  elements  of  a  party,  nor  the 
lire-brands  of  turmoil  and  confusion. 

During  this  war,  foreigners,  for  the  first  time,  mingled  exten- 
sively with  the  inhabitants  of  New-England.  The  Colonial  ofti- 
cers  and  soldiers,  whose  principles  had  in  many  instances  been 
imperfectly  formed,  and  whose  ardent  dispositions  qualified  them 
to  decide  rather  than  to  reason,  to  act  rather  than  to  think,  easi- 
ly imbibed  in  an  army,  composed  of  those,  whom  they  were  taught 
to  regard  as  their  superiours,  loose  doctrines  and,  licentious  prac- 
tices. In  that  army  there  were  many  Infidels.  In  spite  of  their 
professions  to  the  contrary,  all  infidels  earnestly  wish  to  make 
proselytes.  To  these  men  a  fair  field  was  now  opened  for  the 
accomplishment  of  this  purpose.  Most  of  their  American  com- 
panions had  never  heard  the  divine  origin  of  the  Scriptures  ques- 
tioned, and  their  minds  were,  of  course,  unprovided  with  answers 
even  to  the  most  common  objections.  To  such  objections,  as 
were  actually  made,  was  added  the  force  of  authority.  The 
British  officers  came  from  the  Mother  country  :  a  phrase  of  high 
import,  until  after  the  commencement  of  the  Revolution.  They 
came,  also,  from  a  country  renowned  for  arts  and  arms,  and 
regarded  by  the  people  of  New-England  as  the  birth-place  of 
science  and  wisdom.  These  gentlemen  were  at  the  same  time 
possessed  of  engaging  manners  ;  and  practiced  all  those  genteel 
vices,  which,  when  recommended  by  such  manners,  generally 
fascinate  young  men  of  gay,  ambitious  minds  ;  and  are  naturally 
considered  as  conferring  an  enviable  distinction  on  those,  who 
adopt  them.  Many  of  the  Americans  were  far  from  being  dull 
proficients  in  this  school.  The  vices,  they  loved;  and  soon  found 
the  principles  necessary  to  quiet  their  consciences. 

When  they  returned  home,  they  had  drunk  too  deeply  of  the 
cup,  to  exchange  their  new  principles,  and  practices  for  the  so- 
ber doctrines,  and  lives,  of  their  countrymen.  The  means,  which 
had  been  pursued  to  corrupt  them^  they  now  employed  to  corrupt 
others.     From  this  prima  mali  labes,  the  contagion  spread,  not  in- 
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deed  through  very  groat  multitudes,  but  in  little  circles,  surround- 
ing the  individuals,  oiginally  intected.  As  these  amounted  to  a 
considerable  number,  and  lived  in  a  general  dispersion  through 
the  country  ;  most  parts  of  it  shared  in  the  malady. 

About  the  year  1737,  a  very  extensive  and  happy  Revival  of 
Religion  prevailed  in  almost  all  parts  of  New-England.  At  this 
time,  a  vast  multitude  of  persons  united  themselves  to  the  chris- 
tian church  ;  and,  with  few  exceptions,  testified  through  life,  by 
their  evangelical  conduct  the  genuineness  of  their  profession. 
The  influence  of  this  body  of  men,  many  of  whom  survived  for  a 
long  time  the  peace 'of  1763,  retarded  essentially  the  progress  of 
the  evil.  All  vicious  men  felt  that  religion  must  be  regarded 
with  reverence,  and  life  conducted  with  a  good  degree  of  moral 
decency.  Still,  a  relaxation  of  morals,  and  a  looser  adhesion  to 
principles,  was  unhappily  discernable. 

During  the  six  years,  which  preceded  the  Revolutionary  war 
in  America,  religion  experienced  no  very  material  change  ;  and 
it  may  be  doubled  whether  it  gained  or  lost  ground.  But  in  the 
progress  of  this  war  it  suffered  far  more  than  in  that  of  1755. 
All  the  evils,  whi<  h  flowed  from  the  former  were  multiplied 
in  the  latter.  The  foreigners  with  whom  they  had  intercourse, 
were  not  so  numerous,  perhaps,  as  in  the  war  of  1755  ;  but  ma- 
ny of  them  were  of  far  more  dissolute  characters.  They  were 
Frenchmen;  disciples  of  Voltaire,  Rousseau,  D'Alembert,  and 
Diderot  ;  men,  holding  that  loose  and  undefined  Atheism, 
which  neither  believes,  nor  disbelieves  the  existence  of  a  God, 
and  is  perfectly  indifferent  whether  he  exists  or  not.  Between 
French  and  English  Infidelity,  there  has  generally  been  a  plain, 
marked  distinction.  The  English  Infidel  has  commonly  exhibit- 
ed, in  appearance  at  least,  some  degree  of  reverence  for  the  Cre- 
ator. The  French  Infidel  has  only  despised  him.  The  English- 
man has  usually  admitted,  that  there  may  be  an  existence  hereaf- 
ter, and  that  men  may  be  rewarded  beyond  the  grave.  The 
PVcnchman  knows  a  priori^  that  there  is  nothing  beyond  the 
grave.  The  Englishman,  usually  admits  the  distinction  between 
right  and  wrong  ;  and  acknowledges  that  men  are  under  some  ob- 
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ligation  to  do  that  which  is  right,  and  to  abstain  from  that  which 
is  wrong.  The  Frenchnnan,  when  you  express  your  behef  of 
these  doctrines,  looks  at  you  with  a  stare,  made  up  of  pity,  sur- 
prise, and  contempt,  as  an  ignorant  rustic,  entering  for  the  first 
time,  or  not  having  entered  at  all,  the  world's  great  metropolis  of 
science  and  improvement ;  and,  having  himself  been  born,  and 
educated  a  citizen,  pities  you  for  your  weakness  ;  is  astonished  at 
your  ignorance  :  and  is  irresistibly  compelled  to  despise  the 
clownishness  of  your  moral  sentiments.  The  Englishman  will 
rarely  deny,  that  he  may  be  an  accountable  being.  The  French- 
man knows  intuitively,  if  not  instinctively,  that  God  exercises  no 
moral  government  over  man  ;  that  moral  obligation  is  a  chimera  ; 
that  animal  pleasure  is  the  only  good  ;  and  that  man  is  merely  a 
brute  upon  two  legs.  The  Englishman  usually  acknowledges  the 
question  to  be  still  in  debate  ;  and  feels  that  you  have  a  right  to 
demand  proof  of  the  soundness  of  his  doctrines.  The  French- 
man, a  very  Trophonius,  never  mistrusts  that  any  character  be- 
longs to  him,  but  that  of  "  Sir  Oracle  ;"  and  takes  it  for  granted, 
that,  if  you  have  either  sense  or  civility,  you  will  receive  his  opin- 
ions with  a  confidence,  more  implicit  than  he  would  yield  to  his 
Maker.  In  a  word,  right  in  his  view,  is  the  same  with  conven- 
ience, and  wrong,  the  same  with  inconvenience,  to  himself  or  to 
France  :  and  to  this  opinion  he  expects  you  to  subscribe.* 

You  will  wonder,  that  New-England  men  could  imbibe  these, 
or  any  other  opinions,  from  men  of  such  a  character.  These 
opinions  they  did  not  indeed  imbibe  :  but  they  received  others, 

*  The  reader  will  please  to  remember,  that  the  Frenchmen  here  spoken  of,  were 
disciples  of  Voltaire  and  his  coadjutors.  Many  of  a  very  different  character  came 
to  the  United  States  after  the  American  Revolution  commenced,  and  many  more  in 
consequence  of  the  French  Revolution.  These  were  catholics ;  men  of  fair  minds 
and  respectable  characters.  Those,  who  were  followers  of  Voltaire,  were,  exten- 
sively, at  least,  just  such  as  are  here  described;  possessed  of  the  same  self-sufficien- 
cy, the  same  hatred  to  Christianity,  the  same  contempt  of  the  Bible,  the  same  hostil- 
ity against  their  Maker.  To  speak  of  such  men  truly,  is  to  speak  of  them  severely ; 
that  is,  in  the  manner  which  will  often  be  styled  severe. 

The  Frenchmen,  whom  I  have  found  deserving  of  esteem  and  respect,  have  been 
catholics  and  royalist?. 
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less  gross,  but  of  the  same  cjeneral  nature  ;  and,  althous^h  not  cor- 
rupted with  a  hopeless  putridity,  exhibited  unequivocal  proofs  of 
disease,  and  decay. 

Many  of  these  foreigners,  you  will  remember,  were  men  of  pol- 
ished manner*,  improved  minds,  and  superiour  address.  They 
had  been  long  accustomed  lo  the  business  of  making  proselytes; 
were  skilled  in  tfie  various  weaknesses  of  man  ;  knew  every  av- 
enue to  the  heart:  and  understood  perfectly  all  the  subtle,  and 
unsuspicious  means  of  persuasion.  They  perfectly  knew  how  to 
insinuate  the  grossest  sentiments  in  a  delicate  and  inoffensive 
manner;  to  put  ai'guments  to  flight  with  a  sneer;  to  stifle  con- 
science with  a  smile  ;  and  to  overhear  investigation  by  confront- 
ing it  with  the  voice,  and  authority  of  the  great  world.  At  the 
Fame  time  they  were  the  friends,  and  aids,  of  the  American  cause 
— nos  tres  chers  et  ires  grands  Amis,  et  Allies,  FVom  persons  of 
this  character  who  could  suspect  any  thing  but  good  ? 

The  men,  on  whom  they  were  to  operate,  had  in  many  instan- 
ces been  educated  in  morals  and  religion  with  much  less  care, 
and  strictness,  than  those  who  had  acted  in  the  former  war.  A 
tensidcrable  number  of  them  were  young;  little  acquainted  with 
the  doctrines  of  Christianity  ;  and  still  less  with  the  evidences  of 
Revelation.  Whenever  the  Scriptures  were  assailed,  therefore, 
they  were  utterly  unprovided  with  means  of  resistance. 

To  these  evils  was  added  another  of  a  similar  nature.  Multi- 
tudes of  their  countr}men,  from  other  Colonies,  were  united  with 
them  in  military  life.  These  were  often  ingenious,  polished, 
sprightly,  and  facetious.  AVith  thr  arguments  on  either  side  of 
the  question  they  were,  indeed,  very  little  acquainted.  So  were 
those,  on  whom  they  were  to  make  impressions.  Uninterested 
lo  inquire,  and  impatient  of  research,  they  were  prepared  to  re- 
ceive licentious  doctrines,  because  they  loved  them.  Tlie  heart 
liere  sat  as  judge  ;  and  decided  the  cause  without  summojiing  the 
head  to  its  assistance,  even  as  a  witness. 

Those,  who  remained  at  home,  possessed  in  many  instances  the 
^ame  character;  and  although  not  sent  to  the  same  school  for 
moral  improvement,  were  yet  sutiiciently  susceptible  readily  to 
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receive  from  the  scholars  whatever  they  had  gained  from  their 
instructors. 

To  aid  the  work  of  ruin,  the  paper  currency  of  the  country 
operated  in  the  most  powerful,  and  mahgnant  manner.  At  the 
first  effusion  of  this  evil  upon  the  community,  every  sordid  pas- 
sion of  man  was  stimulated  to  the  most  vigorous  exertion.  Wealth, 
for  such  it  seemed  to  the  fancy,  was  acquired  with  an  ease,  and 
rapidity,  which  astonished  the  possessor.  The  price  of  labour, 
and  of  every  vendible  commodity,  rose  in  a  moment  to  a  height 
unexampled.  Avarice,  ambition,  and  luxury,  saw  their  wishes 
anticipated  ;  and  began  to  grasp  at  objects  of  which  they  had  not 
before  even  dreamed.  Sudden  wealth  rarely  fails  of  becoming 
sudden  ruin :  and  most  of  those  who  acquire  it,  are  soon  beggar- 
ed in  morals,  if  not  in  property. 

At  the  end  of  two  years,  this  currency,  in  consequence  of  enor- 
mous emissions,  began  sensibly  to  depreciate  ;  and  the  deprecia* 
tion  became  a  new  source  of  degeneracy.  The  want  of  an  estab- 
lished standard  of  estimation,  by  which  the  value  of  commodities 
may  be  ascertained,  the  price  of  labour  regulated,  and  bargains 
equitably  adjusted,  is  a  greater  evil  than  any  man,  who  has  not 
been  a  witness  of  its  consequences,  can  be  induced  to  believe. 
A  general  perplexity  at  once  clouded  all  human  dealings  ;  and  it 
soon  became  impossible  for  upright  men  to  determine  whether 
their  bargains  were  honest,  or  oppressive.  After  a  short  period 
every  case  of  this  nature  was  determined,  not  by  a  general  rule, 
but  by  what  the  parties  thought  its  own  merits  ;  and  to  these  ava- 
rice lent  its  uniform  bias.  Within  three  years  from  the  com- 
mencement of  this  evil,  the  currency  sunk  so  low,  as  to  be  refu- 
sed in  exchange  for  the  necessaries  of  life  :  and,  notwithstanding 
the  abundance  of  provisions  in  this  country,  those,  who  could  of- 
fer nothing  else,  were  frequently  reduced  to  very  serious  difficul- 
ties. Barter  became  extensively,  the  established  mode  of  deal- 
ing ;  and  barter  is  the  natural  parent  of  the  low  cunning,  and 
the  gross  knavery  of  a  jockey.  A  stable  currency,  beside  fur- 
nishing incalculable  facility  to  commerce,  is  of  inestimable  bene- 
fit to  mankind,  ^6?  a  known  standard  of  commutative  justice^  and  the 
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great  jueans  of  enforcing  it  in  all  the  varieties  (f  commercial  inttr- 
course.  For  the  want  of  such  a  slaiidanl,  the  general  sense  of 
right  and  obhgation,  in  buying  and  selhng,  was  gradually  lower- 
ed ;  and  the  pride  of  making  what  arc  called  good  bargains,  a 
?oft  name  for  cheating,  gradually  extended.  Whatever  was  not 
punishable  by  law,  multitudes  considered  as  rectitude.  That 
delicacy  of  mind,  which  shrinks  at  the  approach  of  wrong  ;  that 
tenderness  of  conscience,  which  turns  wiih  apprehension  from 
every  doubtful  moral  action;  was  extensively  succeeded  by  those 
gross  views,  which  are  satisfied,  where  magistrates  do  not  med- 
dle, and  where  shame  does  not  terrify.  In  the  mean  time  the 
exii^ting  government  was  peculiarly  unhappy.  All  regular  public 
functionaries  lost  during  this  period,  either  the  whole,  or  a  great 
part  of  their  proper  eflicacy.  In  their  stead,  committees  of  in- 
spection and  correspondence,  assumed  an  extensive  control  over 
both  the  public  and  private  affairs  of  their  country.  The  pow- 
ers of  these  bodies  were  undefined  ;  and,  therefore,  soon  became 
merely  discretionary.  Yet  they  were  the  tribunals,  by  which 
almost  every  cause  was  decided.  In  most  instances  they  were 
composed  of  men,  unlearned  in  law,  and  unskilled  in  public  busi- 
ness. They  had  no  precedents,  and  no  known  rules  of  judging. 
Often  they  were  the  dupes  of  cunning  ;  and  often  of  llattery.  At 
one  time  they  were  awed  by  superiority  of  character  in  their  suit- 
ors :  at  another,  they  were  influenced  solely  by  the  base  pleas- 
ure of  humbling  those,  by  whom  it  was  possessed.  Extensively 
they  were  victims  of  the  addling  pride,  felt  by  little  minds,  when 
unexpectedly  invested  with  authority,  and  the  consequent  love  of 
domineering.  It  is  hardly  necessary  to  ask,  what  were  the  de- 
cisions, flowing  from  this  combination  of  ignorance,  perplexity, 
and  prejudice.  Very  many,  and  very  great  evils,  were  actually 
produced  by  this  government;  and  that  it  did  not  produce  many 
more  is  no  small  encomium  on  the  character  of  my  countrymen, 
and  a  proof  of  the  superintending  care  and  good  providence  of 
God. 

TTie  injluenre  of  a  weak  and  fluctuating  government  on  the  mor- 
als and  h(tppiness  of  mankind,  ?>,  to  say  the   least,  not  less  malig- 
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nant  than  that  of  an  established  despotism.  The  men,  who  under 
a  better  s}  stem  had  formed  just  and  exact  views  of  what  was  right, 
almost  necessarily  receded  from  such  views  by  an  imperceptible 
declension.  The  rising  generation  grew  up,  for  a  season  with 
scarcely  any  other  ideas  concerning  this  immensely  important 
subject,  than  those  which  were  defective.  Even  justice,  and 
truth;  virtues  mathematically  defined,  and  perfectly  known  in  a 
sound  state  of  society  ;  were  now,  to  a  great  extent,  seen  only  in 
a  fluctuating  light,  which  half  discovered,  and  half  concealed, 
their  real  nature.  But  when  these  two  great  pillars  of  morality 
tremble,  the  whole  building  totters. 

I  am,  Sir,  yours,  &;c. 


LKITER  IJ. 

State  of  Religion  after  the  peace  of  1703 — Effects  of  (he  French   Revolution — Cir- 
culation of  tlie  writings  of  Infidels. 

Dear  Sir, 

Aftf:r  the  peace  of  1783,  the  country  began  slowly  to  recover 
from  the  evils,  mentioned  above,  and  from  the  disastrous  state  of 
morals,  which  they  produced.  The  former  sober  habits  of  New- 
England,  the  belief  of  a  divine  Revelation,  prevailing  in  a  va*-t 
majority  of  the  inhabitants,  and  the  real  Christianity  of  a  number, 
which,  though  much  less  than  in  former  times,  was  still  great,  had 
more  firmly  than  could  rationally  have  been  expected,  stood  the 
shock  of  this  war  of  moral  elements.  The  walls,  though  weak- 
ened by  various  breaches,  were  still  strong.  The  fortress,  though 
partially  undermined,  was  still  defensible  ;  and  invited  both  the 
labour,  and  the  expense,  necessary  to  repair  it.  By  degrees.  In- 
fidelity and  licentiousness  began  to  lose  their  confidence,  and 
morals  to  regain  their  former  control.  Men,  who  have  been  ac- 
customed to  the  morals  of  christians,  can  scarcely  be  satisfied 
with  those  of  Infidels.  Infidels  are  indeed  possessed,  as  often  as 
other  men,  of  natural  amiableness  ;  are  sometimes  taught  in  ear- 
ly life  to  respect  truth  and  justice  ;  are  sometimes  well-informed, 
and  well-bred  ;  and  from  these  causes  are  induced  to  adopt  a  de- 
cent, and  at  times  a  pleasing  deportment.  Still,  the  want  of 
principle  at  the  bottom,  and  of  reverence  for  God,  the  only  basis 
of  principle,  leaves  them  always  exposed,  without  any  efTcctual 
security,  to  the  combined  influence  of  passion  and  temptation. 
The  consequences  of  this  exposure  are  perpetually  discernible  in 
their  most  guarded  behaviour;  particularly  when  their  conduct 
is  daily  before  the  eye  of  inspection.  In  every  case  of  this  na- 
ture they  will  be  seen  to  exhibit  a  varying,  zig-zag  morality  : 
now  wandering  into  the  field  of  vice,  and  now  retreating  within 
the  boundaries  of  decorum.  In  a  regular  state  of  society,  there- 
fore, Infidelity,  of  course,  loses  by  degrees  its  reputation,  and  its 
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influence.  Thus  in  New-England  the  name,  Infdd,  proverbial- 
ly denotes  an  immoral  character,  even  in  the  mouths  of  those, 
who  profess  no  peculiar  attachment  to  the  Scriptures. 

From  the  year  1783,  the  minds  of  the  people  of  New-England 
became  gradually  more  and  more  settled.  Business  assumed  a 
more  regular  and  equitable  character.  The  tumultuous  passions, 
roused  by  the  war,  subsided.  Men  of  wisdom  and  worth,  acquir- 
ed an  habitual  influence.  Pubhc  worship  was  more  punctually 
attended  ;  and  the  whole  face  of  things  became  more  promising. 
To  all  these  blessings,  the  present  system  of  American  Govern- 
ment added  a  new  stability  ;  and  by  the  energy  and  wisdom,  with 
which  its  administration  was  begun,  furnished  hopes  to  good  men 
of  the  return  of  permanent  order  and  happiness. 

Just  as  this  prospect  began  to  dawn,  the  horizon  was  again 
overcast  by  the  French  Revolution.  That  portentous  event, 
monstrous  in  its  cause,  and  horrible  in  its  consequences,  deeply 
affected  not  only  the  countries  of  Europe,  but  even  these  States. 
We  had  just  passed  through  a  Revolution,  which,  as  we  thought, 
had  secured  our  freedom  and  independence.  Very  naturally, 
therefore,  we  sympathized  with  those,  whom  we  supposed  to  be 
aiming  at  the  same  important  objects.  The  minds  of  the  Ameri- 
cans anticipated  with  a  rapturous  enthusiasm  the  emancipation  of 
twenty-five  millions  of  their  fellow-men  from  the  thraldom  of  des- 
potism, and  superstition.  Men  of  unquestionable  worth,  and  of 
wisdom  on  other  occasions  equally  unquestionable,  united  with 
those  around  them  in  the  common  feelings,  and  in  hailing  the  ar- 
rival of  so  glorious  an  event.  The  exceptions  to  this  remark 
were  fewer,  by  far,  than  a  sober  man  could  have  believed,  before 
it  had  taken  place.  In  this  manner  an  importance,  a  solemnity, 
a  sanction,  was  given  to  this  revolution,  resembling  the  effects  of 
enchantment.  An  influence  was  imparted  to  it,  which  for  a  con- 
siderable time  spread  a  veil  over  its  enormities,  and  softened  the 
aspect  of  its  horrors :  an  influence,  which  no  ingenuity  could 
preclude,  and  for  a  season  no  efforts  resist. 

In  these  inauspicious  circumstances,  the  infidelity  of  Voltaire 
and  his  coadjutors  began  to  make  its  appearance,  in  form,  through- 
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out  most  parts  of  this  country.  Wc  had  been  long  assailed  hy 
the  reasonings  of  Herbert  and  Chubb  ;  the  subtle  frauds  of  Tin- 
dal  :  tlic  pompous  insinuations  of  Shaftesbury;  the  eloquent,  but 
empty, declamations  of  Bolintibroke  ;  the  wire-drawn  metaphysics 
of  Hume;  and  nt  thi>  period  by  the  splendid  imposilions  of  Gib- 
bon. But  the  country,  which  had  produced  these  false  and  so- 
phistical elTorts,  had  also  triumphantly  refuted  the  sophistry. 
"What  was  perhaps  of  little  less  consequence,  it  was  of  such  a  na- 
ture, as  to  allow  of  a  refutation.  Formed  in  the  English  school  of 
philosophy,  where  good  sense  and  sound  logic  had  always  supported 
their  reputation,  it  retained,  insidious  and  illusory  as  it  was,  so 
much  of  the  appearance  of  reasoning,  as  to  present  somithing^which 
could  he  understood,  and  ivhich^  thereforr,  could  be  answered. 

But  the  philosophy  of  the  French  school,  with  which  it  was  in- 
tended to  overwhelm  these  States,  was  in  a  great  measure  new. 
It  was  a  system  of  abstract  declarations^  which  violated  common  sense, 
delivered  in  an  abstract  style,  equnlhj  violating  all  just  taste,  and  so- 
ber criticism.  It  is  not  designed  to  instruct,  or  convince  ;  but  to 
amuse,  perplex,  and  beguile.  It  is  addressed,  not  to  men  of  learn- 
ing and  undei-standing ;  the  persons,  who  should  be  addressed  in 
every  abstruse  discussion  ;  but  to  the  ignorant,  unthinking,  and 
vulgar,  it  is  directed,  not  to  the  understanding  even  of  these  ; 
but  to  their  weaknesses,  prejudices,  aad  passions.  The  language, 
in  which  it  is  uttered,  like  the  signs  of  unknown  quantities  in  Al- 
gebra, is  without  meaning,  until  you  arrive  at  the  result,  and  the 
application  :  and  it  is  never  designed  to  come  to  a  result,  nor  to 
admit  of  an  application.  If  you  answer  an  argument,  or  a  book, 
according  to  its  obvious  meaning  ;  you  are  gravely  informed,  that 
you  have  mistaken  the  author''s  intention.  When  you  inquire  for 
that  intention,  you  will  be  left  without  an  answer ;  or  will  receive 
one  in  the  very  language,  which  you  are  declared  to  have  mista- 
ken. Proceed  a  few  steps  farther  ;  and  you  will  find  yourself  in 
a  labyrinth,  compared  with  which  that  of  Minos  was  a  beaten 
highway. 

The  doctrines,  really  intended  to  be  taught  by  this  philosophy, 
are  like  the  furniture,  stowed  in  the  paradise  of  fools, 
'•  Abortive,  monstrous,  and  unkindly  niix'd." 
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The  principles,  upon  vvliich  they  apparently  rest,  are  mere  hy- 
potheses ;  destitute  of  any  foundation,  and  without  any  authority, 
beside  the  egotism  of  the  author.  The  arguments,  by  which  they 
are  professedly  supported,  are  usually  of  the  a  priori  kind ;  attend- 
ed with  no  evidence,  and  conducting  the  mind  to  no  conclusion. 
Were  they  delivered  in  language  capable  of  being  understood  ; 
their  authors  would  be  considered  as  the  Newtons,  and  Aristotlcs, 
of  folly.  At  their  side,  Behmen  and  Swedenborg,  those  laureats 
in  "the  limbo  of  vanity,"  would  lose  their  distinction,  and  return 
far  towards  the  character  of  common  sense. 

That  men  of  talents  should  be  willing  to  write  in  this  manner, 
has  certainly  the  appearance  of  a  paradox.  Its  explanation  is  ea- 
sily found  in  the  purposes,  for  which  all  this  has  been  done.  One  of 
these  was  to  extend  the  reign,  multiply  the  means,  facilitate  the 
progress,  and  establish  the  quiet,  of  sin  :  the  other,  to  place  the 
zoorld  beneath  the  feet  of  philosophical  pride,  ambition,  and  avarice. 
Whenever  conscience,  truth,  and  evidence,  are  suffered  to  ope- 
rate ;  wickedness  will  meet  with  continual  discouragement,  and 
distress.  No  man  ever  could  believe,  in  a  season  of  sober  reflec- 
tion, or  while  his  understanding  was  permitted  to  controul  his 
faith,  that  God  will  justify  sin  ;  or  divest  himself  of  the  fear,  that 
he  will  punish  it.  These  terrible  suggestions  of  reason  are  by 
revelation  changed  into  certainties.  Truth  and  conscience, 
therefore,  reason  and  revelation,  are  regarded  by  all  men,  who 
resolve  on  a  course  of  wickedness  for  life,  as  their  most  bitter 
and  dangerous  enemies.  That  philosophical  sinners  should  wish 
to  reign,  and  riot,  involves  no  enigma. 

As  the  dictates  of  truth,  conscience,  and  Christianity,  are  sup- 
ported by  argument  and  evidence,  they  can  never  be  reasoned 
down  without  superiour  evidence.  This  cannot  be  found.  Still 
there  are  means,  which  may  be  employed  against  them  with  no 
small  success.  He,  who  cannot  convince,  may  perplex.  He, 
who  cannot  inform,  may  beguile.  He,  who  cannot  guide,  may 
entice.  He,  who  cannot  explain,  may  overbear.  He,  who  can 
do  all  these,  may,  and  often  will,  persuade. 
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The  effects  of  tliis  combination  of  causes  were  great  and  unhap- 
py. Most  men  in  every  country  are  but  imperfectly  acquainted 
with  both  the  evidences,  and  doctrines,  of  revelation.  Most, 
also,  are  unaccustomed  to  thorough  research,  and  impatient  of 
the  labour,  which  it  requires.  Of  this  multitude  there  are,  how- 
ever, many  who  are  yet  pleased  with  thinkin<^,  when  indulged  only 
through  motlcrate  periods,  and  unattended  with  much  exertion. 
A  considerable  number  of  these,  and  among  them  such  as  were 
brilliant  and  ingenious,  were  for  a  season  dazzled,  and  confound- 
ed. Youths  particularly,  who  had  been  liberally  educated,  and 
who  with  strong  passions,  and  feeble  principles,  wen^  votaries  of 
sensuality  and  ambition,  delighted  with  the  prospect  of  unrestrain- 
ed gratification,  and  panting  to  be  enrolled  with  men  of  fashion 
and  splendour,  became  enamoured  of  these  new  doctrines.  The 
tenour  of  opinion,  and  even  of  conversation,  was  to  a  considera- 
ble extent  changed  at  once.  Striplings,  scarcely  fledged,  suddenly 
found  that  the  world  had  been  involved  in  a  general  darkness, 
through  the  long  succession  of  preceding  ages;  and  that  the  light 
of  wisdom  had  but  just  begun  to  dawn  upon  the  human  race.  All 
the  science,  all  the  information,  which  had  been  acquired  before 
the  commencement  of  the  last  tliirty  or  forty  years,  stood  in  their 
view  for  nothing.  Experience  they  boldly  pronounced  a  dull, 
plodding  instructress,  who  taught  in  manners,  morals,  and  govern- 
ment, nothing  but  abecedarian  lessons,  fitted  for  children  only. 
Religion  tlicy  discovered  on  the  one  hand  to  be  a  vision  of  dotards 
and  nurses,  and  on  the  other  a  system  of  fraud  and  trick,  imposed 
by  priestcraft  for  base  purposes  upon  the  ignorant  multitude, 
ilevelation  they  found  was  without  authority,  or  evidence ;  and 
moral  obligation  a  cobweb,  which  might  indeed  entangle  flies,  but 
by  which  creatures  of  a  stronger  wing  nobly  disdained  to  be  con- 
fined. The  world  they  resolutely  concluded  to  have  been  prob- 
ably eternal ;  and  matter,  the  only  existence.  Man,  they  deter- 
mined, sprang,  like  a  mushroom,  out  of  the  earth  by  a  chemical 
process  ;  and  the  powers  of  thinking,  choice,  and  motivity,  were 
merely  the  result>  of  elective  atlinities.  If  however,  there  was  a 
God  ;  and   man  u  as  a  created  being  ;  h(,'  was  created,  only  to  be 
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happy.  As,  therefore,  animal  pleasure  is  the  only  liappiness;  so 
they  resolved,  that  the  enjoyment  of  that  pleasure  is  the  only  end 
of  his  creation. 

On  the  folly,  and  impiety,  of  these  opinions  it  is  unnecessary  to 
expatiate.  All,  which  Swift  in  the  travels  of  Gulliver  has  poured 
out  concerning  the  weakness,  and  wickedness,  of  our  race,  is  a 
faint  picture  of  the  weakness,  and  wickedness,  of  a  world,  gov- 
erned by  these  opinions.  Should  the  Almighty  suffer  them  to  he 
generally,  and  practically  adopted  ;  perdition  would,  I  think, 
commence  on  this  side  of  the  grave.  Indeed,  France  during  the 
Revolution  exhibited,  while  under  only  the  partial  influence  of 
these  doctrines,  the  strongest  resemblance  to  Hell,  which  the 
human  eye  in  this  world  has  ever  been  permitted  to  behold. 

Had  not  the  effect  of  these  opinions  threatened  the  very  exist- 
ence of  virtue,  and  happiness ;  they  would  in  several  instances 
have  been  sufficiently  ridiculous.  Men,  who  were  before  inclin- 
ed to  vice,  were  delighted  to  find  themselves  justified,  and  pro- 
ceeded with  new  courage,  and  strength,  to  bolder  perpetrations. 
Men,  reluctantly  conscious  of  their  own  inferiority  of  understand- 
ing, rejoiced  to  see  themselves,  without  an  effort,  become  in  a 
moment  wiser  than  those,  who  had  spent  life  in  laborious  inves- 
tigation. Some  were  not  a  little  gratified  with  the  boldness,  and 
independence,  of  character,  displayed  in  sinning;  others  with 
escaping  from  the  shackles  of  conscience,  and  the  terrors  of  Rev- 
elation. Not  a  few  were  charmed  with  the  novelty  and  spirit,  of 
the  doctrines  themselves ;  and  most  found  an  addition  made  to 
the  ease  and  quiet  of  an  immoral  life. 

The  efficacy  of  all  the  causes,  which  I  have  mentioned,  was 
enhanced  by  the  events,  which  attended  the  French  Revolution. 
The  boldness  of  the  enterprises,  the  number  and  the  splendour  of 
the  victories,  the  importance  of  the  conquests,  and  the  vastness 
of  the  convulsion,  united  to  overwhelm  minds,  of  no  more  than 
common  stability.  Most  eyes,  were  disabled  from  seeing  clearly 
the  nature  of  the  purposes,  which  were  in  view ;  and  of  the  char- 
acters, which  were  exhibited  on  this  singular  stage.  In  the  agita- 
tion, the  amazement,  the  horrour,  excited  in  all  men,  few  retain- 
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ed  so  steady  optics,  as  to  discern  without  confusion  the  nece^ba- 
ry  consequences  of  this  stupendous  shock.  Even  tlie  crimes  at 
which  this  world,  was  lost  in  astonisliment,  were  hy  the  audacity, 
and  decision,  willi  which  th(?y  were  perpetrated,  surrounded  with 
a  gloomy  lustre,  which  dazzled,  and  deluded,  the  spectator.  Ac- 
tions which  a  few  years  h(  lore  would  have  mocked  all  utterance, 
now  passed  over  the  tongue  with  moderate  censures,  and  reluc- 
tant severity.  Robespierre,  Danton,  and  Carrierc,  whose  exist- 
ence is  perhaps  the  strongest  argument,  hitherto  discovered, 
against  a  particular  providence  ;  were  mentioned  not  only  with- 
out infamy,  and  horrour,  but  at  times  with  satisfaction,  and  ap- 
plause. 

The  idolatry  of  the  ancient  heathen  nations  was  the  worship 
of  calves  and  cats,  of  blocks  and  stones.  The  idolatry  of  the 
present  day,  still  more  stupid  and  unmeaning,  is  the  worship  of 
Abstract  Terms.  To  the  astonishment  of  every  sober  man, 
France  has  exhibited  the  spectacle  of  25,000,000,  of  the  human 
race,  prostrating  themselves  with  religious  reverence  before  the 
word,  Reason.  Had  the  weakest  of  these  worshippers  formed  a 
dcfmition  of  this  term,  and  by  applying  it  to  any  thing,  to  which 
it  was  ever  applied,  given  it  a  meaning;  he  must  have  been  a 
mere  zoophyte  to  have  continued  his  homage  for  a  moment.  A 
multitude  of  the  Americans  have  paid  their  devotions  to  the  word. 
Liberty.  This  word  has  a  real  and  important  meaning;  but  in 
the  minds,  and  mouths,  of  most  men  appears  to  have  no  meaning 
at  all.  That,  which  it  signities,  is  by  mankind  at  large  respect- 
ed, and  loved  ;  hut  they  worship  only  the  abstract  term.  A  few 
years  since,  I  should  have  been  hardly  induced  to  believe,  that 
multitudes  of  my  countrymen  could  so  idolize  this  bare  word,  as 
to  sacrifice  at  its  shrine  the  very  thing,  which  it  denotes. 

Amid  all  the  thunders  of  the  French  Revolution,  this  necro- 
mantic term  was  incessantly  repeated,  and,  unhappily,  was  dis- 
tinctly heard,  ll  was  ostensibly  in  the  cause,  and  for  the  sake 
of  Liberty,  that  the  Gallic  Church  was  overthrown  ;  its  property 
plundered;  its  ministers  massacred  by  thousands;  and  Louis 
X\  lib,  the  meekest  and  mildest  monarch,  ever  elevated  to  th<; 
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throne  of  Franco,  was  butchered  with  his  family.  Such  of  his 
subjects,  as  were  distinguished  for  probity  and  worth,  were  en- 
tombed in  prisons,  or  made  the  food  of  the  guillotine.  The 
realm  was  drenched  in  blood,  and  manured  with  the  corpses,  of 
Frenchmen,  murdered  by  Frenchmen.  All  the  surrounding 
countries  smoked  with  conflagration,  and  slaughter.  Republic 
after  republic  was  blotted  out  of  existence.  Every  house  in 
France  was  subjected  to  the  domiciliary  visits  of  a  horde  of  vil- 
lians,  who  came  only  to  rob,  to  dishonour,  and  to  destroy.  Vis- 
its and  parties,  a  la  guillotine^  were  the  most  gay,  and  most 
genteel,  amusements  of  Frenchmen,  and  Frenchmen  of  distinc- 
tion. In  the  cause  of  Liberty,  it  was  roundly  asserted,  Nants 
and  Lyons  were  consigned  to  a  common  grave.  In  the  cause, 
and  for  the  sake,  of  Liberty,  the  Bible,  and  the  vessels  of  the 
Eucharist,  were  placed  on  an  ass ;  and  paraded  through  the 
streets  in  mock  procession,  to  degrade  religion  and  its  God.  The 
former  was  laid  on  a  bonfire,  and  the  latter  were  polluted  by  a 
company  of  modern  Belshazzars.  In  the  Mother  club  of  Jaco- 
bins, at  Paris,  a  comparison  was  formally  instituted  between  the 
Redeemer  of  mankind,  and  Marat ;  and  this  twin  brother  to  Ju- 
das was  solemnly  pronounced  a  greater  benefactor  to  the  world 
than  the  Saviour.  For  the  sake  of  Liberty  the  Sabbath  was  an- 
nihilated ;  and  the  decade  substituted  in  its  place,  as  a  rest  from 
business  for  villany  and  pollution  ;  that  ample  opportunity  might 
be  furnished  of  enjoying  without  reins  the  horrours  of  the  club, 
or  the  brutism  of  the  brothel.  Finally  the  souls  of  men,  I  mean  of 
Frenchmen,  (for  the  National  Convention,  were  not,  I  presume, 
invested  with  dominion  over  the  souls  of  other  men,)  were  for 
the  sake  of  Liberty  doomed  by  the  Legislature  of  France  to  eter- 
nal sleep  in  the  dreary  caverns  of  annihilation. 

But  I  am  losing  both  you  and  myself  in  this  forest  of  enormi- 
ties. Future  ages  will  hardly  believe,  that  any  part  of  this  por- 
tentous story  could  pass  for  truth  with  men  of  acknowledged  wis- 
dom and  piety.  Nothing,  however,  is  more  certain.  The  man, 
who  does  not  in  a  considerable  measure  give  up  his  understand- 
ing, and  suffer  his  virtue  to  be  impaired,  in  a  season  oi  popular 
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phrenzy,  may  be  safely  pronounced  nnore  firm,  or  more  fortunate, 
than  most  of  his  race. 

At  (his  period  Europe,  which  annually  ship?  for  our  shores  a 
vast  (juantity  of  useful  merchandize,  and  together  with  it  a  pro- 
portional assortment  of  toys  and  mischief,  consigned  to  these 
States  a  plentiful  supply  of  the  means  of  corruption.  From 
France,  Germany,  and  Great-Britain,  the  dregs  of  Infidelity  were 
vomited  upon  us  at  once.  From  the  Systeme  de  la  Nature,  and 
the  Philosophical  Dictionary,  down  to  the  Political  Justice  of 
Godwin,  and  (he  Ago  of  Reason,  the  whole  mass  of  pollution 
was  emptied  on  this  country.  The  two  last  publications,  partic- 
ularly, flowed  in  upon  us  as  a  deluge.  An  enormous  edition  of  the 
Age  of  Reason  was  published  in  France,  and  sent  over  to  Ameri- 
ca, to  be  sold  for  a  few  pence  the  copy  :  and  where  it  could  not 
be  sold,  to  be  given  away.  You  may  perhaps  be  astonished,  that 
Buch  men  as  these,  the  mere  outcasts  of  creation,  could  do  harm 
at  all.  In  my  apprehension  they  were  exactly  fitted  for  a  sphere 
of  mischief,  of  vast  import  in  the  empire  of  destruction,  which 
perhaps  no  other  men  could  have  filled.  Satan  needs  his  scul- 
lions, and  scavengers,  as  well  as  his  nobles,  and  heroes.  They 
were  industrious,  bold,  and  entcrprizing.  They  were  impudent 
beyond  example  ;  were  not  destitute  of  imagination,  and  possess- 
ed a  popular  manner  of  writing.  It  is  true,  they  were  incapable 
of  understanding  the  force  of  an  argument,  or  the  nature  of  evi- 
dence ;  but  they  were  no  less  delighted  with  falsehood  than  bet- 
ter men  are  with  truth  ;  were  equally  triumphant  in  a  victory  and 
a  defeat ;  and  like  the  Lernoean  snake,  had  a  spare  head  for  eve- 
ry new  combafaHt.  At  the  same  time  they  were  conveniently 
lost  to  principle,  ai)d  to  shame  ;  and  uttered  villany,  obscenity, 
and  blasphemy,  not  itierely  with  a  brazen  front,  but  with  the  so- 
ber, intrepid  serenity  of  apparent  conviction.  Such  men  are  in- 
comparably better  fitted  to  persuade  ignorance,  and  embolden 
vulgar  iniquity,  than  superiour  vilWins.  The  writings  of  such 
villains  are  beyond  the  reach  of  marikwd  at  large.  These  men 
are  fitted  to  invade  the  cottage,  and  ravage  the  fireside.  On  the 
people  of  New-England  their  influence,  tbougli  sensibly  felt,  was 
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not  extensive  :  on  other  parts  of  the  Union  it  is  declared,  as  I 
beHeve  with  truth,  to  have  been  great. 

In  a  recital  of  the  causes,  which  have  contributed  to  the  mor- 
al corruption  of  this  country,  its  political  dissentions  ought  never 
to  be  forgotten.  The  spirit  of  party,  when  roused  to  vigorous 
exertion,  soon  becomes  deaf  to  remonstrance,  and  blind  to  moral 
obligation.  In  my  own  view,  and  in  that  of  all  the  wise  and  good 
men  with  whom  I  converse,  this  spirit  has  had  an  efficacy  on  the 
American  character,  not  less  malignant  than  any,  perhaps  than 
all,  the  other  causes,  which  have  been  mentioned.  On  this  sub- 
ject I  may  hereafter  expatiate.  I  am,  Sir,  yours,  &;c. 

Vol.  IV.  49 
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Jhe  effects  ollbe  principles  avowed  by  the  leaders  of  the  FVench  Revolution,  coun- 
teracted and  destroyed  in  a  great  measure  by  their  cruelties,  and  impiety;  aud 
by  the  niif^eries  thry  brought  on  other  Nations — These  effects  likewise  lessened 
by  the  efforts  of  the  Clfrg^',  ami  of  many  other  respectable  inhabitants,  but  prin- 
cipally by  an  exien>ive  Revived  of  Religion — Comparison  of  the  religions  and 
moral  ( haracter  of  the  first  settlers  witii  that  of  the  present  inhabitants. 

Df(ir    Sir, 

When  thcsC  numeiousand  fruitful  sources  of  depravation  have 
passed  in  review  before  you,  it  will  seem  wonderful,  that  Reli- 
\l\on  and  morals  have  not  bidden  this  country  a  final  adieu.  That 
they  have  not  absolutely  forsaken  us  ;  nay,  that  they  extensively 
prevail  ;  and  that  tlu;re  are  even  more  religious  persons  in  New- 
Kngland  than  at  any  former  period  ;  is,  however,  undoubtedly 
true.     The  causes  of  this  fact  I  will  briefly  explain. 

Before  I  enter  upon  this  part  of  my  design,  1  ought,  however, 
to  apologize  to  you  for  so  extended  a  discussion  of  the  subject  ; 
particularly,  for  the  historical  detail,  which  I  have  given  you 
concernini^  the  causes,  which  have  heretofore  contributed  to 
the  dcllections  of  our  moral  character.  Among  my  reasons  are 
the  following.  The  subject  is  unquestionably  of  considerable  im- 
portance in  the  philosophy  of  man.  No  account  of  it  has  been 
published  by  others  ;  and  those,  who  have  been  eye-witnesses  of 
its  progress,  and  who  alone  could  exhibit  it  truly,  are  either  gone, 
or  will  soon  go,  to  the  grave.  'J'he  probability,  therefore,  is 
great,  that  it  will  never  be  communicated  to  the  public  by  any  oth- 
er hand.  To  my  own  countrymen,  at  least,  it  must  be  interesting. 
and  may  be  useful.  Yet  most  of  them  are  chiefly  unacquainted 
with  tin'  particulars,  which  I  have  recited.  The  resistance  which 
the  inhabitants  of  my  native  country  have  made  to  this  mass  oi 
evil,  is  honourable  to  their  character  ;  and  from  this  account  of 
their  diflicultics,  and  the  example,  which  they  have  furnished, 
of  opposing  them  successfully,  succeeding  generations  may  de- 
rive both  instruction,  aud  motives  for  future  resistance. 
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1  have  heretofore  mentioned  the  efficacy  of  the  New-England 
Institutions.  These  operating,  every  where,  and  every  moment, 
and,  although  silently  and  insensibly,  yet  powerfully,  operating, 
have  with  a  constant  accumulation  of  energy,  greatly  contributed 
to  wear  away  this  formidable  combination  of  mischiefs.  Habits 
are  proverbially  the  only  important  sources  of  permanent  good. 
From  steady,  national  habits,  only,  can  great  national  good  in  the 
the  ordinary  course  of  things  be  derived.  From  the  New-Eng- 
land Institutions  such  habits  have  long  since  sprung  ;  and  from  a 
very  early  period  have  constituted  a  stable,  national  character. 
Such  a  character  can  hardly  be  materially  changed  unless  by  the 
ravaging  hand  of  conquest,  or  the  slow  progress  of  time.  It  be- 
comes the  common  nature,  and 

"Si  Naturam  expellas  furca,  taraen  usque  recurret." 
There  is  a  constant  renitency  of  the  mind  against  all  those  inno- 
vations, which  sensibly  affect  this  character  ;  an  elastic  tendency 
towards  the  recovery  of  its  original  position.  To  such  habits, 
under  God,  New-England  owes  in  no  small  measure  its  escape 
from  that  degeneracy,  which  has  so  miserably  affected  many  oth- 
er countries. 

The  influence  of  the  French  Revolution,  which  for  a  time 
threatened  us  with  moral  ruin,  was  to  a  great  extent  counteract- 
ed by  the  evils  of  the  revolution  itself;  by  the  character  of  the 
men,  who  successively  conducted  it ;  and  by  the  evils  which 
flowed  from  it  as  consequences.  I  need  not  tell  you,  that  the  ca- 
lamities of  this  Revolution  outran  all  expectation,  example,  and 
belief.  When  the  Americans  began  to  read,  and  believe,  the 
successive  massacres  of  Paris,  a  considerable  number  of  them 
were  startled.  Blood,  here,  has  rarely  been  shed,  but  under  the 
solemn  decision  of  a  jury.  Nay  it  has  been  rarely  shed  at  all, 
except  in  a  period  of  war.  The  ferocity  of  the  Parisian  women, 
ttiose  fiends  in  a  female  dress,  filled  the  mind  of  the  whole  sex  in 
this  country  with  horrour.  The  guillotine  curdled  the  blood 
even  of  coarse,  and  unfeeling  men  ;  and  the  death  of  Louis 
XVIth  awakened  general  detestation.  The  ravages  of  La  Ven- 
dee, Nants,  Toulon,  and  Lyons,  completed  the  picture  of  woe. 
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Nor  was  the  impiety  of  France,  and  its  violation  ol'  all  other 
moral  principles,  much  less  impressive  than  the  tales  of  its  cruel- 
ty. There  was  a  grossness  of  immorality,  a  brutal  Atheism,  in 
the  speeches,  and  measures,  of  the  iSational  Legislature  ;  a  dis- 
regard of  evidence,  trutli,  and  justice,  in  the  proceedings  of  its 
Judicial  tribunals  ;  a  ferocity  in  the  conduct  of  its  Judges  and 
Juries;  and  a  savagencss  in  the  behaviour  of  its  Executive  otli- 
cers  ;  which,  if  reported  by  others,  would  have  been  considered 
as  an  outrage  upon  credulity  itself.  Happily  for  us,  they  were 
their  own  historians  ;  and  the  truth  of  their  recitals  could  not  be 
(juestioned. 

Nor  were  the  minds  of  my  countrymen  less  advantageously  af- 
fected by  the  treatment,  exhibited  to  the  successive  leaders  in  this 
Revolution  by  tliose,  who  followed  them.  The  hero  of  yesterday, 
was  regularly  murdered  by  the  hero  of  to-day  :  and  the  posses- 
sion of  the  supreme  control  was  only  a  regular  introduction  to  the 
guillotine.  There  was  something  amazingly  solemn  in  seeing 
these  Goths,  and  Vandals,  these  Alarics,  Attilas,  and  Genserics, 
successively  led  up  by  the  hand  of  Divine  justice  to  the  block,  to 
make  a  feeble  expiation  of  their  crimes  by  their  blood.  About 
one  hundred  of  them  perished  in  this  manner.  These  facts  taught 
my  countrymen  that  the  attachment,  professed  by  these  men  to 
the  liberty  of  their  country,  was  nothing  but  a  pretence  to  help 
themselves  into  place  and  wealth  :  and  this  hypocrisy  they  natu- 
rally, as  well  as  justly,  transferred  in  the  end  to  all  their  coadju- 
tors. 

At  the  same  time  the  wide-spread  calamities,  brought  upon  oth- 
er nations  by  France,  particularly  upon  such  as  had  enjoyed  a  free 
government,  contributed  to  the  same  general  effect.  My  coun- 
trymen saw  with  astonishment,  as  well  as  with  regret,  one  repub- 
lic after  another  blotted  out  from  under  heaven  :  and  this  by  the 
hands  of  the  very  men,  who  had  solemnly  announced  to  the 
world,  that  France  would  make  no  conquests.- 

Finally,  the  termination  of  this  convulsion  established  the  views, 
which  had  been  thu^  formed,  beyond  the  possibility  of  any  mate- 
rial alteration.     Every  wise  and  dispassionate  man  saw  with  con- 
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viction,  that  Infidelity  is  hostile  to  all  public  and  personal  happi- 
ness ;  that  without  the  influence  of  Religion,  political  freedom 
can  never  be  long  enjoyed  ;  and  that  a  connection  with  the  lead- 
ers, and  disciples,  of  this  revolution  would  only  be  baleful  to  his 
own  country.  Even  the  French  nation  itself  by  quietly  setthng 
down  under  the  military  despotism  of  a  single  man,  as  an  asylum 
from  the  tremendous  oppression  of  their  Directory,  proved  be- 
yond debate,  that  no  government  of  mere  force  is  equally  terri- 
ble with  that  of  Infidel  Philosophy. 

Another  great  truth  of  no  less  importance  was  impressed  on  a 
contemplative  mind  by  these  events.  It  is  this  ;  that  Infidelity 
naturally,  and  necessarily,  becomes,  when  possessed  of  the  con- 
troul  of  national  interests,  a  source  of  evils,  so  numerous,  and  so 
intense,  as  to  compel  mankind  to  prefer  any  state  to  these  evils. 
No  fact  of  a  political  nature  was  ever  more  instructive  to  think- 
ing men,  than  the  torpid  submission  of  France  to  the  rod  of  the 
Emperor  Napoleon.  Even  the  Infidels  of  this  country,  particu- 
larly the  intelligent  ones,  saw  in  this  fact  and  in  those  which  pre- 
ceded it,  the  efficacy  of  their  own  principles,  and  the  danger, 
which  they  threatened  to  mankind.  Alarmed  by  the  prospect, 
they  first  ceased  from  their  endeavours  to  make  proselytes;  then 
began  to  speak  favourably  of  the  Christian  Religion,  and  finally 
insisted,  that  it  was  absolutely  necessary  to  good  government, 
liberty,  and  safety. 

For  a  considerable  time  the  Clergy  of  New-England  general- 
ly, were  plainly  unaware  of  the  extent,  to  which  this  degeneracy 
of  principle  and  practice,  prevailed.  With  the  propagators  of 
Infidelity  and  vice,  they  naturally  had  very  little  intercourse;  and 
the  evil  proceeded  for  a  considerable  time  with  so  much  silence, 
and  decency,  as  to  be  unobserved  by  men,  who  were  either  em- 
ployed in  their  studies,  or  in  their  active  business  were  chiefly 
conversant  with  persons  of  a  better  character.  Some  of  them, 
however,  from  a  peculiarity  of  circumstances,  discovered  the 
danger  at  an  early  period.  These  gave  the  alarm ;  and  although 
scarcely  credited  at  first,  because  the  change  was  too  great  to  be 
easily  admitted  in  such  a  country  as  New-England,  yet  gradually 
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gained  the  ear.  not  only,  of  their  brethren  in  the  ministry,  but  otall 
the  sober  inhabitants.  From  that  period,  men  of  wisdom  and  piety, 
in  considerable  numbers,  made  vigorous  eiForts  against  this  inva- 
sion of  human  happiness.  A  threat  multitude  of  Judicious  discour- 
ses were  preached  throuj^hout  the  country  ;  and  not  a  small  num- 
ber published  on  the  various  branches  of  the  Deistical  controversy. 
These,  the  enemies  of  religion  were  never  able  to  answer.  The 
subject  became  at  the  same  time  generally  the  theme  of  conver- 
sation ;  and  was  handled  with  an  efficacy,  which  was  both  exten- 
iive  and  powerful.  Nor  was  personal  influence  less  exerted,  or 
less  successful.  The  danger  was  so  obvious,  and  so  great,  as  to 
alarm  all  men  of  consideration.  Even  many  Intidels,  terrihed  as 
they  were  by  the  events  mentioned  above,  united  heartily  with 
others  in  repelling  evils,  which  they  saw  daily  thickening,  and 
threatening  every  thing,  which  they  held  dear.  Nay,  in  consid- 
erable numbers  they  openly  renounced  their  principles,  and  be- 
came professed  adherents  to  the  cause  of  Christianity. 

At  the  same  time  also,  a  series  of  efforts,  made  by  men  of  tal- 
ents and  worth  in  Great  Britain,  formed  a  strong  mound  against 
the  tide  of  iniquity.  Several  writers,  to  whose  labours  all  suc- 
ceeding generations  will  be  deeply  indebted,  exposed  the  weak- 
ness of  the  arguments,  the  base  designs,  and  the  contemptible 
character,  of  the  principal  agents  in  this  system  of  corruption. 
Of  those,  by  whom  their  writings  were  read,  most  were  convinc- 
ed and  the  rest  put  to  silence. 

You  will  easily  believe,  that  wiien  Infidels  became  thus  inter- 
ested to  oppose  their  own  principles,  all  sober  mer),  who  heliev- 
ed  in  the  divine  origin  of  the  Scriptures,  but  had  not  hitherto 
made  a  public  profession  o(  Christianity,  felt  the  subject  still 
more  deeply.  These  with  a  single  voice  united  in  strengthening 
the  government,  and  religion  of  their  country.  Accordingly  they 
conversed  in  favour  of  both  with  new  earnestness  ;  exhibited  a 
more  marked  reverence  for  the  constituted  authorities  of  tht;ir 
country  ;  frequented  more  punctually  the  house  of  God  ;  regard- 
ed, and  treated,  its  Ministers  with  enhanced  respect  ;  and  ap- 
peared openly,  and  every  where,  as  the  determined  supporters 
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of  religion.  From  these  exertions  made  by  a  body  of  men,  so 
numerous  and  influential,  society  may  be  said  to  have  assumed  a 
new  aspect. 

Finally,  a  revival  of  religion  commencing  at  this  season,  spread 
gradually  through  a  great  part,  not  only  of  Connecticut,  but  of 
New-England.  This  revival,  which  is  still  spreading  over  many 
parts  of  the  country,  has  been  attended  with  the  happiest  circum- 
stances, and  followed  by  the  best  consequences.  Among  the 
many  thousands,  who  have  been  solemnly  affected  with  religious 
considerations,  and  greatly,  as  well  as  evidently  reformed,  very 
few  have  exhibited  any  appearance  of  enthusiasm.  Almost  all 
have,  at  the  same  time,  presented  to  the  observing  eye  proofs  of 
vital  Christianity,  which  could  not  be  rationally  questioned.  Per- 
haps there  has  been  no  extensive  reformation  of  mankind,  in 
which  fewer  instances  have  occurred  either  of  hypocrisy,  or  de- 
lusion. In  consequence  of  so  auspicious  an  event,  the  Church 
of  Christ  has  been  increased  by  the  addition  of  many  thousands 
of  professors  ;  the  zeal,  and  the  charity  of  christians  have  been 
materially  enhanced ;  and  the  labours  of  Ministers  have  be- 
come more  abundant  and  exemplary,  more  strenuous  and  suc- 
cessful. 

Among  the  happy  effects  of  this  reformation,  one  particularly, 
ought  not  here  to  be  forgotten.  A  large  number  of  those  who 
have  personally  shared  in  it,  have  emigrated  to  the  new  settle- 
ments ;  and  have  already  begun  to  build  churches,  settle  minis- 
ters, and  establish  the  public  worship  of  God.  In  this  manner 
the  state  of  society  is  there  assuming,  in  many  instances,  a  new 
aspect.  In  this  manner  succeeding  generations  will  find  them- 
selves in  these  countries,  born  and  educated  in  the  house  of  God; 
trained  up  to  piety ;  invested  with  invaluable  privileges  here  ; 
and  entitled  to  immortal  happiness  hereafter. 

With  all  these  facts  before  them,  the  people  of  New-England 
can  scarcely  fail  to  say  with  St.  Paul,  ''  Having  thus  obtained 
help  of  God,  we  continue  unto  this  day."  When  I  look  back 
upon  these  events, 

Quaeque  ipse  miserrima  vidi. 
Et  quorum  pars  f  ui ; 
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for  I  have  lived  through  the  whole  of  this  period,  and  have  been 
an  eye  and  ear-witness  of  almost  all  the  things,  which  I  have  re- 
cited, so  far  as  they  have  takiii  place  in  this  country  ;  when  I 
look  back  upon  these  Events  ;  when  I  consider  their  inac^nitude, 
their  portentous  efficacy  at  times  on  the  morals  and  religion  of 
my  native  country  ;  when  I  reflect  on  the  dangers  which  threat- 
ened, and  the  eviN  which  distressed  us;  when  I  remember  how 
the  wisest  men  were  perplexed,  and  the  firmest  trembled  ;  I  can- 
not willingly  avoid  saying,  and  I  hope  my  countrymen  will  say 
with  me,  "  Had  not  the  Lord  been  on  our  side,  when  men  rose 
up  against  us,  they  had  swallowed  us  up  quick,  and  the  proud 
waters  had  gone  over  our  soul.  Blessed  be  the  Lord,  our  soul 
is  escaped  as  a  bird  out  of  the  snare  of  the  fowler ;  the  snare  is 
broken,  and  we  are  escaped.  Our  help  is  in  the  name  of  the 
Lord,  who  made  heaven  and  earth." 

It  is  strange,  but  after  a  minute  and  extensive  investigation  I 
believe  it  to  be  true,  that  the  Christian  Church  in  New-England 
has  at  no  time  since  its  settlement  included  so  great  a  number  of 
members  as  at  the  present  time.*  The  proportional  number  was 
for  a  long  period  after  the  colonization  of  Plymouth  much  great- 
er ;  the  absolute  number  I  am  satisfied  was  never  so  great. 
Churches,  which  are  expensive  and  handsome,  are  now  zealous- 
ly built  throughout  all  parts  of  the  country,  and  carefully  repair- 
ed; Ministers  also  are  settled  in  the  same  universal  manner;  and 
with  stipends,  which  though  often  less  in  their  real  value,  are  yet 
nominally  much  more  considerable.  Public  worship  is  also  nu- 
merously attended  in  most  places,  and  with  a  good  degree  of  so- 
lemnity and  decorum. 

At  the  same  time  the  disposition  of  the  inliabitants  has  appear- 
ed with  much  advantage  in  the  liberality  with  which  they  have 
contributed  to  several  charitable  objects.  Missions  have  been 
continually,  and  extensively,  supported  in  the  numerous  infant 
settlements,  so  widely  spread  over  the  intcriour  country.  Eleven 
societies  for  the  promotion  of  this  benevolent  purpose  have  been 
for  some  time  established  in  New-England  :  seven  in  Massachu- 

•  1816. 
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setts  ;  one  in  Vermont ;  one  in  New-IIampsliire  ;  one  in  Rhode- 
Island  ;  and  one  in  Connecticut:  each  of  the  four  last  including 
the  whole  State,  in  which  it  exists.  The  exertions  of  these  soci- 
eties have  heen  in  the  highest  degree  laudable,  honourably  sup- 
ported, and  in  my  opinion  followed  by  the  best  consequences. 
In  the  year  1810,  several  young  gentlemen,  educated  for  the 
Ministry  in  the  Theological  Seminary  at  Andover,  offered  them- 
selves to  the  General  Association  of  Massachusetts,  as  Missiona- 
ries, to  be  employed  under  the  direction  of  that  body  in  foreign 
countries.  The  General  Association,  after  deliberating  on  the 
subject,  constituted  a  Board  of  Commissioners  for  foreign  Mis- 
sions :  five  of  the  members  from  Massachusetts,  and  four  from 
Connecticut.  In  1811,  the  same  body  chose  five  for  Massachu- 
setts ;  and  the  General  Association  of  Connecticut  also  chose 
four.  This  Board  of  Commissioners  may  now  be  considered  as 
a  permanent  body  to  consist  of  nine  members,  to  be  chosen  an- 
nually by  these  two  Associations.  It  may  however,  be  augment- 
ed hereafter  by  members  chosen  from  other  communities.* 

By  these  Commissioners  five  missionaries  have  been  already 
sent  to  Hindoostan,  and  the  Birman  Empire.  To  defray  the  ex- 
pense, several  Charitable  Societies  have  been  formed  in  New- 
England,  by  whom  considerable  collections  have  been  made. 
Mrs.  Norris,  relict  of  the  Hon.  John  Norris,  of  Salem  in  Massa- 
chusetts, left  in  trust  to  the  Board  of  Commissioners  by  will,  the 
sum  of  g30,000,  for  the  purpose  of  supporting  Foreign  Missions. 

A  Bible  Society  has  also  been  formed  at  Boston,  and  another  in 
Connecticut,  which  holds  its  meetings  at  Hartford.  By  both.  Bi- 
bles in  considerable  numbers  are  annually  distributed.!      The 

*  This  body  has  been  since  incorporated  by  the  Legislature  of  Massachusetts. 

t  Since  the  text  was  written,  ten  other  Bible  Societies  have  been  established  in 
New-England.  Six  in  Massachusetts,  one  in  New-Hampshire,  one  in  Rhode-Island, 
and  two  in  Vermont. 

There  are  now  (1815)  sixty-three  in  the  United  States. 

Beside  these,  there  are  several  female  Associations  of  the  same  nature  ;  two  in  the 
State  of  New- York  ;  one  at  Boston,  one  in  New-Jersey,  three  in  Pennsylvania,  and 
one  in  Virginia ;  and  probably  others  of  which  I  have  not  been  informed. 
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spirit  of  doing  good  in  theso  and  other  charitable  methods,  has 
been  regularly  increasing  here  during  the  last  twentj-five  years. 
The  present  state  of  our  moral  and  religious  character  cannot, 
perhaps,  be  more  advantageously  illustrated,  than  by  a  compari- 
son of  it  with  that  of  our  ancestors.  The  religion  of  former  times 
was  mor^  zealous,  nsjid,  scrupulous,  and  uniform.  At  the  same  time 
it  was  less  catliohc.  ?entl^.  indulgent  in  lawful  ca^es.  graceful  and 
amiable.  The  sine  tm*ss,  the  energy,  the  commanding  character, 
of  their  religion,  wc  ha-  e  in  a  great  measure  lost.  Where  they 
stood  firmly  against  the  blast,  we  bend,  to  escape  its  force.  Where 
they  watched,  we  are  asleep.  Where  they  fought  manfully,  we 
are  employed  in  parleying.  Where  they  triumphed,  we  are  sat- 
isfied with  a  drawn  battle.!  On  the  other  hand  we  have  in  some 
respects  advantageously  relaxed  from  their  austerity  and  rigour. 
W^e  live  more  kindly,  and  evangelically,  with  Christians  of  other 
denominations.     Our  religious  controversies  are  less  violent;  and 

There  are  also  numerous  associations  of  both  sexes,  formed  to  aid  missions,  and 
for  a  variety  of  other  charitable  purjx)ses.  The  rapidity,  with  which  these  benevo- 
lent institutions  increase,  may  be  understoo<l  from  these  facts.  When  the  text  was 
written,  in  the  summer  of  1809,  there  were  three  Bible  Societies  in  the  United 
States;  there  are  now  sixty-three.  N.  B.  Eight  more  have  been  added  to  the  num- 
ber since  this  note  was  written. 

A  jreat  number  of  Auxiliary  Societies  have  been  formed  to  promote  Foreign  Mis- 
sions; and  their  contributions  have  been  very  liberal.  Domestic  Missions  have,  at 
the  same  time,  rapidly  increased.  With  all  these  exertions  the  increase  of  religion, 
in  many  parts  of  the  Uuited  States,  has  gone  hand  in  hand  ;  and  although  wc  are  yet 
very  far  behinil  the  wishes  of  every  good  man,  tliere  is  much,  very  much,  which 
will  make  the  heart  of  a  good  man  rejoice.* 

•It  ought  to  be  stated  that  the  labours  of  the  American  Bible  Society  had  but  just 
commenced  at  the  time  of  the  decease  of  the  author.  Th;it  Society  as  appears  by 
their  fourth  Annual  Report,  publishetl  May  1820,  has  two  hundred  and  seven  auxilia- 
rici.  The  number  of  Bibles  and  Testaments  issued  the  last  year  exceeded  41,000. 
The  amount  of  the  recript>  by  the  Treasurer  was  $41,  361  97. — Pub. 

+  A  montl  society  for  the  State  of  Connecticut,  supporlpd  by  a  considerable  number 
of  auxiliary  societies,  has  been  established  since  the  text  was  written.  Several  so- 
cieties under  the  same  title  have  been  formed  in  M.^ssachusett*,  Vermont,  and  I  be- 
lieve New-Hampshirt'.  The  objectofthe^e  societies  it  to  oppo^p  vice,  especially  Sab- 
bith-breaking,  gaming,  profanmeas,  and  intemperance.  Tluir  ^^uccess  has  already 
|.r<n'«il  llir  wi<-'lnin  of  tl.rir  irr-' itution. 
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we  regard  fewer  things  as  fundamental  grounds  of  difference.  On 
the  other  hand,  they  educated  their  famihes  more  virtuously ; 
regulated  society  with  greater  skill ;  executed  laws  with  more  ex- 
actness ;  and  settled  the  affairs  of  men  on  a  more  solid  founda- 
tion. They  chiefly  exhibited  the  magnanimous,  we  the  gentler, 
virtues.  Ours  are  more  amiable,  but  less  firm.  Theirs  were 
rough,  and  uninviting,  but  more  to  be  relied  on.  In  justice  to 
these  excellent  men,  it  ought  to  be  added,  that  to  them  we  are 
indebted  for  almost  every  thing  in  our  character,  which  merits 
commendation.  In  some  respects  we  have  polished,  but  upon  the 
whole,  instead  of  improving,  we  have  impaired  their  system.  For- 
merly New-England  was  inhabited,  almost  exclusively,  by  two 
classes  of  men  ;  public  professors  of  religion,  and  men  of  decent 
moral  characters.  The  latter  class  universally  believed,  without 
a  doubt,  in  divine  revelation;  and  intended  one  day  to  become 
religious.  All  of  them,  also,  regularly  attended  the  public  wor- 
ship of  God  ;  and  almost  all  of  them  observed  in  their  conduct  a 
respectful  conformity  to  the  precepts  of  his  Word.  Every  immo- 
rality was  regarded  as  a  crime  ;  and  confessed  to  be  incapable  of 
justification,  or  defence.  When  crimes  were  committed  at  all, 
they  were  committed  with  a  consciousness  of  guilt;  in  secresy, 
and  solitude;  without  a  hope  that  principles  could  be  found  to 
palliate  them  ;  and  with  a  certainty  of  shame,  and  censure,  in  ev- 
ery case  of  detection.  They  were  committed  only  under  the 
pressure  of  sudden  or  powerful  temptations;  when  gain  bewil- 
dered ;  when  provocation  stung  ;  and  when  the  mind  was  goaded 
by  passion  or  appetite.  After  the  perpetration,  as  he  himself 
perfectly  foresaw,  the  criminal  was  declared  by  the  universal 
voice  to  be  an  offender  against  law,  and  a  sinner  against  God. 
He  might  be  pitied,  but  he  was  never  excused.  He  went,  there- 
fore, to  the  perpetration  with  trembling;  and  shrunk  from  the 
universal  frown,  whenever  he  was  detected. 

In  such  a  state  of  society,  you  will  readily  believe,  crimes  were 
rare.  Capital  convictions  were  scarcely  known ;  and  a  capital 
punishment  was  a  prodigy.  In  almost  all  instances,  also,  the  per- 
sons convicted  were  foreigners.     Inferiour  offences,  though  more 
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frequent,  were  few  ;  and  the  stocks  and  the  whipping-post  had  h't- 
tle  other  use  beside  that  which  w  as  monitory.  Few  intidels  ex- 
isted ;  and  hardly  one  of  them  avowed  his  {)rinciples. 

The  present  i^tate  of  our  society  is  in  some  respects  the  same 
with  that,  which  has  been  here  described.  Jn  others  the  varia- 
tions are  marked  by  small  shades  of  dilTerence ;  in  others  still,  the 
diversity  is  sulhciently  evident.  From  the  middle  or  neutral  class 
of  men,  infidelity  has  received  a  considc'rable  accession  of  re- 
cruits. You  will  not  suppose,  that  these  men  have  been  convin- 
ced of  the  truth  of  infidel  principles,  or  of  the  falsehood  of  those 
which  arc  contained  in  the  Scriptures.  They  are  merely  men 
who  love  sin  ;  and  without  conviction,  or  evidence,  hail  whatever 
will  enable  them  to  perpetrate  it  in  peace.  They  are  men,  who 
conclude  without  reasoning,  and  resolve  without  enquiry. 

It  is  scarcely  possible,  that  an  infidel  should  not  encourage  vice  in 
others, as  well  as  foster  it  in  himself.  This  he  does  without,  as  well 
as  with  design.  To  quiet  his  own  conscience,  he  is  obliged  to  justi- 
fy his  conduct  to  others  ;  for  the  countenance  of  others  is  the 
only  real  support,  which  he  finds  either  for  his  principles,  or  his 
practices.  F'or  the  same  reason,  also,  he  feels  himself  obliged 
to  attack  the  Scriptures,  and  the  whole  system  of  virtues,  which 
they  enjoin.  The  religion,  which  they  teach,  he  styles  supersti- 
tion, enthusiasm,  and  fanaticism.  In  this  manner  every  infidel  de- 
grades religion  in  the  eyes  of  ihe  little  circle  around  him  ;  and 
emboldens  them  to  the  commission  of  sin.  All  his  conduct,  how- 
ever decent,  is  at  the  same  time  vicious ;  and  his  example  be- 
comes of  course  the  means  of  enhancing  this  corruption.  Such, 
uniformly,  has  been  the  progress  of  vice  here,  wherever  infidelity 
has  had  influence.  Crimes,  to  a  considerable  extent,  are  now 
practised,  avowed,  and  vindicated  ;  are  made  the  materials  of  a 
jest;  and  gloried  in  as  proofs  of  ingenuity  and  independence; 
which  our  ancoslors  knew  only  by  report,  and  of  which  they  spoke 
only  with  liorrour.  Inferiour  deviations  from  rectitude  are  ex- 
tensively become  familiar,  and  regarded  as  things  of  course, 
l^oose  men  only  laugh  at  them  ;  and  good  men,  discouraged  by 
their  frequency,    cease    in  a    great  measure    to  censure  theui 
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with  severity.  The  man,  who  fifty  years  since  sunk  under  the 
consciousness  of  his  own  guilt,  and  withdrew  from  the  detestation 
of  others,  now  clears  his  brow,  and  lifts  up  his  front,  while  he  re- 
peats by  rote  the  latitudinarian  opinions  of  those,  who  have  em- 
ployed their  talents  in  seducing  their  fellow,  men  to  guilt,  and 
perdition.  Of  these  opinions,  it  is  tru-e,  he  knows  frequently  nei- 
ther the  author,  the  evidence,  nor  the  meaning;  but  he  under- 
stands them  sufficiently  for  his  own  purpose.  In  other  words  he 
believes  them  to  be  justifications  of  his  sins  ;  and  this  is  all,  which 
he  wishes. 

From  these  and  other  causes,  we  have  lost  that  prompt  energy 
in  behalf  of  what  is  right,  and  that  vigorous  hostility  to  what  is 
wrong,  which  were  so  honourable  traits  in  the  character  of  those 
who  have  gone  before  us.  The  spirit,  with  which  we  resist  wick- 
edness, is  languid,  and  the  measures  are  lax. 

At  the  same  time  piety  has  received  still  larger  accessions  from 
the  class  of  decent  men.  Gross  crimes  are  also  still  rare ;  and 
capital  executions  solitary. 

New-Haven  was  settled  in  1638;  one  hundred  and  seventy- 
four  years  since.  The  capital  punishments  in  the  County  of  New- 
Haven,  as  I  have  before  remarked,  have  all  been  inflicted  here. 
The  whole  number  of  these  is  thirteen.  One  of  them  however 
was  inflicted  by  a  court-martial  in  the  time  of  the  revolutionary 
war,  on  a  soldier  in  the  British  service,  who  was  picked  up  in  the 
neighbourhood  of  this  town.  Of  the  remaining  twelve,  five  were 
Indians,  and  three  blacks.  The  remaining  four  were  whites. 
The  whites  were  all  executed  within  the  first  twenty-four  years 
from  the  date  of  the  settlement;  three  of  them  were  born  in 
England,  and  not  improbably  the  fourth.  The  first  settlers  of 
New-Haven  brought  with  them  a  collection  of  peasants  and  ser- 
vants, remarkable  for  their  profligacy,  and  of  these  classes  were 
the  criminals  which  have  been  mentioned.  I  have  not  been  able  to 
find  any  proof  that  a  native  of  the  township  or  County  of  New-Ha- 
ven was  ever  executed.  With  small  variations  this  account  will  ex- 
hibit the  state  of  New-England  at  large.  The  number  of  native 
inhabitants  who  have  been  capitally  punished,  has  from  the  begin- 
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uing  been  extremely  small.  In  this  respect  New-England  beai^s 
a  stron^^er  resemblance  to  Scotland  and  Switzerland  than  to  any 
other  countries  in  the  world. 

Upon  the  whole  it  is  probable,  that  the  morals  and  religion  of 
this  country,  particularly  of  the  ancient  settlements,  may  without 
disadvantage  be  compared  with  those  of  any  other. 

I  am,  Sir,  yours,  (Sic. 


LETTER  IV. 

Establishment  of  the  public  worship  of  God  in  Connecticut. 

Dear  Sir, 

The  religion  of  the  Congregationalists,  the  great  body  of  the 
people  in  New-England,  differs  little  in  its  doctrines  from  that  of 
most  Protestant  countries.  In  its  forms,  and  discipline,  it  strong- 
ly resembles  those  of  Scotland,  Holland,  and  Protestant  Switzer- 
land ;  and  still  more  that  of  those  English  dissenters,  who  are  de- 
nominated Independents  and  Congregationalists.  In  several  par- 
ticulars it  differs  from  them  all.  These  I  will  attempt  to  explain 
in  an  account  of  the  Religious  System,  which  prevails  in  Connec- 
ticut. 

The  State  of  Connecticut  is  universally  divided  into  parishes ; 
each  containing  one  or  more  Congregations,  or,  in  the  language 
of  the  laws,  Ecclesiastical  Societies.  These  Societies  are  corporate 
bodies  for  various  purposes. 

In  those  parishes  which  contain  but  one,  the  Society  is  constitu- 
ted of  all  legal  voters,  who  hold,  generally,  the  scheme  of  reli- 
gion adopted  by  the  Society. 

Each  Society  is  to  meet  once  a  year,  to  transact  its  legal  busi- 
ness. To  render  such  meeting  legal,  notice  must  be  given  to  the 
inhabitants,  at  least  five  days  before  the  meeting,  by  the  Socie- 
ty's standing  Committee  ;  or,  for  the  want  of  such  Committee,  by 
the  Clerk.  This  meeting  is  empowered  to  choose  a  Moderator, 
Clerk,  Treasurer,  and  standing  Committee,  possessing  the  same 
authority  in  Society  affairs,  as  the  corresponding  Town-officers 
possess  in  town  affairs. 

When  thus  met,  the  Society  is  also  empowered  to  levy  taxes, 
and  choose  Collectors,  by  a  major  vote  of  the  numbers  present. 

Persons,  unpossessed  of  real  estate  rated  at  nine  dollars  annual 
income,  or  personal  estate  rated  at  one  hundred  and  thirty-four 
dollars,  or  exempted  (on  account  of  dissenting)  from  the  payment 
of  taxes  for  the  support  of  the  usual  worship,  and  of  the  Minister, 
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and  for  tho  l^uiklinc;  and  repairing  of  the  churches,  in  which  such 
worship  is  cclebralcd,  cannot  vote,  or  act,  in  society  meetings. 
The  latter  class  however,  are  disqiiahfied  only  so  far,  as  these  par- 
ticular subjects  are  conrorncd. 

Persons,  refusing  to  serve  in  the  business  of  the  Society,  are 
subjected  to  lines  in  tho  same  manner  as  those  wlio  refuse  to 
serve  in  the  busirnss  of  the  town  :  and  the  fines  are  to  be  paid  to 
the  Treasurer  of  the  Society.  Unqualified  persons  are  also  fined 
for  voting,  acting,  or  intermeddling,  in  Society  meetings. 

All  persons,  at  any  time  within  twelve  months  after  arriving  at 
the  age  of  twenty-one  years,  or  within  the  same  period  after  be- 
coming widows,  or  after  settling  anew  in  any  parish,  have  liberty 
to  enrol  themselves  in  any  Society  by  lodging  their  names  for  this 
purpose  with  the  Clerk.  In  the  case  of  non-enrolment,  a  son  be- 
longs to  the  same  Society  to  which  his  father  was  attached  ;  a 
widow  tOj  that  of  her  husband ;  and  new  settlers  to  that,  which 
is  lowest  in  the  list. 

All  persons,  joined  to  a  Society,  continue  members,  unless  they 
remove,  or  obtain  leave  of  the  General  Assembly,  or  of  the  Soci- 
ety, to  separate  themselves.  Persons  however,  who  soberly  dis- 
sent from  the  worship,  celebrated  by  the  Ecclesiastical  Societies 
in  this  State,  shall  upon  lodging  a  certificate  of  their  dissent  with 
the  Clerk  of  the  Society  be  exempted  from  all  Society  taxes,  so 
long  as  they  shall  ordinarily  attend  on  the  worship  of  the  church, 
or  congregation,  to  which  tfiey  shall  join  themselves.* 

*  Since  the  death  of  the  author,  a  new  Constitution  lias  hceu  adopted  by  the  peo- 
ple of  Connecticut.  As  s'Ome  important  alterations  liavc  been  made,  particularly  in 
the  provision  for  the  support  of  the  public  wor:?hip  of  (Iml,  the  article  relative  to  re- 
ligion is  subjoined. — Pub. 

"It  being  the  duty  of  all  men  tc»  worship  the  Supreme  Being,  the  Great  Creator 
and  Prescner  of  the  Universe,  and  tlieir  right  to  render  that  woi-ship  in  Ihc  mode 
most  consistent  with  tlie  dictates  of  their  consciences  ;  no  person  ^hall  by  law  be 
compelled  to  join  or  siipport,  nor  be  classed  witli,  or  associateil  to,  any  congrega- 
tion, church,  or  religious  association.  But  every  person  now  belonging  to  such 
congregation,  church,  or  religious  association,  shall  remain  a  member  thereof  un- 
til he  shall  have  separated  himself  therefrom  in  the  manner  hereinafter  provided. 
And  each  and  every  society,  or  denomination  of  Christians  in  this  State,  shall  have 
and  enjoy  the  same  and  equal  power,  rights,  and  privileges;  and  shall  liave  power 
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Any  Society  by  a  major  vote  may  call,  and  settle,  a  Minister, 
and  provide  for  his  support.  A  Minister,  so  settled,  is  styled  in 
law  the  Minister  of  the  Society  ;  and  is  entitled  to  all  the  privi- 
leges of  this  office.  The  persons,  qualified  to  vote  for  these  pur- 
poses, are  those,  who  have  a  freehold  estate  in  the  same  Society, 
rated  at  nine  dollars  annually;  or  are  rated  at  one  hundred  and 
thirty-four  dollars  in  the  common  list ;  or  are  of  full  age,  and  in 
full  communion  with  the  church  in  said  Society.  AH  the  mem- 
bers of  the  Society,  and  their  successors,  are,  as  in  other  corpora- 
tions, bound  by  the  votes  of  the  majority. 

The  salaries  of  the  Ministers  are  to  be  paid  according  to  the 
real  value  of  the  salary  voted.  For  this  purpose  a  tax  is  annual- 
ly granted  by  the  vote  of  the  majority,  and  proportioned  on  the 
list  in  the  same  manner,  as  public  taxes.  Negligent  collectors 
are  to  have  distress  taken  out  against  them  by  the  Society's  Com- 
mittee ;  and  the  deficiency,  which  is  occasioned  by  their  negli- 
gence, levied,  and  collected,  out  of  their  estates.  If  the  Com- 
mittee neglect  their  duty,  they  are  to  be  fined,  and  to  pay  the 
deficiency  out  of  their  own  estates.  If  the  Society  omit  to 
choose  a  collector,  a  select-man,  or  justice  of  the  peace,  is  to  ap- 
point one. 

If  the  Society  do  not  agree  with  the  Minister  for  his  salary,  nor 
support  him,  the  General  Assembly  will  order  him  a  sufficient 
maintenance  to  be  paid  by  the  Society.  If  a  Society  be  without 
a  Minister  for  a  year,  or  years,  the  General  Assembly  will  ap- 
point a  sum,  to  be  paid  by  such  Society,  and  to  be  disposed  of  for 
the  use  of  the  Ministry  in  such  Society. 

and  authority  to  support  and  maintain  the  ministers  or  teachers  ol  their  respective 
denominations,  and  to  build  and  repair  houses  for  public  worship,  by  tax  ou  the 
members  of  any  such  society  only,  to  be  laid  by  a  major  vote  of  the  legal  voters  as- 
sembled at  any  society  meetinj^',  warned  and  held  according  to  law,  or  in  any  other 
manner. 

If  any  person  shall  choose  to  separate  himself  from  the  society  or  denomination  of 
christians  to  which  he  may  belong,  and  shall  leave  a  written  notice  thereof  with  the 
clerk  of  such  society,  he  shall  thereupon  be  no  longer  liable  for  any  future  expenses 
which  may  be  incurred  by  such  society." 
Vol.  IV,  51 
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It  is  incumbent  upon  the  Society's  Committee  to  see,  that 
these  duties  are  perfoniicd;  and  that  the  tax  is  speedily  collected, 
and  paid  ;  viz.  witliin  two  months  nfter  the  salary  shall  have  be- 
come due. 

All  funds,  estates,  and  donations,  given  for  the  support  of  the 
Ministry,  are  under  the  care,  and  management,  of  the  Committee; 
who  are  accountable,  and  are  empowered  to  make  all  proper  con- 
tracts, and  to  use  all  proper  and  necessary  measures  to  accom- 
plish the  purpose  of  the  trust. 

Non-resident  proprietors  of  lands,  lyini^  in  parishes,  containing 
more  than  one  Society,  are  to  pay  the  tax  on  such  lands  to  the 
Society,  which  is  lowest  in  the  list ;  if  that  Society  supports  its 
Minister  l)y  tax,  according  to  law. 

Such  Societies,  as  are  unable  to  maintain  a  Minister,  may  yet, 
having  obtained  leave  of  the  General  Assembly,  perform  similar 
duties,  and  enjoy  similar  privileges,  so  far  as  to  obtain  the  preach- 
in£j  of  the  Gospel  and  accomplish  other  necessary  purposes. 

In  parishes,  containing  more  than  one  Society,  each  is  consti- 
tuted by  the  enrolment  of  the  names  of  its  members  with  its 
clerk. 

A  considerable  number  of  the  towns  in  the  State  contain,  each, 
but  one  Society.  Such  towns  are  invested  with  all  the  preced- 
ing powers,  and  privileges.  In  all  such  cases  the  functions  of  the 
officers  of  the  Society  are  performed  by  those,  who  hold  the  cor- 
responding Town  ofijces.  Thus  the  select-men  perform  the  du- 
ties of  a  Society's  Committee. 

All  churches,  and  congregations,  which  form  themselves  into 
bodies  for  the  maintenance  and  support  of  the  public  worship  of 
God,  have  the  same  powers,  and  privileges,  for  building  and  re- 
pairing churches,  and  for  every  other  ecclesiastical  purpose, as  the 
Societies,  constituted  by  law. 

Whenever  a  Society  shall  by  a  lawful  vote  declare  it  necessa- 
ry to  build  a  church;  the  place  on  which  it  shall  stand,  is  to 
be  fixed  by  the  Court  of  Common  Pleas :  and,  if  a  Society, 
or  any  part  of  it,  proceed  to  build,  before  they  make  application 
to  said  Court,  they  are  to  be  fined  one  hundred  and  thirty-four 
dollars. 
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If,  after  the  place  is  fixed,  the  Society  ne^ijlect  to  build  the 
church,  this  Court  is  to  notify  the  neghgence  to  the  General  As- 
sembly ;  who  will  order  a  sufficient  tax  to  be  laid  on  the  Society, 
and  direct  the  money  to  be  laid  out  for  this  purpose. 

After  Societies  are  formed,  churches  erected,  and  Ministers 
settled,  the  law  for  the  further  support  of  public  worship,  and  for 
securing  the  quiet  enjoyment  of  the  Sabbath,  requires  all  persons 
to  attend  the  private  duties  of  religion  ;  and  on  public  worship, 
if  there  be  any  such  worship,  on  which  they  can  conveniently,  and 
conscientiously  attend.  As  there  are  churches  every  where  in 
the  State,  not  more  than  five  or  six  miles  asunder,  inconvenience 
can  rarely  be  pleaded  in  ordinary  circumstances.  The  law  also 
forbids  all  secular  business  and  diversion ;  travelling,  except  for 
necessary  or  charitable  purposes  ;  assembling  in  companies ;  go- 
ing to  taverns,  and  receiving  those  who  go  ;  setting  up  warnings, 
or  notifications  ;  and  serving  civil  processes;  on  the  Sabbath.  It 
also  forbids  all  interruptions,  or  disturbances,  of  public  worship ; 
and  all  rude  behaviour  during  its  celebration.  The  penalties, 
on  which  these  offences  are  forbidden,  are  included  between  half 
a  dollar,  and  thirty-four  dollars. 

Grand-Jurors,  Constables,  and  Tithing-men,  are  to  inspect  the 
public  behaviour  of  all  persons  on  the  Sabbath,  and  due  present- 
ment make  of  all  profanations  and  breaches  of  the  Sabbath. 

Parents  and  guardians  are  to  correct  their  children  for  such  of- 
fences, on  penalty  of  half  a  dollar. 

Assistants,  or  Justices  of  the  Peace,  are  to  apprehend  of- 
fenders upon  sight,  or  knowledge  ;  to  examine,  and,  if  need  be, 
to  command  any  person  to  seize,  arrest,  and  secure,  any  travel- 
lers on  the  Sabbath ;  and  to  hold  them,  till  judgment  be  had  in 
the  case. 

Constables,  Sheriffs,  and  Grand-Jurors,  are  to  apprehend  with- 
out warrant,  and  to  carry  before  a  Justice  of  the  Peace,  all  offend- 
ers against  this  law. 

Persons  refusing  to  obey  the  commands  of  these  officers,  or  neg- 
lecting to  afford  them  their  utmost  assistance  to  apprehend,  and 
secure,  any  offenders  against  this  law,  are  subjected  to  the  same 
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penalties,  as  when  refusing  to  assist  Sheriffs,  and  Constables,  m 
the  ordinary  execution  of  their  offices. 

SherilFs,  Constables,  and  indifferent  persons,  are  empowered, 
on  warrant,  to  pursue,  and  apprehend,  offenders  against  this 
law,  any  where  within  the  limits  of  the  authority  of  the  magis- 
trate, granting  the  warrant.  No  appeal  lies  from  the  sentence 
for  breaches  of  this  act.  I  am,  dear  Sir,  yours,  &c. 


LETTER  V. 

Vindication  of  the  Establishment  of  the  Public  Worship  of  GoJ  by  law. 

Dear  Sir, 

In  the  preceding  letter  I  have  given  you,  if  I  mistake  not,  a 
complete  account  of  what  has  been  often,  though  improperly, 
called  the  Ecclesiastical  Establishment  of  Connecticut,  This  phrase, 
as  applied  to  other  countries,  has  usually,  if  not  always,  denoted 
the  establishment  of  a  National,  or  State  church  j  or  the  establish- 
ment of  exclusive  privileges  in  the  possession  of  one  class  of  chris- 
tians* To  Connecticut,  therefore,  it  can  have  no  proper  applica- 
tion ;  because  in  this  State  all  classes  of  Christians  are  placed  on 
the  same  level.  Formerly  the  case  was  different.  A  religious  es- 
tabhshment  existed  in  the  Colony  of  Connecticut,  antecedently 
to  the  Revolution ;  and  gave  exclusive  privileges  to  the  Congre- 
gationalists ;  the  class  of  people,  by  whom  it  was  originally  set- 
tled. This  has  been  changed  for  the  system,  detailed  above. 
Whatever  advantages,  or  disadvantages,  therefore,  may  be  sup- 
posed to  attach  to  religious  establishments  in  the  appropriate 
sense,  they  can  have  only  a  partial  relation  to  the  Ecclesiastical 
system  of  Connecticut.  The  principal  arguments  in  favour  of 
such  estabhshments,  and  the  principal  objections  against  them, 
can  be  applied  to  it,  only  in  the  same  imperfect  manner.  In  my 
own  view  the  system  might,  in  better  language,  be  styled  "  The 
legal  establishment  of  the  public  worship  of  God  in  this  State,'^'^ 

I  have  brought  all  the  parts  of  this  system  into  one  view,  be- 
cause they  are  all  parts  of  a  single  design,  naturally  expressed  by 
the  phrase,  adopted  in  the  preceding  sentence,  and  because  I 
wished  you  to  see  them  in  their  connexion  with  each  other.  In 
this  scheme  you  will  see  the  whole  country  formed  into  religious 
congregations,  styled  Ecclesiastical  Societies.  These  Societies 
are  vested  with  ample  powers  to  tax  themselves ;  to  collect  tax- 
es ;  to  hold  property  ;  to  receive  donations  ;  and  to  manage  their 
property  for  the  purpose  of  building  and  repairing  churches,  and 


402  RELIGION  OF  nk\v-enc;land. 

maintaining  the  public  worship  of  God.  Tliis  worship  they  arc 
required  to  attend  ;  churches  they  are  required  to  build  ;  and 
Ministers  they  arc  required  to  settle,  and  support.  In  doing  these 
several  things  they  are  secured,  so  far  as  may  be,  against  intru- 
sion, opposition,  interruption,  and  even  indecency,  from  others. 
The  great  object  in  view,  the  public  worship  of  God,  is  required, 
provided  for,  enforced,  and  defended.  Some  of  the  means,  by 
which  it  is  to  be  accomplished,  are  pointed  out;  and  all,  which 
can  consist  with  the  certain  attainment  of  the  object,  are  left  to 
the  Societies  themselves. 

You  cannot  but  have  perceived,  that  all  classes  of  christian^f 
are  here  invested  by  laio  with  the  same  privileges.  You  must  also 
have  perceived,  that  ample  provision  is  made  for  all  those  chan- 
ges of  opinion,  and  those  scruples  of  conscience,  which,  where 
they  honestly  exist,  are  entitled  to  tenderness  and  respect ;  for 
which  men  very  jealously  claim  regard ;  and  which,  therefore, 
demand  regard  from  every  wise  legislature. 

If  it  be  admitted,  as  by  the  sentence  of  both  reason  and  revela- 
tion it  ought  to  be,  that  a  legislature  has  a  right  to  establish  the 
worship  of  God  ;  it  will  also  be  admitted,  that  the  Legislature  of 
Connecticut  has  adopted  a  wise  and  liberal  system  for  this  impor- 
tant purpose.  They  have  done  most  of  that  which  is  necessary, 
and  nothing  which  is  not  necessary,  to  this  end.  So  far  as  is  con- 
sistent with  the  design,  they  have  also  placed  every  thing  in  the 
hands  of  those,  who  are  chiefly  concerned  ;  and  left  them  to  the 
guidance  of  their  own  choice.  At  the  same  time  they  have  made 
them  responsible  to  the  proper  tribunal  ;  the  supreme  authority 
of  the  state. 

There  are  two  classes  of  men,  who  contend  against  the  inter- 
ference of  the  Logislalure  for  the  support  of  public  worship  :  those 
who  consider  it  as  inexpedi€}it  ;  and  those,  ir/jo  regard  it  as  unlaio- 

On  this  subject  it  would  be  easy  to  fill  a  volume.  It  cannot  be 
supposed,  that  I  can  here  discuss  it  at  length  ;  nor  that,  if  this 
were  in  my  power,  you  would  with  patience  read  the  discussion. 
But  it  has  been  so  often  a  theme  of  contention,  and  complaint,  on 
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this  as  well  as  on  the  other  side  of  the  Atlantic,  and  particularly  in 
the  states  south  of  New-England,  as  to  render  it  proper  to  exam- 
ine the  subject  with  some  degree  of  minuteness,  even  here.  To 
the  former  of  these  classes,  then,  I  address  the  following  obser- 
vations. 

The  Legislature  of  every  State  is  the  proper  superintendant  of 
all  its  prudential  concerns.  It  has  not  only  a  right,  but  is  obliged 
by  an  authority,  which  it  can  neither  oppose,  nor  question,  to 
pursue  every  lawful,  and  expedient,  measure  for  the  promotion 
of  the  public  welfare.  To  this  great  purpose  Religion  in  every 
country  is  not  only  useful,  but  indispensable.  But  Religion  can- 
not exist,  and  has  never  existed,  for  any  length  of  time,  without 
public  worship.  As  every  man  ought,  therefore,  willingly  to 
contribute  to  the  support  of  whatever  increases  his  own  prosper- 
ity ;  he  is  by  immoveable  consequence  obliged  to  support  the  re- 
ligion, which  by  increasing  the  common  prosperity,  increases  of 
course  his  own. 

Should  an  advocate  for  the  doctrine,  which  I  oppose,  demand 
proof,  that  Religion  is  indispensable  to  the  welfare  of  a  free 
country  :  this  is  my  answer.  Morality,  as  every  sober  man,  who 
knows  any  thing  of  the  subject,  discerns  with  a  glance,  is  merely 
a  branch  of  Religion  :  and  where  there  is  no  religion,  there  is  no 
morality.  Moral  obligation  has  its  sole  ground  in  the  character, 
and  government  of  God.  But,  where  God  is  not  worshipped, 
his  character  will  soon  be  disregarded  ;  and  the  obhgation,  found- 
ed on  it,  unfelt,  and  forgotten.  No  duty,  therefore,  to  individu- 
als, or  to  the  public,  will  be  realized,  or  performed.  Justice, 
kindness,  and  truth,  the  great  hinges  on  which  free  Society  hangs, 
will  be  unpractised,  because  there  will  be  no  motives  to  the  prac- 
tice, of  sufficient  force  to  resist  the  passions  of  man.  Oaths  of 
office,  and  of  testimony,  alike,  without  the  sanctions  of  religion 
are  merely  solemn  farces.  V/ithout  the  sense  of  accountableness 
to  God,  without  the  realizing  belief  of  a  future  retribution,  they 
are  employed  only  to  insuH  the  Creator,  deprave  the  juror,  and 
cheat  his  fellow  men.  This  sense  nothing  but  Religion  can  in- 
spire or  preserve.     With  the  loss  of  Religion  therefore,  the  ulti- 
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mate  foundation  of  confidence  is  blown  up  ;  and  the  security  of 
life,  liberty,  and  property  buried  in  the  ruins. 

In  aid  of  these  observations  I  ailri^c.  that  no  free  government 
has  ever  existed  for  any  time  without  the  support  of  Religion. 
Athens,  Sparta,  and  Rome,  stood  and  fell  with  their  religion; 
false,  and  gross  as  it  was  ;  because  it  contained  some  of  those 
great  truths,  and  solemn  sanctions,  w  ithout  which  man  can  possess 
no  conscience,  exercise  no  virtue,  and  find  no  safety.  To  their 
religion,  Britain,  Switzerland,  and  the  L^nited  Netherlands,  have 
owed  most  of  their  happiness,  and  their  permanency  ;  and  might 
say  to  this  Celestial  denizen  in  every  period  of  their  prosperity,  as 
the  devout  and  humble  Christian  to  his  God  ;  "Having  obtained 
help  of  Thee,  we  have  continued  to  this  time.'*' 

In  the  history  of  the  Globe  there  is  recorded  but  one  attempt, 
seriously  made  to  establish  a  free  Government  without  religion. 
From  this  attempt  has  sprung  new  proof,  that  such  a  government, 
stripped  of  this  aid,  cannot  exist.  The  government,  thus  pro- 
jected, was  itself  never  established  ;  but  was  a  mere  abortion  ; 
exhibiting  doubtful  signs  of  life  at  its  birth,  and  possessing  this 
dubious  existence  only  as  an  ephcmeron.  During  its  diurnal 
life  it  was  the  greatest  scourge,  particularly  to  those  for  whom  it 
was  formed,  and  generally  to  the  rest  of  mankind,  which  the 
world  has  ever  seen.  Instead  of  being  a  free,  just,  and  benefi- 
cent system  of  administration,  it  was  more  despotic  than  a  Per- 
sian Caliphate  ;  more  wasteful  of  life,  and  all  its  blessings,  than 
an  inundation  of  Goths,  and  Vandals.  Those  wiio  lived  under 
it,  and  either  originated,  or  executed,  its  measures,  were  the  au- 
thors of  more  crimes  than  any  collection  of  men,  since  the  termi- 
nation of  that  gigantic  wickedness,  from  which  nothing  but  an 
universal  Deluge  could  cleanse  this  polluted  world. 

These  evils,  my  antagonist  is  further  to  be  informed,  were  the 
result  of  the  only  experiment,  ever  made,  of  erecting  a  govern- 
ment without  Religion.  They  are  the  only  specimen  of  the  gen- 
uine eflicacy  of  Infidelity  and  Atheism,  on  the  mind,  and  on  the 
happiness,  of  man,  during  the  only  opportunity,  which  they  have 
enjoyed,  of  possessing  an  unlimited  contrc^til  o\ cr  human  alFairs. 
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Until  the  remembrance  of  this  experiment  shall  have  been  lost, 
it  can  never  be  made  again. 

Finally,  he  is  to  be  informed,  that  it  is  wiser,  more  humane, 
and  more  effectual,  to  prevent  crimes  than  to  punish  them.  He 
is  to  be  told,  what  he  cannot  deny,  that  Religion  is  the  only  great 
preventive  of  crimes  ;  and  contributes  morcj  in  a  far  more  de- 
sirable manner,  to  the  peace,  and  good  order,  of  Society  than  the 
Judge  and  the  sheriff,  the  goal  and  the  gibbet,  united.  He  is  to 
be  reminded,  that  mankind,  with  all  the  influence  of  Religion, 
added  to  that  of  the  civil  government,  are  still  imperfectly  gov- 
erned ;  are  less  orderly,  peaceful,  and  friendly  to  each  other, 
than  humanity  must  wish  ;  and  that,  therefore,  he  who  would 
willingly  lessen  this  influence  is  a  fool  j  he  who  would  destroy  it, 
a  madman. 

I  am  well  aware,  that  in  spite  of  this  and  any  other  reasoning  ; 
in  spite  of  demonstration  itself:  there  are  men,  who  may,  and  in 
all  probability  will,  say,  that,  however  good  and  useful  the  pub- 
lic worship  of  God  may  be,  they  do  not  wish  to  avail  themselves 
of  its  benefits  ;  and  owe,  therefore,  no  contributions  to  its  support. 
To  these  men  I  reply,  that  he,  who  has  no  children,  or  who  does 
not  wish  to  send  his  children  to  school ;  and  he  who  does  not  use 
the  roads,  and  bridges,  of  his  country,  because  he  is  either  neces- 
sitated, or  inclined,  to  stay  at  home  ;  may  on  exactly  the  same 
ground,  claim  an  exemption  from  supporting  schools,  roads,  and 
bridges.  To  such  an  objector  it  is  a  suflicient  answer,  that  these 
things  enter  into  all  the  happiness  which  he  enjoys  ;  and  that 
without  them  he,  and  his  countrymen,  would  be  hermits,  and  sav- 
ages. Without  Religion,  man  becomes  in  a  short  time  a  beast  of 
prey  -,  and  wastes  the  happiness  of  his  fellow-men  with  as  little 
remorse,  as  the  wolf,  or  the  tiger  ;  and  to  a  degree  which  leaves 
their  ravages  out  of  remembrance.  Even  if  this  were  not  the 
melancholy  fact ;  the  list  of  individual  enjoyments  is  as  much 
more  valuable  in  a  community,  where  Religion  prevails,  than 
where  it  does  not,  as  the  safety,  peace,  and  pleasure  of  civilized 
society  are  more  desirable  than  the  exposure,  discord,  and  mise- 
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ly,  produced  by  the  furious  and  maligiKUit  passions  of  uncultiva- 
ted man. 

Those,  who  consider  the  Legislature  in  supporting  the  public 
worship  of  God  as  doing  tliat  which  is  unlawful,  found  this  doc- 
trine upon  what  they  conceive  to  be  Revelation.  In  support  of 
it  they  allege  such  things,  as  the  following  ;  that  Christ  has  de- 
clared his  kingdom  not  to  be  of  this  world  ;  that  the  gates  of  hell 
shall  never  prevail  against  it  ;  and  that  he  said  to  the  Apostles, 
'"'  Freely  ye  have  received  ;  freely  give  :''  together  with  various 
other  things  of  the  like  nature. 

Every  man,  who  soberly  alleges  scruples  of  conscience  in  any 
case,  has  a  claim  to  be  answered  with  seriousness,  and  delicacy. 
To  this  class  of  objectors,  therefore,  I  answer,  When  Christ  de- 
clared his  kingdom  not  to  be  of  this  world,  he  had  not  even  the 
remotest  reference  to  the  subject  in  hand.  He  merely  replied  to 
the  accusation,  which  the  Jews  brought  against  him  to  Pilate,  viz. 
that  he  claimed  to  be  a  king,  and  was  therefore  a  rebel  against 
the  government  of  Caesar. 

It  is  however  admitted  in  the  fullest  sense,  that  the  kingdom  of 
Christ  is  not  of  this  world  ;  that  as  Christ  declared,  it  is  within 
man  ;  and  that,  as  St.  Paul  declares,  it  consists  in  "righteousness, 
peace,  and  joy,  in  the  Holy  Ghost."  But  I  ask,  what  reference 
had  this  to  the  point  in  debate  ?  For  myself  I  confess,  1  am  una- 
ble to  see  the  application  of  it  so  far,  as  to  hnd  any  thing  to  be 
answered.  In  the  interference  of  the  Magistrate  to  support  the 
public  worship  of  God,  there  is  not  even  a  reference  to  this  doc- 
trine, either  friendly  or  hostile.  Nor  can  I  conceive  how  man 
can  intermeddle  with  the  subject  at  all,  unless  by  declaring  him- 
self to  be  the  author  of  Regeneration,  or  to  be  able,  and  disposed, 
to  resist  the  real  author;  the  Holy  Ghost.  \Vhen  the  public 
support  of  the  worship  of  God  shall  be  shown  to  be  unfavourable 
to  the  existence  of  regeneration,  or  to  the  disposition  produced 
by  it,  and  thus  to  oppose  the  spiritual  kingdom  of  Christ ;  it  will 
then  be  a  proper  time  to  cite  this  text  as  an  argument  against 
such  an  interference  of  tlie  Legislature.  But  should  their  inter- 
ference be  favourable  to  this  great  purpose,  as,   if  we  argue  from 
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all  human  experience,  it  must  be ;  he  who,  understanding  the 
subject,  would  hinder  it ;  must  renounce  every  pretension  to  the 
character  of  a  Christian. 

"But  Christ,"  it  is  said,  "has  promised,  that  the  gates  of  hell 
shall  never  prevail  against  his  Church;"  and,  as  he  himself  has  en- 
gaged to  support  it,  the  aid  of  the  civil  magistrate  can  neither  be 
necessary,  nor  proper.  This  promise  I  believe  without  a  doubt ; 
but  the  inference  I  shall  take  the  liberty  to  question.  The  prom- 
ise is  this,  and  nothing  but  this  :  that  there  shall  be  throughout 
the  ages  of  time  a  Church  of  Christ  in  the  world.  It  contains  not, 
therefore,  the  least  encouragement,  that  for  any  length  of  time 
the  kingdom  of  Christ  will  exist  in  any  given  country.  In  per- 
fect accordance  with  this  promise,  Great-Britain  may  be  the  seat 
of  Christianity  ;  and  New-England,  a  forest  of  savages,  or  a  revel- 
ling house  of  Infidels.  But  the  first  and  great  concern  of  the  peo- 
ple of  New-England  is  to  secure  the  blessings  of  this  kingdom  to 
themselves,  and  to  their  posterity.  To  this  object,  I  assert  in 
contradiction  to  the  above  mentioned  inference,  that  the  aid  of 
the  magistrate  is  both  proper,  and  nccessar^Pl  Miracles  have 
ceased.  The  extraordinary,  and  immediately  perceptible,  agen- 
cy of  Christ  in  this  business  cannot,  therefore,  be  expected  ;  and 
will  not  be  employed.  Whatever  is  to  be  done,  except  the  work 
of  sanctification,  which  man  cannot  do,  is  to  be  done  by  man  as 
the  instrument  of  his  IMaker.  Man  is  to  plants  and  water  ;  and 
then,  and  then  only,  is  warranted  either  to  hope,  or  to  pray,  that 
God  will  give  the  increase. 

Men  are  to  build  churches ;  to  qualify  themselves  to  become 
Ministers  of  the  Gospel ;  to  preach  the  Gospel ;  to  settle  Minis- 
ters ;  to  support  them,  when  they  are  settled;  to  secure  to  them 
that  support,  that  they  may  be  enabled  to  fulfil  the  duty  o[ provi- 
ding for  their  own  households,  and  thus  be  safe  from  the  charge  of 
having  denied  the  faith,  and  being  worse  than  infidels.  Of  this  safe- 
ty there  is  no  other  possible  foundation  but  a  contract.  Every 
contract,  which  is  not  immoral,  or  of  which  the  fulfilment  is  not 
impossible,  the  Legislature  of  every  country,  especially  of  every 
christian  country,  is  not  only  authorized,  but,  so  far  as  it  is  able, 
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bound,  to  enforce.  In  this  manner,  and  in  this  only,  will  they 
and  their  children  be  furnished  with  Ministers,  qualitied  to  teach 
them  divine  knowledge,  and  to  impress  on  their  hearts  the  duties 
of  the  Gospel.  In  this  manner  only,  will  they  secure  themselves 
and  their  children  from  being  left  to  the  guidance  of  ignorant 
men,  who,  instead  of  being  qualified  to  teach,  are  neither  able, 
nor  willing,  to  learn. 

In  this  manner  will  they  shut  out  of  the  desk,  men,  to  whom 
common  sense  instinctively  cries.  Physician  hral  t/ij/y</f.  These 
men,  who  in  all  countries  have  been  the  disturbers  of  ecclesiastic- 
al peace,  and  good  order,  will  in  this  manner,  and  in  this  only, 
be  silenced.  For  no  body  of  decent  men  will  vote  a  decent,  fix- 
ed salary,  to  a  person  of  this  character. 

But  it  is  said,  that  the  Apostles  received  freely,  and  were  com- 
manded freely  to  give.  The  Apostles  on  a  miraculous  mission, 
and  endued  with  miraculous  powers,  were  commanded  to  heal  the 
sick,  to  cleanse  the  lepers,  to  raise  the  dead,  to  cast  out  devils,  and  to 
preach,  as  they  went,  saying,  ''  TTic  kingdom  of  heaven  is  at  hand,'^'^ 
The  supernatural  powers,  by  which  these  miracles  were  to  be 
wrought,  and  which  they  had  received  freely  from  the  bounty  of 
Christ,  they  were  commanded  to  exercise  freely  for  the  benefit  of 
those,  by  whom  they  should  be  welcomed  into  their  cities,  and 
houses.  Is  this  the  commission  under  which  Ministers  now  act  ? 
If  it  is  ;  let  them  obey  its  call,  as  did  the  Apostles.  Particularly, 
let  them  provide  neither  gold,  nor  silver,  nor  brass,  in  their  purses; 
nor  scrip  ;  7ior  two  coats,  nor  shoes,  nor  yet  staves.  According  to 
this  very  commission,  they  are  forbidden  to  preach  the  Gospel  to 
any,  who  will  not  furnish  them  with  these  things.  Against  those, 
who  do  not  perform  this  duty,  they  are  directed  to  shake  off  the 
dust  of  their  feet :  and  it  is  declared,  that  it  shall  be  more  tolerable 
for  Sodom  and  Gomorrah,  in  the  day  of  judgmoit,  than  for  them. 

The  ninth  chapter  of  1st  Corinthians  has  settled  this  point 
forever.  Here  Christ  has  ordained,  that  they,  zuho  preach  the  Gos- 
pel, shall  live  of  (he  Gospel,  To  cut  oflfall  debate,  so  far  as  debate 
can  be  cut  olT,  St.  Paul  has  sanctioned  the  ordinance,  that  they^ 
who  preach  the  Gospel,  shall  live  of  the  Gospel,  by  an  appeal  to  the 
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law  of  Moses  ;  the  express  injunction  of  Christ ;  and  the  authori- 
ty of  his  own  inspiration. 

But  why^  it  will  be  asked,  may  not  this  living  be  furnished  by  a 
voluntary  contribution  ?  There  are  undoubtedly  cases,  in  which  it 
may.  In  large  towns  congregations  may  be  ordinarily  gathered, 
sufficiently  numerous,  and  sufficiently  liberal,  to  build  one  or  more 
churches,  and  to  support  one  or  more  Ministers.  In  smaller 
towns  this  would  ordinarily  be  impossible  ;  and  I  suppose  the  ob- 
jector himself  will  admit,  that  it  is  at  least  as  necessary  for  the  in- 
habitants of  smaller  towns  to  have  Ministers,  as  for  those  of  cities  ; 
especially  as  they  constitute  the  mass  of  people  in  all  countries. 
In  such  towns  the  whole  burden  of  supporting  Ministers  by  con- 
tribution would  fall  upon  a  few  individuals.  But  these  could  not 
sustain  this  burden,  and  Ministers,  of  course,  could  not  live.  In 
such  towns,  therefore,  there  will  upon  this  plan  be  no  Ministers ; 
I  mean,  none  such,  as  the  Gospel  requires  :  "  Workmen,  who  need 
not  to  be  ashamed  ;  who  rightly  divide  the  Word  of  truth  /  who  give 
attendance  to  reading ,  to  exhortation,  and  to  doctrine;  who  meditate 
upon  these  things,  and  give  themselves  wholly  to  them  ;  so  that  their 
profiting  may  appear  unto  all. 

Besides,  St,  Paul,  1  Cor.  xvi.  has  determined,  that  a  tax  is  the 
right  and  proper  manner  of  doing  all  this.  In  the  second  verse, 
he  commands  the  Corinthians  to  lay  by  them  somewhat^  as  a  contri- 
bution to  the  relief  of  their  fellow  christians  ;  every  man  as  God 
had  prospered  them.  Between  contributions  for  their  fellow-chris- 
tians,  and  contributions  for  ministers,  there  is  no  moral  difference. 
The  contribution  of  a  sum,  in  proportion  to  the  prosperity  God  has 
given  men,  is  a  tax  :  for  a  tax  is  nothing  but  a  regular  and  propor- 
tional contribution.  This  proportion  cannot  be  established  but 
hy  authority,  for,  except  by  authority,  men  cannot  be  required  to 
render  an  account  of  their  circumstances.  Nor  can  any  propor- 
tion approach  so  near  to  equity,  as  that,  which  is  formed  under 
the  direction  of  the  Legislature.  Here,  then,  the  rule  of  St. 
Paul,  the  rule  established  by  God,  is  as  exactly  pursued,  as  it  can 
be  hy  human  wisdom :  and,  if  it  was  a  right  rule  in  one  ecclesi- 
astical case,  it  is  a  rule  equally  right  in  every  other. 
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If  we  look  to  facts ;  we  shall  find  the  same  doctrine  supported 
with  illustrious  evidence.  In  the  year  1793,  f  was  a  member  of 
the  General  Assembly  of  the  l*resbyterian  Church.  There  were 
then,  if  I  do  not  misrcmeinber,  four  hundred  and  twelve  congre- 
gations, belonging  to  this  Church,  within  the  L'nitcd  Slates,  South 
of  New-England  ;  and  two  hundred  and  nine  congregations  in  the 
State  of  Connecticut  alone.  To  supply  these  Presbyterian  con- 
gregations, there  were  two  hundred  and  four  ministers.  In  Con- 
necticut there  were  in  the  year  1790,  237,946  inhabitants,  and  in 
the  states  South  of  New-England,  2,920,478.  In  the  year  1798 
there  were,  belonging  to  the  Presbyterian  Church  two  hundred 
and  forty-two  ministers  ;  of  whom  thirty-three  were  without  any 
charge  ;  or,  in  the  language  of  New-England,  were  not  settled 
ministers.  Two  hundred  and  nine  Ministers,  therefore,  supplied 
so  far  as  they  were  supplied  at  all,  the  whole  number  of  Presby- 
terian congregations  South  of  New-England.  The  number  of 
congregations  at  that  time  cannot  be  ascertained  :  as  the  returns 
were  in  this  respect  imperfect.  These  ministers  supplied  two 
hundred  and  ninety  congregations  :  eighty-one  being  what  are 
called  pluralities  :  and  there  were  one  hundred  and  forty-two  va- 
cancies returned.  Five  Presbyteries  made  no  returns  of  the  va- 
cancies within  their  bounds.  If  we  suppose  the  vacancies  in  these 
Presbyteries  to  be  eighteen,  the  number  will  be  one  hundred  and 
sixty.  This  number  will  make  the  whole  four  hundred  and  thir- 
ty. With  this  numerous  train  of  vacancies,  there  were  thirty 
ministers  still,  who  were  unsettled.  It  follows  irresistibly,  either 
that  the  congregations  were  so  small,  as  to  be  unable  to  support 
ministers,  or  so  inditlerent  to  religion,  as  to  be  unwilling. 

The  number  of  vacancies  in  Connecticut,  at  that  time,  I  am 
unable  precisely  to  ascertain.  Twenty  may  perhaps  be  assumed 
as  the  probable  number.  There  were  then,  at  that  time  within 
the  State,  one  hundred  and  eighty-nine  ministers. 

In  the  year  lOOO,  there  were  in  Conjiecticut  251,002  inhabit- 
ants ;  and  in  the  States  South  of  New-England,  4,033,775.  The 
whole  account  according  to  this  estimate  will  stand  thus. 
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There  were  in  1798, 

Congregations.  Ministers.   Vacan-  Plural-  Minis-       Inhabitants, 
ciea.       ities.   ters  not 
settled. 

In  Connecticut,         209    -    189    -     20    -     0-     5    -       251,002 

^"New^EnXnd^^l  ^^^  -  242  -  160  -  81  -  33  -  4,033,770 
In  Connecticut,  then,  a  sixteenth  of  the  number  of  inhabitants 
form  two  hundred  and  nine  congregations,  and  support  one  hun- 
dred and  eighty-nine  ministers.  Of  these  congregations,  twenty 
were  vacant ;  and  five  of  the  ministers  were  unsettled.  In  the 
States  South  of  New-England,  sixteen  times  the  number  of  inhab- 
itants formed  four  hundred  and  thirty  congregations,  of  which 
eighty-one  were  pluralities,  and  one  hundred  and  sixty  were  va- 
cant, or  without  ministers.  The  ministers  supported  and  settled, 
were  two  hundred  and  nine.  If  these  states  contained  congrega- 
tions, and  were  supplied  with  ministers,  in  the  same  proportion 
as  Connecticut ;  the  whole  number  of  congregations  would  be 
3,344  ;  and  the  whole  number  of  ministers,  settled  and  supported 
would  be  3,024.  In  this  estimate  we  have  a  fair  specimen  of  the 
natural  consequence  of  establishing,  or  neglecting  to  establish,  the 
public  worship  of  God  by  the  law  of  the  land.  In  Connecticut 
every  inhabitant,  who  is  not  precluded  by  disease,  or  inclination, 
may  hear  the  gospel,  and  celebrate  the  public  worship  of  God, 
every  Sabbath.  In  the  states  specified  it  is  not  improbable,  that 
a  number  of  people,  several  times  as  great  as  the  census  of  Con- 
necticut, have  scarcely  heard  a  sermon,  or  a  prayer  in  their  hves. 
The  only  objection,  which  I  can  foresee  against  this  estimate, 
is,  that  although  the  number  of  Presbyterian  congregations  in 
Connecticut  is  much  greater  in  proportion,  than  that  in  the  states 
specified,  yet  this  difference  is,  to  a  great  extent,  lessened  by  the 
superiour  proportion  of  congregations,  formed  by  other  classes  of 
christians  in  those  states.  The  number  of  Episcopal  congrega- 
tions in  Connecticut,  including  twenty-six  pluralities  is  sixty-one  ; 
the  number  of  Baptist  congregations  sixty-seven;  making  in  the 
aggregate  one  hundred  and  twenty-eight.  It  is  doubted  whether 
a  correct  estimate  of  the  congregations,  formed  by  these  and  oth- 
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er  classes  of  christians,  in  the  two  llelds  of  inquiry,  would  be  ma- 
terially ditrorent  from  that,  which  has  been  already  given.  'J'his 
estimate,  however,  cannot  be  made  :  there  being  no  data,  from 
which  it  may  be  derived.  I  !ia\ e  chosen  the  Presbyterian  con- 
gregations as  the  subject  of  inquiry,  because  the  numbers  were 
attainable  from  returns  in  my  possession. 

An  examination  of  the  religious  state  of  Massachusetts  would 
have  given  a  result,  not  essentially  dilTerent. 

In  a  happy  conformity  to  this  estimate,  and  the  scheme  here 
supported,  has  been  the  prevalence  of  religion  in  these  two  states. 
It  is  doubted  whether  there  is  a  collection  of  ministers  in  the 
world,  whose  labours  have  been  more  prosperous,  or  under  whose 
preaching  a  greater  proportion  of  those,  who  heard  them,  have 
become  the  subjects  of  real  piety.  I  know  of  no  country,  in 
which  revivals  of  religion  have  been  so  frequent,  or  in  proportion 
to  the  number  of  inhabitants  so  extensive,  as  in  these  two  States. 
God,  therefore,  may  be  considered  as  having  thus  far  manifested 
his  own  approbation  of  the  system.  If  at  the  same  time  we  ad- 
vert to  the  peace  ;  the  good  order;  the  regular  distribution  of 
justice  ;  the  universal  existence  of  schools  ;  the  universal  enjoy- 
ment of  the  education  which  they  communicate  ;  and  the  exten- 
sion of  superiour  education;  it  will  be  difficult  for  a  sober  mai» 
not  to  perceive,  that  the  smiles  of  heaven  have  regularly  accom- 
panied this  system  from  its  commencement  to  the  present  time. 
I  need  not,  however,  have  gone  any  farther  for  the  illustration  of 
this  subject  than  to  a  comparison  of  the  states  of  Rhode-Island 
and  Connecticut.  The  former  of  these,  independently  of  Provi- 
dence, Newport,  and  two  or  three  other  small  towns,  is  in  ail 
these  important  particulars,  a  mere  contrast  to  the  latter.  Yet 
these  states  were  planted  by  Colonies  from  the  same  nation  ;  lie 
in  the  same  climate  ;  and  are  separated  merely  by  a  meridional 
line.  A  sober  man,  who  knows  them  both,  can  hardly  hesitate, 
whatever  may  have  been  his  original  opinion  concerning  this  sub 
ject,  to  believe,  that  a  Legislature  is  bound  to  establish  the  pub- 
lic worship  of  God.  I  am.  Sir,  yours,  dic. 
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Education  of  Candidates  for  the  Ministry,  and  seUlemcnt  of  Clergymen. 

Dear  Sir, 

Few  subjects,  within  a  moderate  number  of  years  have  been 
more  frequently  canvassed  by  many  Americans  than  the  charac- 
ter and  privileges,  of  the  New-England  Clergy  :  I  mean  the  Pres- 
byterians. Perhaps  no  subject  has  been  environed  with  more  er- 
rour,  misrepresentation,  or  abuse.  My  observations  will  be  con- 
fined to  a  mere  explanation  of  the  character,  and  situation  of  the 
the  Clergy.  It  is  my  wish  to  remove  misapprehensions  from  the 
minds  of  candid  men.  Others  I  shall  leave  to  themselves.  It 
will  be  unnecessary  to  go  beyond  the  limits  of  Connecticut  for 
this  purpose,  as  the  differences  between  this  State,  and  most 
other  parts  of  New-England,  are  not  in  this  respect  very  ma- 
terial. 

The  progress  of  every  Clergyman  in  the  State  of  Connecticut, 
until  he  arrives  at  the  desk,  is  the  following  : — 

From  infancy  to  manhood  his  whole  character  is  subjected  to 
the  inspection  of  his  parents  ;  of  his  school-master;  of  the  parish, 
in  which  he  is  born,  and  bred  ;  of  the  Government  of  the  Col- 
lege, in  which  he  is  educated,  of  the  Church,  to  which  he  is  uni- 
ted, and  of  the  Clergyman,  by  whom  he  is  instructed  in  Theolo- 
gy.* The  inspection  of  the  parish  is  here  a  serious  object :  for 
in  no  country  is  personal  character  so  minutely  scrutinized,  or  so 
v/ell  known,  as  in  Connecticut.  After  his  preparatory  studies  in 
Theology  are  ended,  he  is  licensed  to  preach  ;  and  whenever  he 
finds  a  Congregation,  sufficiently  pleasing  to  him,  and  sufficiently 
pleased  with  him,  to  render  his  settlement  in  it  desirable,  he  is 
ordained  ;  and  has  the  Congregation  committed  to  his  care.  Du- 

*  Until  within  a  few  years,  there  were  no  Seminaries  for  the  instruction  of  stu- 
dents in  Theology,  in  New- England.  Previously  to  their  establishment,  young  gen- 
tlemen, after  completing  their  collegiate  education,  placed  themselves  under  the  di- 
rection of  Clergymen  of  respectability,  for  the  purpose  of  preparing  themselves  for 
the  ministry. — Picb. 

Vol.  IV.  53 


414  I11:LIGI0N  of  NEW-ENGLAND. 

iini^  every  jiart  of  this  progress  he  is  subjected  to  a  series  ol  strict 
examinations  concerning  his  character,  conduct,  and  improve^ 
nient«;.  Besides  earlier  investigations  of  this  nature,  he  is  examined 
witli  regard  to  his  learning,  and  character,  in  order  to  his  admis- 
sion into  a  College.  Here  he  passes  through  eight  public  exam- 
inations, before  he  can  he  admitted  to  the  degree  of  Bachelor  of 
Arts.  Before  he  can  be  received  into  a  Church,  his  Christian 
character  is  scrupulously  investigated.  Before  he  can  receive  a 
license,  he  is  again  particularly  questioned  on  this  subject ;  and 
passes  through  a  minute,  and  comprehensive,  examination  con- 
cerning his  acquaintance  with  Theology,  the  doctrines  which  he 
believes,  and  the  talents  which  he  possesses.  If  he  is  approved  ; 
he  reciiives  a  license,  limited  to  six  months,  a  year,  or  some 
times  to  two  years.  AVhen  this  license  expires,  he  cannot  with- 
out being  disorderly,  continue  to  preach,  unless  it  is  renewed  ; 
and  it  will  not  be  renewed,  unless  his  character  continues  to  be 
mcensurable.  AVhile  he  is  a  licentiate,  he  is  under  a  kind  of  dai- 
ly examination.  His  sermons,  his  elocution,  his  doctrines,  his 
moral  and  religious  character,  his  manners,  and  the  prudence  of 
his  conduct,  all  undergo  a  species  of  ordeal,  both  from  the  friends 
and  the  enemies  of  Religion. 

^Vht-n  he  oifers  himself  for  ordination  he  passes  through  a  new, 
more  solemn,  and  still  more  critical,  trial,  conducted  according  to 
ilie  pleasure  of  a  Consociation;  a  tribunal  hereafter  to  be  ex- 
plained ;  every  member  of  which  has  a  right  to  protract  his 
enquiries  till  he  is  satisfied.  At  this  time,  it  is  absolutely  ne- 
cessary that  the  candidate  should  appear  unexceptionable  in  his 
knowledge,  prudence,  and  piety. 

Before  he  can  become  a  settled  minister  he  is  invited  to 
preach,  merely  for  the  purpose  of  conducting  for  a  moderate 
number  of  Sabbaths  divine  service  in  a  destitute  congregation. 
If  both  his  preaching  and  manner  of  life,  are  sufViciently  agreea- 
ble ;  he  is  invited  to  preach  as  it  is  termed,  upon  probation  :  that 
is,  to  give  a  fair  and  full  exhibition  of  his  talents  and  character, 
ai»d  to  di>close  his  views  of  the  principal  doctrines,  contained  in 
the  christian  system. 
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Soon  after  this  a  further  trial  commences.  A  standing  Com- 
mittee of  the  Association,  within  whose  district  the  Society  is  in- 
cluded, assembles  upon  notice  from  the  Society's  Committee,  to 
hear  him  preach  a  lecture,  and  to  converse  with  him  freely  on  the 
topics  mentioned  above.  When  their  enquiries  are  ended,  these 
ministers  advise  the  society  to  proceed  in  the  design  of  giving 
him  a  call  or  to  desist,  as  they  find  there  are,  or  are  not,  any  se- 
rious objections.  After  the  period  of  his  probation  has  been  suffi- 
ciently extended,  a  legal  meeting  of  the  Society  is  warned,  for  the 
announced  purpose  of  determining  whether  they  will  invite  him 
to  settle  with  them  in  the  ministry.  At  this  meeting  every  mem- 
ber makes  every  objection  to  the  candidate,  and  to  the  pro- 
ceedings, which  he  thinks  proper.  When  the  deliberation  is 
ended,  the  question  is  put  by  the  Moderator.  If  it  is  car- 
ried in  the  affirmative  ;  the  quantum  of  his  salary  is  next  de- 
cided. In  this  particular  the  society  vote  just  what  they  please, 
having  nothing  to  influence  them,  but  their  own  judgment,  and 
inclinations. 

Immediately  before  this  meeting  of  the  Society  the  Church  as- 
sembles to  determine  whether  they  will  receive  him  as  their  min- 
ister. As  the  prime  relation  between  a  minister  and  his  fellow- 
men,  is  his  relation  to  the  church;  it  is  indispensable,  that  the  ques- 
tion concerning  this  relation  be  determined  before  the  subjects, 
mentioned  in  the  last  paragraph,  can  be  properly  brought  for- 
ward for  discussion. 

If  both  the  church  and  the  congregation  unite  in  inviting  him 
to  be  their  minister ;  certified  copies  of  their  records,  containing 
all  these  proceedings,  are  transmitted  to  him.  When  he  has  suf- 
ficiently considered  the  proposals,  he  gives  written  answers,  which 
are  also  recorded  in  the  public  books  of  the  church,  and  the  so- 
ciety. If  he  accepts  the  call ;  a  day  is  appointed  for  his  ordina- 
tion. The  consociation  of  the  district ;  or  a  council  mutually 
chosen,  assembles  on  the  morning  of  the  preceding  day.  He  is 
then  examined  in  the  manner,  already  mentioned.  If  the  mem- 
bers of  the  Council  are  satisfied  with  his  answers  ;  they  proceed 
the  following  day  to  his  ordination.     The  parts  of  this  religious 
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service,  are  a  p^alm  ;  an  introductory  prayer;  a  second  psalm  ; 
a  sermon,  appropriated  to  the  occasion  ;  a  consecrating  prayer, 
conjoined  with  the  imposition  of  hands  upon  the  candidate  ;  a 
charge,  in  which  his  duties  as  a  Minister  are  explained,  and  en- 
joined, and  the  church  and  congregation  solemnly  committed 
to  his  care  ;  sometimes  another  charge  to  tficm,  explaining  and 
enjoining,  their  corresponding  duties  ;  the  giving  of  the  right 
hand  of  fellowship  in  the  name  of  the  ordaining  Council,  as  a 
token  of  their  cheerful  admission  of  him  into  their  christian  fra- 
ternity, and  to  the  oflice,  and  privileges,  of  a  Minister ;  a  con- 
cluding prayer;  a  third  psalm,  or  an  anthem  ;  and  the  Evangelical 
hlcssiiig. 

In  all  the  votes  above  mentioned  a  large  majority  must  coin- 
cide. Three  fourths  constitute  the  smallest  proportion,  which  in 
any  ordinary  case  can  be  supposed.  Often,  the  opposition  of  a 
small  number  of  respectable  individuals  will  be  a  sullicient  rea- 
son to  the  council  for  postponing,  and  in  the  end  declining,  the 
ordination. 

Alter  a  Minister  is  settled,  his  conduct  is  watched  with  more 
attention  than  that  of  any  other  man.  He  must  not  only  be  sub- 
stantially free  from  censure,  but,  like  the  wife  of  Caesar,  unsus- 
pected :  uniting,  and  exemplifying,  the  wisdom  of  the  serpent, 
and  the  harmlessness  of  the  dove. 

Notwithstanding  the  rigidness  of  the  laws,  heretofore  recited, 
and  the  apparent  security,  which  they  furnish  to  him,  he  holds 
his  place  in  the  congregation,  which  settled  him,  and  the  living 
attached  to  it,  by  a  more  precarious  tenure  than  that  of  almost  any 
other  man.  Should  a  very  moderate  number  of  his  parishioners, 
should  even  an  individual  of  peculiar  consequence,  become  op- 
posed to  him  ;  it  may  in  the  end  be  the  cause  of  his  removal. 
His  living  in  the  mean  time  furnishes  barely  a  comfortable  sub- 
sistence. The  average  salary  of  Ministers  in  Connecticut,  inclu- 
ding all  the  perquisites  annexed  to  it,  does  not,  I  believe,  exceed 
four  hundred  dollars.  There  are,  perhaps,  from  six  to  ten  with- 
in two  hundred  and  fifty  dollars.  1  know  of  but  one,  which 
amounts  to  eleven  hundred  dollars.     When   it  is  remembered, 
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that  the  public  sentiment  demands,  that  a  Minister,  in  his  dress 
and  manner  of  living,  should  appear  as  a  gentleman  ;  and  that 
the  price  of  all  the  means  of  subsistence  has,  during  the  last  twen- 
ty-two years,*  been  doubled  ;  it  must  be  seen,  that  such  a  salary 
is  sufficiently  stinted.  .  I  am,  Sir,  yours,  &;c. 


LETIER   VII. 

Influence  of  the  Clcrg^y  in  Connecticut :  its  nature  and  derivation. 
Dear  Sir, 

The  powers  of  a  Clergyman,  about  which  so  much  has  been 
lately  said,  are  a  power  to  marry  within  the  County  in  which  he 
lives ;  and  a  power,  when  he  is  chosen,  to  preside  as  moderator, 
or  when  he  does  not  preside,  to  vote,  in  ecclesiastical  meetings  ; 
where  none  but  ecclesiastical  subjects  are  considered.  In  the 
meetings  of  his  own  church  he  is  the  moderator  ex  officio.  I 
doubt  not  but  a  multitude  of  those,  who  read  this  declaration,  will 
read  it  with  astonishment.  Hardly  will  they  believe,  that  the 
formidable  storie:-.  the  alarming  suggestions,  which  have  been  so 
often  reiterated  concerning  the  Nno-England  Hierarchy,  can  have 
grown  out  of  these  puny  things.  Yet  these  are  the  only  powers 
of  a  New-Englano  Clergyman.  Let  the  men,  who  have  uttered 
these  suggestions,  blush  over  this  account,  if  a  remaining,  solitary 
drop  of  crimson  yet  wanders  through  their  cheeks. 

Whence  then,  it  will  be  asked,  is  all  that  Clerical  consequence, 
about  which  such  a  multitude  of  tongues  have  been  so  long  busied  ? 
That  it  exists  in  some  degree  cannot  be  doubted  :  or  it  could  not 
have  been  made  the  subject  of  so  much  obloquy,  or  even  of  dis- 
cussion. I  will  answer  the  question  frankly.  The  real  weight  of 
Clergymen  in  Neio-England,  particularly  in  Massachusetts  and 
Connecticut,  consists  wholly  in  their  influence  :  an  influence,  deri- 
ved from  their  ofhce,  and  their  conduct. 

Their  oflice  is,  and  is  acknowledged  to  be,  sacred;  instituted  by 
God  himself;  eminently  useful  to  the  present,  and  immensely  im- 
portant to  the  future,  well-being  of  mankind.  There  is  something 
so  reasonable  in  the  consciousness  of  an  intimate,  and  permanent, 
connexion  between  rational  creatures  and  their  Creator,  and  a 
conviction  of  the  duties  owed  by  them  to  him,  and  to  each  other; 
something,  so  self- recommendatory  in  virtue,  and  so  intuitively 
odious  in  sin  ;  something,  so  rational  in  acrountableness,  so  irre- 
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sistible  in  the  decisions  of  conscience,  and  so  probable,  and  awful, 
in  the  idea  of  a  future  retribution ;  that  the  mind,  left  to  its  own 
views,  unbiassed  by  adventitious  prejudice,  unperplexed  with  so- 
phistry, and  unhardened  by  habitual  wickedness,  will  admit  all 
these  things  of  course  ;  and  will  scarcely  think  of  opposing  either 
their  evidence,  or  their  influence.  He  who,  -with  a  character 
known  and  approved,  approaches  the  mind  with  fair,  frequent, 
and  solemn,  injunctions  on  these  amazing  subjects,  will,  there- 
fore, be  respected  instinctively.  When  in  addition  to  this  he 
comes  as  a  messenger  of  God  ;  authorized  by  him  to  explain  them 
to  the  understanding,  and  to  impress  them  on  the  heart ;  from  a 
Book,  written  by  the  divine  finger  ;  on  a  day,  in  a  place,  and  on 
an  occasion,  made  sacred  by  the  same  Law-giver,  and  accompa- 
nied by  ordinances  supremely  affecting ;  it  is  impossible,  that  he 
should  not  be  an  object  of  veneration. 

To  this  reverence,  high  endearment  will  be  added,  of  course,  by 
his  presence  in  the  hour  of  sorrow,  in  the  chamber  of  sickness, 
and  at  the  bed  of  death.  The  man,  who  is  always  employed  in 
mitigating  distress,  administering  comfort,  and  aiding  the  return 
of  serenity,  cannot  but  be  hailea  as  a  friend  of  no  common  char- 
acter. Other  men  are  from  necessity  more  or  less  employed  in 
originating,  or  enhancing,  trouble  to  some  or  other  of  their  fel- 
low-men ;  and,  although  occupied,  perhaps,  in  their  duty,  and 
praise-worthy  for  performing  it,  are  yet  by  the  ordinary  associa- 
tion of  ideas  regarded  as  sources  of  pain.  A  Minister  is  active 
only  in  the  production  of  enjoyment,  or  the  alleviation  of  suffer- 
ing. 

At  the  same  time  he  is  every  man's  Minister.  Between  him, 
and  each  of  his  parishioners,  a  relation  subsists,  found  in  no  other 
case.  From  this  relation  arises  an  interchange  of  affections,  and 
offices,  wholly  peculiar ;  strongly  endearing ;  soon  rendered  ha- 
bitual ;  and  easily  regarded  as  indispensable.  He  is  the  common 
friend  ;  the  common  peace-maker ;  the  common  father;  the  gen- 
eral solicitor  of  charity  for  the  poor,  of  assistance  to  the  sick,  and 
of  relief  to  the  suffering ;  the  general  instructor  of  the  children  in 
wisdom  and  piety ;  and,  in  the  beautiful  phraseology  of  the  Scrip- 
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tures.  the  shepherd,  who  guides  the  flock,  and  walks  before  them- 
in  the  way  to  heaven. 

To  these  means  of  influence  his  learning,  prudence,  and  per- 
sonal character,  make  an  important  addition.  By  these  he  is 
placed  in  a  superiour,  and,  what  is  not  true  of  any  other  man,  an 
uninvidious,  light.  He  is  no  man's  rival  in  the  chase  for  honour, 
or  wealth.  The  miser  may  make  his  bargains,  and  the  candidate 
compass  his  election,  without  fearing  any  competition  from  him. 
In^his  place,  oflice,  and  pecuniary  circumstances,  he  is  fixed ;  and 
they  will  neither  be  coveted,  nor  envied,  by  others. 

Finally,  he  must  possess  an  unspotted  character.  The  charac- 
ter of  a  Clergyman  in  this  country,  like  that  of  the  delicate  sex,  is 
enclosed  by  mounds,  which  he  cannot  safely  pass  :  although  he 
sees  them  daily  passed,  without  the  least  injury  to  themselves,  by 
other  men  of  fair  reputation.  These  form  a  security  to  him,  of 
high  importance,  as  they  keep  him  at  a  distance  from  danger. 
Watched  by  every  eye,  and  exposed  to  the  censures  of  every 
tongue,  he  is  compelled  to  be  on  his  guard.  Should  he  trespass, 
therefore,  beyond  the  baitings  of  mere  human  intirmity  ;  he  must, 
to  say  the  least,  be  very  inattentive,  or  very  imprudent. 

From  these  observations  you  will  easily  perceive  the  true 
state  of  this  subject.  The  Clergy  of  Connecticut  have  no  power; 
but  they  have  much  influence  :  an  influence,  which  every  sober 
man  must  feel  to  be  altogether  desirable  in  every  community.  It 
is  the  influence  of  wisdom,  and  virtue.  Clertjymen,  here,  are 
respected  for  what  they  are,  and  for  what  they  do;  and  not  for 
any  thing,  adventitious  to  themselves,  or  their  oflice.  Miserable, 
indeed,  must  be  the  state  of  that  society,  in  which  character  and 
conduct,  known  and  approved,  fail  of  their  proper  influence  :  for 
plainly  no  means,  hitherto  furnished  by  the  providence  of  God, 
have  so  happily  promoted  the  welfare  of  mankind.  Order  and 
peace  have  hitherto  been  establishrd  cilh(  r  by  force,  or  persua- 
sion ;  by  power,  or  by  influence.  Who  would  not  rather  have  his 
own  children  influenced  to  behave  well,  than  punished  for  behav- 
ing ill  ?.  Who,  that  can  claim  the  name  of  a  man;  who,  that  cher- 
ishes a  particle  of  the   liumanity,    which   derives  ils  appellation 
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iVom  that  name ;  will  not  rejoice  to  sec  crimes  prevented  by  the 
desk,  rather  than  rewarded  by  the  gibbet?  VViio  would  not  rather 
see  chirrches  crowded,  than  gaols?  Happily  for  themselves,  and  thei r 
children,  the  people  of  this  State  have  chosen  rather  to  prevent 
the  commission  ot  crimes  by  the  efficacy  of  religious  instruction, 
than  to  expect  either  reformation,  or  good  order,  from  the  terrors 
of  the  dungeon  or  the  halter. 

Let  me  solicit  you  to  take  a  cursory  view  of  the  care,  and  cau- 
tion, used  from  the  beginning,  in  introducing  a  candidate  into  the 
Ministry.  Let  me  then  ask  you  whether  in  any  business  of  hu- 
man life  you  have  known  more  prudent,  or  more  effectual,  expe- 
dients employed.  Is  not  the  utmost  security  here  attained  of  re- 
ceiving only  the  proper  candidates  ?  If  these  measures  will  not  in- 
sure a  learned,  pious,  and  faithful  Ministry  ;  w^hat  will  ? 

The  Ministry  here  is  safe,  also,  from  the  temptations,  presented 
in  several  other  countries  by  rank,  and  opulence.  I  am  far  from 
believing,  that  rank  and  opulence  necessarily  conduct  those,  by 
whom  they  are  possessed,  to  criminal  conduct.  I  well  know,  that 
many  such  persons  have  been  distinguished  for  their  wisdom,  and 
piety.  But  you  will  agree  with  me,  that  these  splendid  objects 
involve  serious  temptations.  You  will  also  admit,  that,  where 
they  are  annexed  to  places  of  any  kind,  the  votaries  of  wealth 
and  splendour  will  covet,  and  not  unfrequently  obtain,  these  pla- 
ces. It  is  here  believed,  and  1  think  with  no  small  appearance 
of  reason,  that  great  secular  enjoyments  would  open  the  desk,  in 
spite  of  every  precaution,  to  the  intrusion  of  loose  and  world- 
ly men.  But  no  devotee  to  wealth,  or  honour,  will  be  allured 
into  this  ofFice  by  the  salary,  connected  with  it,  or  the  tenure,  on 
which  it  is  holden.  I  neither  deny,  nor  doubt,  that  the  former  is 
too  small,  and  the  latter  too  precarious.  As  both  are,  however, 
there  is  probably  no  class  of  men,  more  unblamable  than  the 
Clergy  of  Connecticut. 

You  are  not  to  conclude,  from  any  thing  which  I  have  here 
said,  that  Ministers  do  not  in  the  great  body  of  instances  continue 
firmly  fixed  in  the  places,  wliere  they  are  originally  settled.  Al- 
most all  of  them  continue  in  (heir  stations  during  life;  unless  when 
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they  arc  voluntarily  exchanged  for  others.  This  fact,  however, 
has  its  foundation  chiejly  in  the  rmtnncrs^  and  habits^  of  the  people. 
Ministers,  and  School-masters,  to  a  great  extent,  form  the  man- 
ners :  and  the  manners  support  the  Ministers  and  Scliool-masters. 
donee  the  situation  of  MiIli^ters  is  justly  asserted  to  he  stable, 
uid  permanent  :  as  great  a  proportion  of  their  whole  number, 
probably,  terminating!  life  where  they  were  originally  settled,  as 
m  most  parts,  and  perhaps  in  any  part  of  the  Christian  world. 
The  greatest  source  of  separation  between  Ministers,  and  their 
people,  i*?  the  smallness  of  their  salaries  :  and  this,  I  confess, 
threatens,  at  the  present  expensive  period,  a  more  numerous  train 
of  evils,  than  have  hitherto  been  known  of  a  similar  nature  in 
New-England.* 

I  am,  Sir,  yours,  &ic. 

*  There  is  an  evil  relative  to  this  subject,  and  that  of  no  small  magnitude,  whi<  h 
liaf?  arisen  from  the  peculiar  state  of  the  country  since  the  commencement  of  the 
American  Revolution.  During  the  progress  of  that  event,  the  salaries  of  Minister?, 
which  had  before  furnished  them,  generally  at  least,  a  decent  subsistence,  dwindled 
to  nothing  by  the  depreciation  of  the  Continental  currency.  The  poverty  of  the 
country,  produced  by  a  war  of  eight  years,  prevented  the  mischief  from  being  reme- 
died, except  in  part,  for  a  considerable  period.  As  the  wealth  of  the  inhabitants 
increased,  the  salaries  of  Ministers  were  enlarged ;  particularly  of  such  as  were 
then  settled  ;  with  a  design  to  make  Uiem  atlequate  to  their  maintenance.  The  war 
in  Europe  introduced  a  total  change  into  the  economical  affairs  of  this  country. 
The  prices  ol  labour,  and  of  all  the  necessaries,  and  many  ofthe  conveniences  of  life, 
were  suddenly  doubled  and  trebled.  Salaries  of  course  sunk  again,  in  their  real 
value,  to  one  half,  and  one  third,  of  their  original  value.  Farmers,  who  in  most 
places  constitute  the  body  of  parishioners,  and  whose  farms  still  supply  them  wiUi 
the  same  means  of  supporting  their  families,  are  almost  necessarily  ignorant  of  the 
difference  in  the  expense  of  living,  created  by  this  state  of  tilings.  Men  of  this  class 
rarely  make  any  calculations  concerning  the  subject ;  and,  from  mere  ignorance,  are 
Willi  great  reluctance  induced  to  believe  the  real  state  of  the  fact.  Accordingly, 
some  of  them  within  my  knowledge,  having  had  such  calculations  presented  to  them, 
have  confessed  their  mistakes  concerning  Uie  subject,  and  totally  changed  theu- 
views  and  measures.  It  is  reasonably  believed  that  such  would  be  the  conduct  of 
very  many  others,  were  tliey  to  possess  the  same  advantages  for  forming  a  just 
e-limate. 

From  this  stite  of  things  it  has  arisen,  that,  although  salaries  have  been  material- 
ly increased  in  their  nominal  value;  Uieir  real  value,  as  means  of  living,  has  been 
materially  lessened.  From  the  colonization  ofthe  coantry  to  the  year  1763,  tlie  sli- 
pcnda  of  miuiiiters,  including  ail  the  means  which  they  posscued  of  supporting  and 
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Confession  of  Faith,  and  Articles  of  Church  Discipline,  agreed  to  at  Saybrook  in 
1708  by  the  Delegates  of  the  Churches — History  of  the  proceedings  relative  to  thw 
subject — Observations. 

Dear  Sir^ 

On  the  9th  of  September,  1708,  the  Elders  and  Messengers  ot 
the  Churches  of  Connecticut,  in  New-England,  by  virtue  of  the 
appointment,  and  encouragement,  of  the  General  Assembly, 
convened  by  delegation  at  Saybrook ;  and  unanimously  agreed, 
'•  That  the  Confession  of  Faith,  owned,  and  consented  unto,  by 
the  Elders,  and  Messengers,  assembled  at  Boston  in  New-Eng- 
land, May  12th,  1680,  being  the  second  session  of  that  Synod,  be 
recommended  to  the  honourable  General  Assembly  of  this  Colo- 
ny, at  their  next  session,  for  their  public  testimony  thereto,  as  the 
faith  of  the  church  of  this  Colony  :  which  confession,  together  with 
the  heads  of  union,  and  articles  of  the  administration  of  Church 
government,  herewith  emitted,  were  presented  unto,  and  approv- 
ed, and  established  by  the  said  General  Assembly,  at  New-Haven, 
on  the  14th  of  Oct.  1708." 

The  Confession,  here  alluded  to,  and  adopted,  is  in  substance 
the  same  with  the  Westminster  and  Savoy  Confessions. 

At  the  same  time  this  Synod  agreed  unanimously  upon  ar- 
ticles for  the  administration  of  Church  discipline  in  the  Churches 
of  the  Colony.  Such  of  these  articles,  as  are  of  importance  to  my 
design,  and  as  will  be  sufficient  to  give  you  a  just  and  compre- 
hensive view  of  the  scheme,  agreed  upon  by  these  good  men,  I 
will  summarily  exhibit,  and,  as  far  as  may  be,  in  their  own  words. 
They  acknowledge  that  there  is  a  Catholic  Church,  comprehend- 
ing all,  who  are  united  to  Christ,  whether  in  heaven  or  on  earth; 

educating  their  families,  were  better,  throughout  the  country  at  large,  than  they 
have  been  at  any  subsequent  period.t 

tAt  the  present  time(1820j  the  expense  of  living  is  much  lessened;  and  the  value 
of  salaries  is  proportionally  increased — Pub. 


4^,1  RF:LIG10.V  of  NF.W-F.Nr.I.AND. 

but  (li<rl:iim  \\\n  notion  ofa  r'atliolic.  vivihic  (  Imrcli,  collcctod  un- 
der a  visible  common  head,  in  this  world. 

They  ni;ree,  (hat  partir.idar  societies  of  visible  saints,  statedly 
joined  together  for  communion  in  the  ordinances  of  Christ,  arc 
particular  churches  ;  and  are  to  be  owned  by  each  other  as  insti- 
tuted cliurches  of  Christ,  thotigh  differing  in  apprehensions,  and 
practice,  in  ^ome  le-ser  things. 

That  none  shall  be  admitted  as  members,  but  such  as  are  know- 
ing, and  sound,  in  (he  fundamental  doctrines  of  the  christian  reli- 
gion ;  without  scandal  in  their  lives  ;  and  to  a  judgment,  regula- 
ted by  the  word  of  Cod,  are  persons  of  visible  holiness,  and  hon- 
esty ;  credibly  professing  cordial  subjection  to  Jesus  Christ. 

A  competent  number  of  such  persons,  declaring  their  consent 
and  agreement  to  walk  together  in  the  ordinances  of  Christ,  be- 
come a  church.  The  members  of  such  a  church  ought,  as  far  as 
may  be,  to  live  near  one  another. 

Every  such  church  has  a  right  to  choose  its  own  officers  ;  and, 
being  furnished  with  them  agreeably  to  the  Gospel,  has  a  right  to 
exercise  government,  and  to  enjoy  all  the  ordinances  of  worship, 
within  itself.  It  belongs  to  the  pastors,  and  other  elders,  of  ev- 
ery particular  church,  if  such  there  be,  to  rule  and  govern  ;  and 
to  the  brodiorhood,  to  rohsent,  according  to  the  rule  of  the  Gos- 
pel. Professors  are  bound,  when,  they  have  an  opportunity,  to 
join  themselves  as  fixed  members  to  some  particular  church  ;  and 
to  continue  steadfast  with  the  said  church,  its  ministry,  and  ordi- 
nances, until  regularly  dismissed,  and  recommended  to  another. 

Ministers  ought  to  be  indued  with  competent  learning,  and 
ministerial  gifts  ;  as  also  with  the  grace  of  God  ;  to  be  sound  in 
judirment  ;  not  novices  ;  without  scandal ;  and  such  as  devote 
themselves  to  the  work  of  the  (Ministry.  Ordinarily  none  ought 
to  be  ordained  to  the  work  of  (he  ministry,  but  such  as  arc  called, 
and  chosen,  to  it  by  a  particular  church. 

In  the  business  of  calling,  and  choosing,  a  pastor,  every  such 
church  ought  to  consult,  and  advise  with  pastors  of  the  neighbouring 
congregations.  After  such  choice,  and  advice,  the  candidate  is  to 
be  duly  ordained,  and  set  apart  to  his  office  over   the  church,  by 
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which  he  has  been  called.  Candidates  for  the  ministry,  ought,  in 
ordinary  cases,  to  give  proof  of  their  gifts,  and  fitness  for  the 
ministry,  to  ministers  of  known  abilities. 

Ecclesiastical  censures  are,  Admonition,  and  Excommunica- 
tion. 

Admonition  in  case  of  j)rivate  offences  is  to  be  performed  ac- 
cording to  Matth.  xviiith,  15th,  16th,  1 7th  ;  and  in  case  of  pub- 
lic offences  openly  before  the  church.  If  the  offender  is  peni- 
tent, all  further  proceedings  cease  ;  if  not,  after  all  due  means 
have  been  used  to  bring  him  to  repentance,  he  is  to  be  excommu- 
nicated. 

If  a  member,  not  otherwise  scandalous,  fully  withdraw,  and  sep- 
arate himself  from  the  communion  of  the  church  ;  the  church 
may  justly  declare  itself  discharged  of  any  further  inspection  over 
him. 

Particular  churches  ought  to  exercise,  care  and  tenderness,  to- 
wards each  other. 

Pastors,  ought  to  have  frequent  meetings,  for  the  purpose  of 
strengthening  the  hearts,  and  the  hands,  of  each  other. 

No  particular  church  is  to  be  subordinate  to  another ;  and  no 
church,  nor  its  officers,  are  to  exercise  power  over  another 
church,  and  its  officers. 

Members  of  a  particular  church  may  have  communion  with 
another  in  the  ordinances  of  the  Gospel,  except  when  lying  under 
some  imputation. 

No  church  is  to  be  blamed  for  its  proceedings  by  another,  un- 
til after  it  shall  have  been  heard. 

The  office  of  a  deacon  is  of  divine  appointment ;  and  it  be- 
longs to  that  office  to  receive,  lay  out,  and  distribute,  the  alms 
of  the  church,  by  the  direction  of  the  pastor  and  brethren,  if 
need  be. 

Some  persons  believe  that  there  is,  and  some  that  there  is  not, 
such  an  office,  as  that  of  Ruling  Elders.  The  Synod  declared, 
that  this  difference  of  opinion  should  make  no  breach  among 
themselves. 
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In  weii^hty  and  difticult  cases,  nriinisters  ought  to  be  consulted  : 
and  both  the  Elders,  and  Members,  of  particular  churches,  ought 
to  have  a  rcveif mial  regard  to  thoir  judgments,  and  not  to  dis- 
sent therefrom  without  apparent  grounds  from  the  Word  of  God. 

^Vc  tbink  ourselves  ol)liged  to  pray  contiiuially  for  the  blessing 
of  'Jod  upon  our  Rulers.  We  ought  to  yield  them  subjection, 
aiiJ  .-upport.  If  they  please  at  any  time  to  call  together  any 
number  of  us,  and  require  an  account  of  our  affairs,  and  the  state 
of  our  congregations  ;  we  shall  most  readily  express  all  dutiful  re- 
gard to  them  herein. 

As  to  what  appertains  to  soundness  of  judgment  in  matters  of 
faith,  we  esteem  it  sufficient,  that  a  church  acknowledge  the 
Scriptures  lo  be  the  W^ord  of  God,  the  perfect,  and  only,  rule  of 
faith  and  practice;  and  own  either  the  doctrinal  part  of  those, 
commonly  called  the  articles  of  the  church  of  England  ;  or  the 
confession,  or  Catechism,  shorter  or  larger,  compiled  by  the  As- 
sembly at  W^estminster ;  or  the  confession,  agreed  on  at  the  Sa- 
voy; to  be  agreeable  to  the  said  rule. 

It  is  the  duty  of  christians  to  boar  a  christian  respect  to  all 
christians,  according  to  their  several  ranks  and  stations,  though 
not  of  our  persuasion,  or  communion. 

To  those  who  are  ignorant  of  the  principles  of  the  christian  re- 
ligion, or  of  vicious  conversation,  we  will  endeavour  to  explain 
the  doctrine  of  life  ;  and,  to  our  utmost,  persuade  them  to  be  re- 
conciled to  God. 

Such,  as  appear  to  have  the  essential  requisites  to  church  com- 
munion, we  shall  willingly  receive  them  in  the  Lord  ;  not  troub- 
ling them  with  disputes  about  lesser  matters. 

Articles  for  the  administration  of  church  discipline,  unanimous- 
ly agreed  upon  by  the  Synod  at  the  same  time,  and  place. 

The  Elder,  or  Elders,  of  a  particular  church,  with  the  consent 
of  the  brethren,  are  to  exercise  the  discipline  of  the  Gospel  in 
relation  to  all  scandals  that  fall  out  within  the  same.  In  cases  of 
difficulty,  advice  should  be  asked  of  the  elders  in  the  neighbour- 
hood, before  they  proceed  to  censure. 
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The  churches  shall  consociate  for  mutual  assistance  in  their 
ecclesiastical  concerns.  The  pastors  and  churches  of  a  County 
shall  form  one,  or,  if  they  judge  meet,  more  than  one  consoci- 
ation. 

All  cases  of  scandal  within  the  consociational  limits,  when  there 
shall  be  need  of  a  council  for  the  determination  of  them,  shall  be 
brought  before  the  consociation. 

Nothing  shall  be  deemed  an  act,  or  judgment  of  a  consociation, 
which  hath  not  a  major  part  of  the  Elders  concurring,  and  such 
a  number  of  the  messengers,  or  delegates,  present,  as  to  consti- 
tute a  majority  of  the  whole. 

A  trial  before  a  consociation  shall  be  final ;  and  the  consocia- 
tion shall  see  their  judgment  duly  executed  agreeably  to  the  word 
of  God. 

If  any  pastor  and  church  refuse  conformity  to  such  a  judgment, 
they  shall  be  reputed  guilty  of  scandalous  contempt ;  and  the 
sentence  of  non-communion  shall  be  declared  against  them  ;  and 
the  churches  are  to  approve  of  the  said  sentence  by  withdrawing 
from  the  communion  of  such  pastor  and  church. 

If  any  case  of  difficulty  shall  arise  in  any  church,  the  church, 
or  the  minister,  or  member  aggrieved,  shall  apply  to  the  consocia- 
tion, to  which  said  church  belongs ;  which,  if  they  see  cause  shall 
thereupon  convene,  hear,  and  determine,  the  case.  If  the  con- 
sociation shall  judge  it  best ;  they  may  call  upon  another  conso- 
ciation in  the  same  County,  or,  if  there  be  none,  in  a  neighbour- 
ing County,  to  sit  with  them  ;  and  this  united  body  shall  hear, 
judge,  determine,  and  finally  issue,  such  case  according  to  the 
word  of  God. 

A  particular  church,  in  which  any  difficulty  shall  arise,  may 
call  the  consociation  to  which  it  belongs,  before  a  sentence  is 
pronounced.  But  this  may  not  be  done  by  an  offending  brother 
without  consent  of  the  churcli. 

Every  church  may  choose  one  or  two  delegates,  to  represent 
them  in  the  consociation  ;  who  are  to  stand  until  others  shall  be 
chosen. 
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Coii«:ociations  have  powrr  to  uHjonrn  (licmsclvcs,  as  need  sliall 
be,  for  (he  space  of  one  year  after  llieir  first  session,  and  no  lon- 
ger. The  Moderator  of  a  ronsociation,  with  the  advice  and  con- 
sent of  any  two  ministers  hcloiiLiiiii^  to  it,  may  sunnnon  a  special 
meeting;  or  in  case  of  the  moderator's  death,  tu<>  ministers  of 
the  consociation  shall  have  (he  same  power.  Every  consociation 
is  empowered  to  form  rules  for  its  own  proceedings.  A  person, 
regularly  complained  of  to  a  consociation,  or  a  witness  to  such 
complaint,  being  regularly  nolilied  to  appear,  who  shall  refuse  or 
neglect  to  appear,  at  the  time,  and  place,  specified,  shall,  unless 
a  satisfactory  reason  be  given  to  the  consociation,  he  adjudged 
guilty  of  scandalous  contempt. 

The  ministers  of  each  County  shall  he  formed  irjto  one  or  more 
associations,  as  they  shall  see  cause  ;  shall  assemble  twice  a  year 
at  least,  at  such  time,  and  place,  as  they  shall  appoint,  to  consult 
concerning  the  duties  of  their  ollice,  and  the  common  interest  of 
the  churches;  shall  consider  and  resolve  questions,  and  cases  of 
importance,  presented  by  themselves,  or  others ;  and  shall  have 
power  to  examine,  and  recommend,  (i.  e.  to  license)  candidates 
for  the  ministry. 

The  said  associated  Pastors  shall  take  notice  of  any  among 
themselves,  accused  before  them  of  scandal  or  heresy  ;  shall  ex- 
amine the  matter  carefully;  and,  if  they  tind  just  occasion,  shall 
direct  to  the  calling  of  the  Consociation,  where  such  olFenders 
shall  be  duly  proceeded  against. 

The  said  Associated  Ministers  shall  be  consulted  by  destitute 
churches,  belonging  to  their  Association  ;  and  shall  recommend 
to  them  such  persons,  as  may  be  fit  to  be  called,  and  settled,  in 
the  Ministry  among  them,  and,  if  such  destitute  churches  shall 
not  seasonably  call,  and  settle  Ministers  among  them,  the  said  As- 
sociated Pastors  shall  lay  such  cases  before  the  General  Assem- 
bly ;  that  they  may  take  such  on\v.r  concerning  them,  as  shall  be 
found  necessary  for  their  peace  and  edilication. 

It  is  recommended  as  expedient,  that  all  the  Associations  of  this 
Colony  meet  in  a  General  Association  by  their  respective  dele- 
gates, one  or  more   out  of  each   Association,  once  a  year:   the 
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first  mpcling  to  be  at  Hartford  at  the  time  of  the  General  Elec- 
tion, next  ensuing  the  date  hereof;  and  so  annually,  in  all  the 
Counties  successively,  at  such  tinne  and  place,  as  the  said  dele- 
gates in  their  annual  nneeting  shall  appoint. 

You  have  here  the  system  of  faith,  communion  and  discipline, 
unanimously  adopted  by  a  Synod,  formed  by  delegation  of  all  the 
Ministers  and  Churches  in  the  Colony  of  Connecticut.  A  short 
history  of  this  subject  will  place  it  in  a  more  conspicuous  light. 

The  Trustees  of  Yale  College,  being  met  at  Guilford,  March 
I7th,  1703,  wrote  a  circular  letter  to  the  Ministers  ;  proposing  to 
have  a  general  Synod  of  all  the  Churches  in  the  Colony,  to  give 
their  joint  consent  to  a  confession  of  faith,  after  the  example  of 
the  Synod  in  Boston  in  1680. 

This  proposal  was  universally  acceptable ;  and  the  Ministers 
and  Churches  of  the  several  Counties  met  in  voluntary  Conso- 
ciation, and  gave  their  consent  to  the  Westminster  and  Savoy 
Confessions  of  faith  ;  and  agreed  upon  certain  rules  of  union  in 
discipline,  which  were  designed  to  be  preparatory  to  a  general 
Synod.  Still  there  was  no  visible,  acknowledged,  and  authorita- 
tive bond  of  union  among  them  ;  and  the  disadvantages,  necessa- 
rily attendant  upon  a  want  of  system,  were  felt  to  a  considerable 
extent.  Where  there  is  no  general  rule  acknowledged,  different 
bodies  will  of  course  make  different,  and  often  clashing  rules  for 
their  own  regulation.  Where  there  is  no  common  scheme  of 
proceeding,  almost  all  proceedings  will  be  irregular  and  imper- 
fect. In  such  a  state  of  things  it  is  in  vain  to  expect  harmony  or 
happiness. 

Accordingly,  a  variety  of  inconveniences  sprang  up  year  by 
year  in  the  Colony  of  Connecticut,  from  this  source  ;  and  both 
the  Clergy  and  Laity,  felt  them  deeply.  The  venerable  Hook- 
er, whose  opinions  were  almost  oracular,  observed  with  great 
earnestness  about  a  week  before  his  death,  July  7th,  1647,  ''  We 
must  agree  upon  constant  meetings  of  Ministers,  and  settle  the 
Consociation  of  Churches  ;  or  else  we  are  undone."  Soon  after 
his  death,  the  Ministers  of  Connecticut  formed  themselves,  gen- 
erally, into  Associations. 
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The  heads  of  agreement,  drawn  up,  and  assented  to,  by  the 
united  Ministers  in  England,  called  Presbyterian  and  Congrega- 
tional in  1692,  were  highly  approved  in  this  country;  and  con- 
tributed to  increase  the  disposition  in  favour  of  establishing  a 
scheme  of  faith,  and  discipline,  here. 

In  May  J 708,  the  Legislature  passed  an  Act,  requiring  the 
Minister?  and  chnrrhes  to  meet  by  delegation  at  Saybrook,  at  the 
next  Comnicnccment,  to  be  held  there  ;  and  form  an  Ecclesias- 
tical Constitution.  This  they  were  directed  to  present  to  the 
Legislature  at  their  session,  at  New-Haven,  the  following  Octo- 
ber, to  be  considered  of,  and  confirmed  by  them. 

In  the  same  Act  they  directed  the  ministers  and  churches  of 
the  Colony  to  meet  (the  churches  by  delegation)  in  the  County 
towns  of  their  respective  Counties  ;  there  to  consider,  and  agree 
upon,  those  rules  for  the  management  of  ecclesiastical  discipline, 
which  they  should  judge  conformable  to  the  word  of  God,  and  to 
appoint  two  or  more  of  their  number  to  form  the  Synod  at  Say- 
brook.  They  also  directed  the  Synod  to  compare  the  results  of 
these  ecclesiastical  meetings  of  the  several  Counties;  and  out  of 
them  to  draw  a  form  of  ecclesiastical  discipline.  The  expenses 
of  all  these  meetings  were  to  be  defrayed  out  of  the  public  treas- 
ury. 

The  system  agreed  upon  by  the  Synod,  was  presented  to  the 
Legislature  at  the  time  specified  :  upon  which  they  passed  the 
following  act, 

At  a  general  Court,  holden  at  New-Haven,  October  1708. 

The  reverend  ministers,  delegates  from  the  elders  and  messen- 
gers of  Uiis  government,  met  at  Saybrook,  September  9th  1708, 
having  presented  to  this  Assembly  a  Confession  of  P'aith,  and 
Heads  of  Agreement,  and  regulations  in  the  administration  of 
church  discipline,  as  unanimously  agreed,  and  consented  to,  by 
the  elders  and  churches  in  this  government;  this  Assembly  doth 
<lcrlare  their  great  approbation  of  such  an  happy  agreement;  and 
(jo  ordain,  that  all  the  churches  within  this  government,  that  are, 
or  shall  be  thus  united  in  doctrine,  worship,  and  discipline,  be,  and 
fur  the  future  ^hall  l)e.  owned  and  acknowledged,  and  established 
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by  law  ;  provided  always,  that  nothing  herein  shall  be  intended, 
or  construed,  to  hinder,  or  prevent  any  society,  or  church,  that 
is  or  shall  be  allowed  by  the  laws  of  this  government,  who  sober- 
ly differ,  or  dissent  from  the  united  churches,  hereby  established, 
from  exercising  worship,  and  discipline,  in  their  own  way,  accor- 
ding to  their  consciences. 

A  true  copy.  Test. 

Eleazar  Kimberly,  Secretary. 

I  will  now  make  a  few  observations  on  this  scheme.  You  have 
here  an  exact  account  of  the  ecclesiastical  authority  and  power, 
of  two  ecclesiastical  judicatories,  established  in  the  State  of  Con- 
necticut :  a  particular  church,  and  a  Consociation.  A  particular 
church,  with  its  pastor  at  its  head,  has  the  power  of  exercising 
the  discipline  of  the  Gospel  with  respect  to  all  scandals,  which 
take  place  among  its  members.  With  respect  to  this  subject  it 
is  declared  to  be  the  province  of  the  Pastor,  together  with  the  ru- 
ling elders,  wherever  they  exist,  to  govern;  and  that  of  the  broth- 
erhood to  consent,  and  of  course,  if  they  see  occasion,  to  dissent. 
This  constitutes  two  distinct  powers  :  one  of  which  (the  elder  or 
elders)  is  to  originate  decisions ;  and  the  other  has  the  right  of  a 
veto  with  respect  to  every  decision.  This  certainly  is  a  judica- 
tory, attended  with  circumstances  of  extreme  delicacy:  for  should 
the  brotherhood  refuse  their  consent,  the  measures  originated 
must  regularly  fall.  It  might  not  unnaturally  be  expected,  that 
in  such  a  division  of  authority  most  measures,  actually  proposed, 
would  fail.  The  very  same  is,  however,  the  constitution  of  eve- 
ry Representative  Government,  so  far  as  a  veto  is  concerned  : 
each  branch  of  the  Legislature  having,  of  course,  a  negative  up- 
on the  other.  Here,  also,  each  branch  has  additionally  the  pow- 
er of  originating  measures. 

At  the  same  time  this  appears  to  be  a  mode  of  ecclesiastical 
government  founded  upon  the  Scriptures.  St.  Paul  in  2  Cor.  ii. 
6,  says  :  "  Sufficient  to  such  a  man  (the  incestuous  person,  men- 
tioned in  a  former  epis-tle,)  is  this  punishment^  (i.  e.  excommuni- 
cation,) which  was  inflicted  of  many;  u<ro  <rwv  atXsjovwv  ;  by  the  majori- 
ty»     The  majority  of  the  members  of  the  church  at  Corinth  were, 
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therefore,  active,  as  an  aullioritative  power,  in  infliclinj;  tins  pun- 
i.-hnicnt.  As  this  transaction  was  approved  by  St.  Paul  without 
any  (jiialification  ;  it  should  seem  certain,  that  it  njust  have  been 
agreeable  tq  the  will  of  Ciod  ;  and  must,  therefore,  be  a  rule  for 
all  other  churches. 

^Vhalever  is  Scriptural  is  right  ;  and  will  ordinarily  be  success- 
ful. Accordingly,  no  churches  it  is  believed,  have  a  stricter,  or 
more  eflicacious  discipline  than  those  of  Connecticut.  None 
w  ithin  my  knowledge,  amounting  to  an  equal  number,  have  so 
strict  a  discipline.  Even  ours,  however,  is  less  exact  in  many 
instances  than  a  good  man  could  wish.  From  the  decision  of  the 
Church  an  appeal  lies  in  the  cases  specified,  to  the  Consociation: 
and  from  that  of  the  Consociation  a  kind  of  half  appeal,  in  cases 
of  great  difliculty,  to  a  body  formed  partly  of  the  Consociation, 
which  has  already  heard,  and  determined  the  cause,  and  partly 
of  a  neighbouring  Consociation,  invited  to  act  as  assessors.  Thij 
certainly  is  an  absurdity  in  the  system.  There  is  little  reason  to 
believe,  that  those,  who  have  once  heard,  and  adjudged  a  case, 
will  recede  from  their  adjudication:  perhaps  the  less  reason,  the 
more  patiently  and  carefully  the  cause  has  been  heard.  Should 
the  assessors  judge  ditlerently  from  the  original  tribunal  ;  there 
will  be  Consociation  against  Consociation,  and  sentence  against 
sentence.  Both  parties  will,  therefore,  feel  themselves  com- 
pletely justified  ;  and  the  contention,  whatever  it  may  be,  will  be 
still  undecided  ;  at  least  so  far  as  the  opinions  and  feelings,  of  the 
interested  persons  are  concerned. 

The  reasons,  why  an  appeal  lies  from  a  particular  church  to  a 
Consociation,  are  the  supposed  incompetency  of  the  church  to 
jud'^e  in  certain  cases  ;  or  the  apprehension  of  biasses ;  particu- 
larly, where  the  parties  differ  materially  in  weight  of  character, 
intluence,  and  the  number,  and  power,  of  their  connexions.  The 
same  reasons  would  in  some  instances  make  an  appeal  equally 
necessary  from  a  Consociation  to  a  higher  tribunal.  These,  1 
acknowledge,  will  be  few  :  still  they  will  exist.  For  the  decis- 
ion of  stich  cases  a  General  Consociation  seems  necessary  to  com- 
plete the   Ecclesiastical    Polity  of  Connecticut.     As  the  system 
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IS,  however,  the  affairs  of  the  church  luive  generally  gone  on  with 
much  harmony  and  good  ordci-;  not  always,  it  must  be  confess- 
ed, with  equal  harmony  ;  yet  probably  with  as  few  difficulties,  as 
can  be  found  elsewhere. 

Anciently,  ruling  elders  existed  in  many  of  the  Churches  of 
New-England.  At  the  present  time  there  is  not  a  single  officer, 
of  this  description,  in  any  Congregational  church  in  this  country. 
This  I  think  unhappy.  Such  offices  plainly  existed  in  the  Apos- 
tolical times.  This  is  explicitly  declared  by  St.  Paul,  1  Tim.  v. 
17.  Rom.  xii.  8.  and  1  Cor.  xii.  28.  They  are  also  sufficiently 
alluded  to  by  several  of  the  Fathers ;  particularly  by  Ignatius, 
Hilary,  Cyprian,  and  Augustine. 

The  General  Association  of  Connecticut  is  a  body,  merely  ad- 
visory :  yet  its  recommendations  have  no  small  part  of  the  effi- 
cacy, derived  from  authority.  The  business  transacted  by  it, 
with  one  exception,  consists  in  a  general  superintendance  of  the 
prudential  affairs  of  the  churches;  in  receiving  applications  from 
the  several  ministers  individually,  and  associated  ;  and  from  the 
several  churches,  particular  or  consociated,  concerning  their  re- 
spective interests  ;  or  the  general  ecclesiastical  interests  of  the 
State  ;  and  giving  their  advice,  recommending  such  measures  ori- 
ginally, as  they  judge  to  be  beneficial,  &;c.  &:c. 

The  exception,  which  I  mentioned  above,  is  this  :  the  General 
Association  is  the  incorporated  Missionary  Society  of  the  State. 
Their  executive  business,  in  this  character,  is  transacted  by  a 
Board  of  Trustees,  annually  chosen  by  them,  and  annually  report- 
ing to  them  whatever  they  have  done.* 

The  General  Association  also,  appoint  Committees  of  certifi- 
cation in  all  the  particular  Associations,  for  the  purpose  of  certi- 
fying, authoritatively,  the  good  standing  and  character  of  minis- 
ters, or  licentiates,  within  their  bounds,  intending  to  travel,  and 
reside,  within  the  bounds  of  the  Presbyterian,  and  other  Congre- 
gational churches  in  the  United  States.  A  certificate  from  either 
of  these  committees,  each  of  which  consists  of  an  individual,  gives 

*  In  1816  the  General  Association  became  also,  the  Domestic  Missionary  Society 
of  the  State. 
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the  porson  certified,  a  ret^ular  access  to  the  desk,  wherever  he 
may  be,  and  churches  may  have  occasion  for  his  labours.  The 
General  Association  also  receives  annually,  a  particular  account 
of  the  state  of  religion,  ministers  and  churches,  in  their  respec- 
tive districts  from  all  its  members,  which  consist  of  two  delegates 
from  each  of  the  thirteen  Associations  in  this  State  ;  three,  four, 
or  five,  from  the  General  Assembly  of  the  Presbyterian  Church, 
two  from  the  General  Association  of  Massachusetts  ;  two  from 
that  of  New-Hampshire  ;  and  one  from  the  General  Convention 
of  Vermont  :  all  these  bodies  being  united  in  a  common  bond  of 
union  for  general  purposes,  affecting  them  all.  The  General  As- 
sociation of  Connecticut  sends  a  corresponding  number  of  dele- 
gates to  these  several  Ecclesiastical  bodies.  All  these  delegates 
have,  in  every  case,  the  same  rights  of  deliberating,  and  voting. 
This  union  may  be  considered  as  a  serious  improvement  in  the 
Ecclesiastical  affairs  of  the  United  States.  It  has  extensively 
become  a  source  of  unity,  cordiality,  more  expanded  and  liberal 
views,  and  more  generous  affections.  At  the  same  time  it  spreads 
every  where  ;  brings  up  to  public  view  whatever  of  importance 
is  done,  or  needs  to  be  done,  to  promote  religion ;  gives  energy 
to  all  its  friends  :  and  presents  serious  discouragements  to  its  en- 
emies. It  also  prevents  the  depredations  of  unauthorized  preach- 
ers, by  making  a  regular  certificate  from  the  proper  authority,  in- 
dispensable to  every  preacher,  in  order  to  his  admission  into  the 
desk,  wherever  he  is  a  stranger. 

1  cannot  here  omit  mentioning  the  Catholicism  of  this  Synod. 
One  of  the  heads  of  agreement,  mentioned  above,  and  unani- 
mously adopted  by  them,  is  this.  "  We  esteem  it  sufficient,  that 
a  church  acknowledge  the  Scriptures  to  be  the  word  of  God,  the 
perfect  and  only  rule  of  faith  and  practice;  and  own  either  the 
doctrinal  part  of  those,  commonly  called  tlie  articles  of  the 
Church  of  England  ;  or  the  confession,  or  catechisms,  compiled 
by  the  Assembly  at  Westminster;  or  the  confession,  agreed  on  at 
the  Savoy;  to  be  agreeable  to  the  said  rule." 

When  we  remember  how  many  sufferings  the  immediate  an- 
cestors of  these  men  had  experienced  from  the  hands  of  those. 
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who  ruled  in  tlie  English  Church,  and  how  easily  men  become 
hostile  to  every  thing  associiited  with  those,  by  whom  they  sup- 
pose themselves,  or  theirs,  to  have  been  injured  ;  it  is  certainly  a 
proof  of  a  disposition,  much  more  moderate  than  that  which  has 
been  generally  attributed  to  the  religious  people  of  New-Eng- 
land, that  this  Synod  has  unanimously  said,  "  As  to  what  apper- 
tains to  soundness  of  judgment  in  matters  of  faith,  we  esteem  it 
sufficient,  that  a  church  acknowledge  the  Scriptures  to  be  the 
word  of  God,  and  the  only  rule  of  faith  and  practice  ;  and  own 
the  doctrinal  part  of  those,  commonly  called  the  Articles  of 
the  Church  of  England,  to  be  agreeable  to  said  rule." 

Permit  me  further  to  observe,  that  the  Divines  in  England, 
who  formed  the  heads  of  agreement,  and  the  Synod  at  Saybrook, 
and  let  me  add  the  great  body  of  Presbyterian  and  Congregation- 
al Ministers,  who  have  lived  in  this  country  since  that  time,  have 
thought  your  articles  sufficiently  Calvinistic  for  them  ;  so  much 
so,  that  they  placed  them  on  the  same  level  with  the  Westmin- 
ster and  Savoy  confessions  of  faith.  These,  I  am  well  aware, 
will  not  be  acknowledged  as  a  decisive  tribunal  in  this  case.  An 
impartial  one  I  think  they  must  be  acknowledged. 

The  business  of  ordaining  ministers,  and  all  that  pertains  to  it, 
is  here  appropriately  the  province  of  a  Consociation.  This  body- 
takes  cognizance  of  the  call,  given  by  the  church  and  congrega- 
tion ;  the  answers  of  the  candidate ;  the  proposals  for  his  sup- 
port ;  and  all  the  circumstances  of  the  case,  which  may  contrib- 
ute to  render  his  union  with  the  people  happy,  or  unhappy,  and 
himself  useful,  or  unuseful,  to  them.  They  also,  as  has  been 
heretofore  observed,  examine  his  qualifications  for  the  ministry  ; 
literary,  religious,  and  prudeiitial.  From  all  these  things  they 
make  up  their  judgment ;  which  is  final ;  and  their  proceedings 
are  all  recorded  by  their  standing  clerk. 

I  am,  Sir,  yours,  &c. 


LETIKU  J\. 

Comparison  of  the  stute  of  Rrlisrion  in  Fji2:bti»l  with  thrtt  in  New-England— Fngli^h 
representations  of  the  state  of  Religion  here,  refuted. 

Dear  Sir, 

In  the  Christian  Observer  for  November  and  December,  1811, 
1  have  found  a  Review  of  Letters  to  Mr.  Percival  on  the  state  of 
the  established  Chnrcli  of  England.  The  observations,  contain- 
ed both  in  the  letters,  and  the  Review,  are  too  intimately  con- 
nected with  my  design  of  defending,  so  far  as  truth  and  candour 
will  permit,  my  own  country,  and  of  illustrating  its  situation  by 
comparing  it  with  that  of  yours,  with  respect  to  the  same  things,  to 
be  neglected  on  the  present  occasion.  1  beg  you  to  believe,  sir, 
because  it  is  true,  that  although  an  American,  a  Republican,  and 
a  Presbyterian,  I  take  no  pleasure  in  the  humiliation  of  your 
Church,  or  the  Country  in  which  it  is  established.  Nor  will  it 
be  any  part  of  my  design  at  the  present  time  to  enhance,  or  enjoy, 
the  calamities  of  either.  To  see  your  country  virtuous  and  happy, 
and  your  church  restored  to  the  highest  religious  excellence,  and 
moral  distinction,  which  it  has  ever  enjoyed,  will  hardly  give  a  more 
sincere  pleasure  to  any  Englishman  than  to  me.  While  I  remember 
any  thing,  I  shall  not  forget  that  it  is  the  country  avorum  meorum^ 
atavorum^  et  omnium,  a  quibus  genus  duciter  meum.  The  subjects, 
which  I  shall  briefly  touch,  and  with  respect  to  which  1  shall  in- 
stitute an  informal  comparison  between  our  circumstances  and 
yours,  are  the  following  ;  forming,  as  you  will  see,  only  a  part  of 
those  mentioned  by  the  writer:  the  state  of  the  Universities  ;  ex- 
amination for  orders;  disposal  of  patronage  in  the  church;  neg- 
lect of  ecclesiastical  discipline  :  neglect,  or  carelessness,  in  the 
pastoral  duties;  and  want  of  churches. 

On  the  first  of  these  subjects  the  writer  says  that  "  there  arc 
more  vice  and  profligacy  of  manners  countenanced  at  the  Univer- 
sities, than  would  be  suiTered  to  take;  place  among  its  members 
afterwards,    whfii  tli'  n  arrive  at  -ilu^tioii^  in  jiff,   ^^hich   pio-'MJt 
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no  positive  restraints ;  and  that  the  scenes  of  riot  and  dcbauche- 
ry,  which  pass  unnoticed,  or  at  least  arc  innefTectually  noticed, 
by  those  who  cannot  be  ignorant  of  them,  would  in  the  metropo- 
lis subject  the  perpetrators  to  the  correction  of  the  police."  These 
evils  he  also  attributes  to  "  the  example  of  too  many  among  the 
preceptors."  He  also  says,  "  Chapel  is  not  attended  till  it  is 
half  over.  Many  go  there  intoxicated,  as  to  a  roll-call ;  and  al- 
though the  assumption  of  the  Lord's  Supper  is  peremptory  on  the 
students,  no  care  is  taken  to  teach  them  its  importance." 

These,  sir,  are  unpleasant  declarations.  Such  an  account  con- 
•cerning  any  College  in  this  country  would  be  a  libel.  Almost  all 
our  students  are  decent  in  their  deportment;  most  of  them  are 
iireproachable  ;  and  not  a  small  number  of  them,  religious.  Nor 
can  any  known,  scandalous  conduct  pass  without  a  sufficient  rep- 
rehension. At  the  same  time,  the  great  body  of  them  are  indus- 
trious ;  and  many  of  them  intensely  laborious. 

I  know  not,  that  I  have  ever  heard  of  any  person,  in  New-Eng- 
land, who  appeared  at  church  in  a  state  of  intoxication.  The 
great  body  of  our  students  are  always  at  prayers,  and  public  wor- 
ship, in  the  proper  season ;  and  behave  usually  in  a  decent  and 
reverential  manner. 

The  letter-writer  says  that  "the  assumption  of  the  Lord's  Sup- 
per is  peremptory  upon  the  student ;"  that  is,  as  I  suppose,  they 
are  required  peremptorily  to  partake  of  the  Lord's  Supper  at  sta- 
ted seasons.  This  requisition  is  certainly  unhappy.  No  person 
ought  ever  to  appear  at  that  ordinance,  unless  he  is  in  his  own 
view  hopefully  a  Christian.  All  attendance  of  this  nature  ought 
to  be  only  voluntary.  Nohuman  power  can  meddle  here  ;  no  un- 
hallowed feet  intrude.  Permit  me  to  say,  that  this  requisition,  of  it- 
self, by  making  the  attendance  in  question  an  object  of  human  law, 
like  that  upon  recitations,  lectures,  or  other  academical  employ- 
ments, degrades  Religion  in  her  most  sacred  exercises,  to  a  mere- 
ly secular  character ;  and  prepares  the  students  to  esteem  her 
duties  of  no  superiour  importance.  1  cannot  wonder,  that  stu- 
dents under  such  a  requisition  should  be  ready  to  trifle  with  the 
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whole  subject,  and  find  in  it  little  or  no  restraint  upon  their  vicious 
propensities. 

With  respect  to  Exuminntion  for  Orders,  the  letter-writer  goes 
on,  *'.So  very  lax  has  become  the  exannination  for  orders,  that  there 
is  no  man,  who  has  taken  a  degree  at  the  University,  who  cannot 
reckon  on  ordination  as  a  certainty,  whatever  his  attainments  in 
learning,  morals,  religion,  &lc. — speaking  generally,  I  believe  the 
only  qualifications  are  to  be  able  to  construe  a  chapter  in  the 
Greek  Testament,  and  answer  a  few  questions  out  of  Grotius." 
At  this  account  1  am  astonished.  I  have  been  always  taught  to 
believe,  that  the  Clergy  of  the  English  Church  were,  as  a  body,  at 
least  decently  learned;  and  when  Englishmen  in  this  country 
speak  of  our  Clergymen  with  contempt  in  comparison  with  their 
own  ;  and  when  English  writers  of  travels  declare,  that  we  have 
neither  learning,  nor  eloquence  ;  it  seems  almost  necessarily  con- 
cluded, that  th(3y  have  been  accustomed  to  much  of  both  in  theii 
native  land.  Paley,  and  many  other  respectable  English  writers  in 
modern  times;  and  Hooker,  Burnet, and  others,  in  those  which  were 
more  ancient ;  have  complained  with  not  a  little  feeling  concern- 
ing the  ignorance  of  many  of  your  Clergymen;  "by  reason  where- 
of," says  the  venerable  Hooker,  (that  is,  of  careless  ordination,) 
the  church  groweth  burdened  with  silly  creatures  more  than  need, 
whose  noted  baseness  and  insufficiency  bringeth  their  order  itself 
into  contempt."  Still  1  could  not  have  imagined,  that  such  an 
examination  as  this  would  have  been  the  passport  to  the  desk. 
Scarcely  less  am  I  surprised  at  the  admission  of  the  Chris- 
tian Observer,  if  I  construe  it  right,  that*  "  a  large  major- 
ity of  regularly  educated  dissenting  Ministers  are  better  versed 
in  the  common  places  of  Theology,  and  that  knowledge  of  the 
Bible,  on  which  as  a  science  it  rests,  than  even  a  small  minority 
of  our  rising  Ministry." 

SulFer  me  to  call  to  your  recollection  the  account,  which  I  gave 
you  of  the  manner,  in  which  young  men  are  educated  for  the  Min- 
istry in  this  country.  You  will  see  in  it  an  attention  to  this  sub- 
ject, whirl),  from  the  united  testimony  of  these  letters  to  Mr.  V 
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and  this  Review  of  them,  you  will,  I  fear,  look  for  in  vain  in  your 
own  church.  You  will  also  see  men  destined  to  the  desk,  not 
because  it  is  the  wish  of  their  parents,  but  because  it  is  their  own; 
not  to  provide  a  child  with  a  living,  but  to  furnish  a  Congregation 
with  a  pastor.  No  youth  is  admitted  into  sacred  orders,  except 
within  the  precincts  of  the  liberal  Christianity,  mentioned  in  my 
observations  on  the  District  of  Maine,  who  has  not  been  twice 
strictly  examined  (after  having  received  a  liberal  education)  con- 
cerning his  knowledge  of  the  doctrines  and  duties  of  religion;  and 
who  is  not  to  the  eye  of  charity  cordially  a  christian.  It  is  a  rad- 
ical, and  most  melancholy  evil  in  your  church,  that  men  designate 
children  for  the  desk  from  their  infancy  ;  and  push  them  into  it, 
whether  they  are  persons  of  piety  or  not.  How  tremendous  in 
the  mouths  of  many  such  candidates  for  holy  orders  must  be  the 
declaration,  that  "  they  verily  believe  themselves  moved  to  the 
assumption  of  the  sacred  office  by  the  Holy  Ghost !"  With  how 
much  more  truth  and  propriety,  might  they  say  with  the  twelve 
disciples  of  John,  mentioned  by  St.  Luke,  "/Fe  have  not  so  much 
as  heard  zohether  there  he  any  Holy  Ghost  /" 

On  the  subject  of  Church  patronage  I  shall  only  observe,  that 
in  the  manner,  in  which  it  is  holden  in  Great-Britain,  1  cannot 
but  think  it  eminently  unhappy.  The  Christian  Observer  pre- 
fers it  to  that,  which  has  been  often  proposed  in  lieu  of  it ;  viz. 
popular  suffrage,  I  have  a  high  respect  for  the  opinions  of  the 
gentlemen,  to  whom  the  public  are  indebted  for  this  excellent  pe- 
riodical work.  Still  I  cannot  but  think  the  preference  the'  result  of 
education  and  habit, merely.  In  this  country,  in  the  Congregational, 
Presbyterian,  and  Baptist  churches,  every  Congregation  chooses 
its  own  Minister;  a  practice,  which  has  been  continued  without 
intermission  from  its  settlement.  It  is  also  divided  universally  into 
parochial  districts.  Yet  no  considerable  evils  have  flowed  from  the 
practice  throughout  this  long  period.  It  is  questioned  whether  any 
collection ofchurches,  equally  numerous, have  been  more  peaceful, 
more  virtuous,  or  more  happy.  Of  the  evils  which  have  arisen, 
also,  very  few  have,  I  believe,  sprung  from  this  source.  At  the 
same  time  to  choose,  or  to  have  a  voice  in  choosing,  for  myself  and 
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my  family  tlie  man,  who  i<  (o  guide  us  to  immortal  life,  is  a  priv- 
ilege which  I  deem  inestimable,  and  to  be  yielded  up,  oidy  when 
it  cannot  be  retained.  But  the  prime  proof  of  the  injuriousness 
oi  your  Chjirrh  patronaeje  to  the  cause  of  reliti;ion  is  found  in  its 
effects;  particularly  in  those  recited  by  this  letter-writer,  and  by 
the  Earl*  of  Harrowby  :  effects,  which,  it  should  seem,  could  hard- 
ly spring  from  any  other  cause.  Were  it  in  your  power  to  adopt 
a  different  system,  I  cannot  but  suspect,  that  you  would  scarcely 
continue  the  present. 

On  the  Neglect,  or  Carelessness^  of  your  Clergy  in  their  pastoral 
duties  the  letter-writer  observes,  that  a  great  proportion  of  them 
are  wrapped  up  in  secular  pursuits  ;  and  betray,  he  fears,  an  indif- 
ference of  conduct,  and  a  dissoluteness  of  manners,  which,  while  it 
is  most  shameful  in  them,  would  not  be  borne  with  in  any  other 
state  of  life.  ''  A  horse-race,"  he  says  "a  fox-chase,  a  boxing 
match,  is  never  without  its  reverend  attendants  :  and  the  man, 
who  in  the  house  of  God  hurries  over  the  offices  of  devotion  as  be- 
neath his  attention,  will  be  seen  the  next  day  the  noisy  toast-mas- 
ter, or  songster  of  a  club.''  Their  professional  indolence,  he  con- 
trasts with  their  occasional  activity  at  a  County  election,  in  a  ca- 
thedral. County,  or  town.  "You  have  the  honour  of  finding 
yourself  in  such  contests,"  he  says  "  acting  in  concert  with  deans, 
chancellors,  archdeacons,  prebendaries,  and  minor-canons,  with- 
out number — on  such  occasions  grave,  very  grave  persons,  in- 
deed, are  to  be  seen  shouting  the  chorus  of  some  election  rib- 
aldry." 

^^  Single  duly,"  that  is,  I  suppose,  going  through  the  service 
once  upon  the  Sabbath,  he  says,  "  is  performed  sometimes  only 
every  other  Sabbath."  As  to  the  manner  of  the  performance  he 
observes,  "  A  clergyman,  who  gallops  to  the  church,  gallops 
through  the  service  ;  and  gallops  away  again.  The  decalogue  is 
hurried  over  in  the  desk  with  as  little  ceremony,  as  the  detail  of 
a  fox-chase  ;  and  in  many  parishes  the  whole  morning  service 
docs  not,  including"  the  sermon,  occupy  three-quarters  of  an  hour." 
*'  Original  composition,"  he  observes,  "  is  scarcely  known  among 

*  Fee  Krviow  of  a  Sj^cch  of  thr  Earl  of  Harrowby,  Ch.  Ob.  IHl  1,  p.  3r.O. 
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the  clergy;"  and  even  their  selections  he  represents  as  injudicious, 
and  so  often  repeated,  as  to  be  quite  famiHar  to  the  audience  ; 
and  finally  he  declares,  that  "  pastoral  visits  are  not  only  greatly 
neglected,  but  even  their  obligation  is  denied  ;  and  the  clergy 
are  convinced,  that  the  duties  of  hospitality,  and  of  domestic  in- 
struction, and  consolation,  to  the  young,  the  depraved,  the  de- 
crepit, and  the  dying,  form  no  part  of  the  demands,  which  their 
parishioners  have  upon  them." 

The  Christian  Observer,  speaking  with  reference  to  this  part 
of  the  subject,  says,  "  These  are  times,  in  which  we  must  sor- 
rowfully own,  that  the  ministry  of  the  established  church  are  held 
in  a  disrespect,  unknown  in  former  days.  There  is  but  little  or 
no  respect  to  their  office,  as  such." 

I  have  chosen  to  appeal  to  these  papers,  for  two  reasons.  One 
is,  that,  living  in  a  distant  country,  and  having  never  been  in 
Great  Britain,  it  cannot  be  supposed,  that  I  am  personally  ac- 
quainted with  the  state  of  the  Established  Church.  Whatever 
knowledge  I  possess  of  this  subject,  derived  from  books  and  men, 
whether  Englishmen,  or  Americans,  you,  or  others,  might  per- 
haps be  disposed  to  question  :  and  thus  my  remarks,  however  just, 
might  be  left  in  a  state  of  uncertainty,  or  perhaps  absolutely  dis- 
credited. The  other  is  ;  that,  as  I  am  a  Presbyterian,  you  might 
believe  me  less  candid  with  respect  to  this  subject  than  I  intend 
to  be. 

To  the  present  appeal  no  objection  can,  I  presume,  be  reason- 
ably made.  Permit  me  then  to  say,  with  the  exception  hereto- 
fore made,  that  in  the  collection  of  churches  in  New-England, 
which  are  Presbyterian  or  Congregational,  such  Clergymen  as 
are  here  described,  are  unknown.  We  have  some  bad  ministers, 
they  are,  however,  rarcc  aves.  But  a  minister,  who  spent  his 
lime,  or  any  part  of  it,  in  the  dissipation  specified,  by  this  letter- 
writer,  would  here  be  regarded  as  a  prodigy.  I  never  knew  one, 
who  in  this  country  could  have  these  things  said  of  him  with 
truth.  Few  have  I  known,  very  few,  who  were  not  believed  to 
be  persons  of  piety.  No  minister,  belonging  to  these  churches, 
thinks  of  such   a  thing  as  selecting  sermons.     Every  minister 
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preaches  two  sermons  every  Sabbath  ;  and  always  composes  them 
both  himself.  Let  me  add,  the  great  body  of  them  are  of  course 
religious  ;  fraught  with  the  spirit  of  the  Gospel  ;  and  very  gene- 
rally judicious.  Many  of  them  are  excellent.  It  is  impossible, 
that  a  man,  who  devotes  himself  at  all  to  his  study,  or  his  paro- 
chi.il  concerns,  should  compose  so  many  sermons,  and  get  them 
by  heart.  They  are,  therefore  i^enerally  read  :  and  the  inhabit- 
ants arc  so  far  persuaded,  that  written  discourses,  taken  together, 
are  more  instructive  and  profitable,  than  extemporaneous  ones, 
that  they  are  well  satisticd  with  this  manner  of  preaching,  and 
usually  prefer  it.  There  is,  however,  a  considerable  exception 
to  what  I  have  here  asserted.  A  number  of  ministers,  and  not  a 
very  small  one,  when  they  have  arrived  to  middle  life,  and  have 
become  familiarized  to  the  doctrines  and  duties  of  Theology, 
preach  either  from  short  notes,  or  extemporaneously  :  studying 
their  discourses  however,  more  laboriously,  perhaps,  than  when 
they  are  written.  Instruction  is  here  the  ruling  character  of 
preaching,  rather  than  addressing  the  feelings,  or  the  imagination. 
In  behalf  of  this  mode  I  allege  three  reasons.  One  is,  that  reli- 
gion has  no  where  more  prevailed  than  in  the  old  settlements  of 
New-England.  Another  is,  that  the  people  are  no  where  less 
blown  about  by  every  wind  of  doctrine.  The  third,  is  that  sound 
instruction  is  more  satisfactory  to  an  audience,  and  generally 
more  populai*. 

I  have  read  a  considerable  number  of  the  most  celebrated 
British  sermons;  and  think  it  no  injustice  to  say,  that  we  have 
many,  which  are  not  at  all  inferiour  to  most  of  them  in  good 
sense,  sound  Theology,  or  the  power  of  making  deep  impressions 
on  the  conscience.  None  of  them  can  boast  the  eloquence,  and 
sublimity,  of  Robert  Hall  ;  but  some  of  them  are  eloquent  and 
sublinif^.  At  the  sume  time  (hey  are  rarely  trifling  ;  rarely  are 
Ihey  merely  attempts  to  display  the  preacher  to  advantage.  We 
hnvr  no  Sidney  Smith  sermons;  gewgaws,  intended  to  be  shewn, 
likr  a  diamond  ring,  or  snulT-box,  to  prove,  that  the  preacher  is 
the  owncT  of  such  trinkets.  Rarely  are  they  intended  to  be 
mere  means  of  whiling  away  the  time.     AVc  have  no  fifteen  min- 
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ute  sermons.  Rarely  are  they  regarded  by  the  preacher  as  an 
oppressive  tax  upon  his  industry ;  a  hard  task,  through  which  he 
struggles,  as  a  lazy  school-boy  through  his  lesson,  because  he 
cannot  escape  from  his  thraldom.  We  have  few,  very  few,  of 
those  preachers,  whom  the  author  of  the  Task  reprobates  ;  but 
many,  very  many,  of  those  whom  he  commends.  Our  preachers, 
in  great  numbers,  are 

"  simple,  grave,  sincere ; 
la  doctrine  uncorrupt ;  in  language  plain ; 
And  plain  in  manner.     Decent,  solemn,  chaste, 
And  natural  in  gesture.     Much  impress'd 
Themselves,  as  conscious  of  their  awful  charge, 
And  anxious  mainly,  that  the  flock  they  feed. 
May  feel  it  too.     Aifectionate  in  look, 
And  tender  in  address,  as  well  becomes 
The  messengers  of  peace  to  guilty  men." 

On  the  subject  of  Non-residence^  I  cannot  express  my  astonish- 
ment. The  Christian  Observer  excited  it  to  a  high  pitch  by  re- 
cording the  numbers  of  non-resident  clergymen  for  three  years. 
The  speech  of  Lord  Harrowby  left  me  in  absolute  amazement. 
This  is  the  most  rotten  part  of  your  whole  system.  What  Sir, 
do  your  clergymen,  after  the  solemn  vows  of  ordination,  feel 
themselves  at  liberty  to  desert  their  cures,  and  give  up  the  sal- 
vation of  their  flocks  to  the  care  of  accident,  to  "  a  stranger, 
whom  they  will  not  follow;"  to  "a  hireling,  whose  own  the 
sheep  are  not,"  and,  who,  "  when  he  seeth  the  wolf  coming, 
leaveth  the  sheep,  and  fleeth ;  and  the  wolf  catcheth  them,  and 
scattereth  the  sheep."  For  what  purpose  were  the  ministers  or- 
dained ?  For  what  purpose  were  they  presented  to  benefices  ? 
Was  it,  that  they  might  obtain  sufficient  money  to  support  them 
in  a  pleasant  town  ;  in  an  agreeable  circle  of  acquaintance  ;  in  a 
round  of  pleasures  ;  and  those,  if  this  letter-writer  is  to  be  cred- 
ited, not  unfrequently  gross,  and  openly  sinful.  Is  a  minister, 
then,  to  forsake  his  people,  entrusted  to  him  by  the  Eternal  God, 
that  by  "  taking  heed  unto  himself,  and  unto  the  doctrine  of  the 
Gospel;  and  by  continuing  in  them,  he  might  both  save  himself, 
and  them  that  should  hear  him."  for  a  horse-race  ;  a  card-table  : 
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a  fox-chase  ;  a  drawing  room  ;  and  a  theatre  /  Are  thoae,  whose 
^rcat  duty  it  is  to  '"  watch  for  souls,  as  they  who  must  give  ac- 
count," to  leave  these  very  souls  to  perish,  without  an  elfort  and 
as  it  would  seem  without  a  wish,  to  save  them  ?  And  are  there 
0,120  such  nunisters  in  the  established  church  of  England?  I 
cease  to  wonder,  that  men  of  consideration  among  her  members 
are  alarmed  for  her  danger.  I  cease  to  wonder,  that  dissenters 
muhiply  in  the  astonishing  manncT,  mentioned  by  Lord  Harrow- 
by.  Such  Clergymen  certainly  believe  nothing  of  the  Gospel, 
and  care  nothing  about  their  ordination  vows,  or  the  duties  of 
their  ministry. 

There  is  not,  there  never  icasy  a  non-residetit  Clergyman  in  JVeio- 
England,  In  the  account,  which  I  gave  of  Keene  in  New-Hamp- 
shire, I  mentioned  a  Mr.  S.  of  Dublin  in  that  vicinity,  who  in  a 
very  limited  sense  might  be  entitled  to  this  appellation.  But 
even  in  this  sense  he  was  non-resident  only  for  three  or  four 
years  ;  and  during  that  period  spent  a  considerable  part  of  the 
week,  and  the  whole  Sabbath,  regularly  among  his  parishioners. 
To  your  advowsons,  this  evil  is  owing.  Were  your  ministers 
chosen  by  their  respective  Congregations  ;  the  non-residence  of 
the  Clergy  would  be  terminated  forever. 

With  regard  to  Ecclesiastical  Discipline,  I  shall  only  observe, 
that  in  circumstances  like  these,  it  must  be  expected  in  vain.  In 
New-England  no  clergyman  can  be  seriously  defective  in  his  du- 
ty without  incurring  an  ecclesiastical  censure.  For  half  the 
charges,  recited  by  this  letter-writer,  he  would  be  deposed. 

With  respect  to  the  JVanl  of  Churches  a  few  more  observations 
will  be  necessary. 

A  writer  in  the  Christian  Observer  for  August  1809,  after  hav- 
ing advanced  a  number  of  arguments  in  favour  of  an  ecclesiastic- 
al establishment,  and  particularly,  that  there  is  no  single  in- 
stance upon  record,  where  Religion  has  long  survived  an  Estab- 
hshment,  says,  *'  It  has  been  usual  to  controvert  this  argument 
by  alleging  the  case  of  America."'  He  then  goes  on  to  present 
his  readers  with  a  table;  in  which  he  exhibits,  what  appears  to 
be  the  amount  of  the  provision  made  here  for  the  maintenance 
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of  religion  ;  and  then  to  trace  out,  as  far  as  his  scanty  materials 
will  allow,  the  consequences  of  this  inadequate  provision.  I  used 
to  wonder  at  the  ignorance  of  intelligent  Englishmen  concerning 
America,  and  at  the  mistakes,  so  frequently  occurring  in  respect- 
able publications.  I  finally  concluded,  and  I  presume  justly, 
that  the  true  cause  of  these  facts  was,  that  you. considered  us  as 
too  insignificant  to  merit  your  attention.  Of  this  I  have  no  wish 
to  complain.  But  I  have  a  right  to  be  dissatisfied  with  your  mis- 
representations.  You  ought  to  represent  us  truly,  or  not  at  all  ; 
and  not  to  begin  your  representations,  until  you  have  informed 
yourselves  sufficiently  to  know  what  is  true. 

The  table,  formed  by  this  writer,  is  erroneous  in  a  variety  of 
particulars.  For  example,  he  states,  that  Massachusetts  has 
made  full  maintenance  for  the  Clergy,  and  that  Connecticut  has 
made  none.  You  have  already  seen  the  provision,  made  by  Con- 
necticut for  this  body  of  men.  I  add,  that  it  is  as  complete,  to 
say  the  least,  as  that  of  Massachusetts.  The  writer,  who  signs 
himself  C.  says,  that  Massachusetts  has  a  complete  establishment. 
Though  this  is  an  unfounded  assertion,  yet  that  of  Connecticut  is 
not  less  complete  than  that  of  Massachusetts ;  as  you  may  per- 
ceive by  recurring  to  the  account,  already  given  of  it  in  these 
letters.  Substantially  the  same  is  true  of  New-Hampshire  also. 
Imperfectly  it  is  true  of  Vermont.  I  am,  however,  very  little  in- 
terested to  rectify  the  errours  of  this  table.  My  principal  con- 
cern is  with  C.'s  account  of  the  consequences  of  this  state  of 
things. 

"  The  full  consequences  of  this  system  of  imperfect  establish- 
ments are  not  yet  felt  in  America.  Time  has  not  been  given  for 
the  evils,  consequent  on  such  an  arrangement,  to  come  to  matu- 
rity. But  as  far  as  the  argument  reaches,  it  is  altogether  in  our 
favour.  Religion,  in  many  provinces,  is  altogether  in  ruins  ;  and 
in  the  rest  the  dilapidations  are  great.  Throughout  the  zohole  con- 
tinent a  principle  of  decay  is  visible  ;  a7id  every  thing  indicates  the 
speedy  downfall,  not  only  of  the  regular  fabrics  of  religion  in  the 
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land,  hut  of  the  jniitrrable  hovels,  in  rchich  her  (h'sciples  have  hilherlo 
found  (t  refuge,''''* 

l^crmit  me  to  sav,  that,  so  far  as  New-England  is  concerned, 
this  account  is  essentially  untrue.  We  have  no  "hovel,  in  which 
the  miserable  disciples  of  religion  have  hitherto  found  a  refuge;"*' 
and  her  regular  fabrics  manifest  no  "principle  of  decay  ;"  nor 
does  anything  indicate  their  "speedy  downfall."  There  arc 
eight  hundred  and  sixty-nine  Presbyterian  Congregations,  and 
eighty-one  Episcopal,  in  the  States  of  New-Mampshirc,  Massa- 
chusetts, Vermont,  and  Connecticut.  Every  one  of  these  has  a 
church.  Almost  every  church  is  decent,  and  in  good  repair. 
Almost  all  are  painted,  except  such  as  are  of  brick  or  stone;  and 
nineteen  out  of  twenty  have  steeples.  A  great  number  have  been 
built  in  the  new  settlements;  and  many  others,  in  the  places  of 
such,  as  have  been  pulled  down  ;  because  the  proprietors  have 
wished  for  larger,  or  handsomer,  buildings.  A  multitude  of  these 
churches  may  be  pronounced  handsome  ;  not  indeed  in  the  same 
sense,  in  which  the  fine  specimens  of  architecture,  exhibited  by 
various  churches  in  the  City  of  London,  are  styled  handsome. 
Still,  though  not  answering  the  demands  of  the  taste  and  science 
of  a  connoisseur  in  that  art,  they  are  beautiful  objects  to  the  eye. 
Nor  can  any  thing  be  more  delightful  to  a  traveller  than  the  con- 
tinual succession  of  these  buildings  at  intervals  of  three,  four,  five, 
and  six  miles,  throughout  all  the  ancient  settlements  of  this  coun- 
try; where,  drest  in  snowy  white,  they  appear  like  stars  amid  the 
universal  verdure  ;  unless  perhaps  his  agreeable  surprise  at  find- 
ing the  same  objects  in  settlements,  so  new,  as  to  forbid  even  the 
hope,  and  much  more  the  expectation,  of  seeing  them  at  a  period, 
apparently  premature.  It  ought  to  be  added,  that  the  spirit, 
which  prompts  to  the  settlement  of  Ministers,  and  to  the  rebuild- 
ing, and  repairing  of  churches,  is  rapidly  increasing;  not,  1  con- 
fess, every  where  alike  ;  bfit  so  extensively,  as  to  be  fiiirly  pro- 
nounced the  general  character  of  the  country. 

C.  ]^oes  on  to  observe,  "  A  person,  distinguished  by  his  rank, 
virtue,  and  talents,   l;as  transmitted  the  following  account  to  this 
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country.  *  In  consequence  of  the  want  of  a  religious  establishment 
in  America,  infidelity  daily  increases ;  and  the  very  semblance  of 
religion  decays  rapidly.  The  congregations  are  fewest  where  the 
population  is  greatest;  and  are  not  likely  to  increase.  Many 
Presbyterian  Ministers  have  been  dismissed  by  their  congrega- 
tions, without  any  complaint  either  against  their  life  or  doctrine. 
There  are  only  three  Presbyterian  congregations* m  Philadelphia; 
all  which  were  erected  under  the  English  government.  They  have 
been  endeavouring,  for  these  thirty  years  past,  to  erect  a  fourth 
congregation  ;  but  have  not  yet  been  successful.  As  there  is  no 
professor  of  divinity  in  many  of  the  seminaries  of  this  country, 
students  put  themselves  under  the  care  of  any  Minister  that  they 
choose.  Every  Minister  in  the  country  is  also  a  farmer ;  and  has 
more  dependence  on  his  farm,  than  on  his  stipend,  for  subsis- 
tence. For,  although  congregations  in  the  country  subscribe  at 
an  average  about  ninety  pounds  sterling  a  year  for  their  minister, 
yet  subscribing,  and  paying,  are  two  very  different  things  in  this 
country.  No  law  can  oblige  the  subscribers  to  pay  their  sub- 
scriptions ;  as  they  sometimes  ask  time,  and  when  that  is  expired 
they  plead  the  statute  of  limitations.  A  country  Minister,  there- 
fore, generally  speaking,  is  obliged  to  work  at  the  plough  and 
wagon,  Hke  another  farmer ;  for  servants  do  little  work  in  this 
country ;  and  most  of  them  can  only  spare  tWo  hours,  on  Satur- 
day's afternoon,  to  prepare  their  sermons,  and  to  instruct  their 
students  in  divinity.'  Similar  testimony  might  be  extracted  from 
other  sources.  It  may  be  added,  that  there  are  now  in  the  coun- 
try letters  from  various  persons  in  America,  stating  the  general 
indifference  to  the  interests  of  religion  to  be  such,  that,  unless 
the  christian  liberality  of  individuals  on  this  side  of  the  Atlantic 
afTord  the  necessary  rescue,  the  race  of  orthodox  Ministers  is  like- 
ly soon  to  be  extinct.  Here,  then,  is  the  result  of  aa  experiment, 
made  under  the  most  favourable  circumstances.  Such  is  the  state 
of  America,  that  she  now  petitions  to  relight  her  extinguished 
fires  at  the  altars  of  that  church,  she  once  contemptuously  de- 
serted." 
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This  is,  certainly,  an  extraordinary  story.  Let  us  examine 
it.  The  first  assertion  is,  that  infidchty  daily  increases  in  Amer- 
ica. This  '*  person.  distinpui>hc(l  by  his  rank,  virtue,  and  talents," 
has,  you  will  observe.  in(  UkIimI  withm  his  assertions  the  whole  of 
I  he  United  States.  Had  he  stopped  at  the  Southern  and  West- 
ern border  of  New-York,  it  would  have  been  unnecessary  forme, 
to  have  made  any  remarks  upon  these  declarations,  however  er- 
roneous. So  far  as  they  respect  the  countries,  which  are  the  sub- 
lect  of  these  observations,  I  feel  myself  obliged  to  say,  that  his 
"virtue  and  talents"  were  very  unhappily  employed.  With  re- 
gard to  the  state  of  infidelity,  and  (he  state  of  religion,  in  New- 
England,  1  have  already  given  you  my  own  views.  It  will  be  un- 
necessary to  repeat  them.  It  is  sufficient  to  say  that  the  number 
of  professed  infidels  is  small ;  that  the  cause  of  infidelity  is  broken 
down  ;  and  that  not  only  the  semblance,  but  the  substance,  of  re- 
ligion, instead  of  decaying  rapidly,  has  rapidly  increased,  and  is 
still  increasing. 

''  The  congregations,"  the  writer  asserts,  "are  fewest  where 
the  population  is  greatest."  What  1  have  already  said  will  shew, 
that  this  is  untrue.  Massachusetts  and  Connecticut  are  far 
the  most  populous  states,  in  the  American  union.  I  have  already 
shewn  you  the  number  of  Congregations,  contained  in  these 
States.  I  have  also  given  you  an  estimate  of  the  Congregations, 
which  would  exist  in  the  countries  South  and  West  of  New-Eng- 
land, were  they  as  generally  established  in  proportion  to  the  num- 
ber of  inhabitants. 

"  Many  Presbyterian  Ministers,"  the  writer  says,  ''  have  been 
dismissed  from  their  Congregations  without  any  complaint  against 
either  their  life  or  doctrine."  When  Ministers  are  dismissed 
here,  which  is  sometimes  the  fact,  they  are  almost  always  dis- 
missed without  any  complaint  against  their  life  or  doctrine  :  for 
iisuallv  ncilher.  atfords  any  ground  for  complaint.  But  dismissions 
are  few  ;  and,  when  they  take  place,  the  parish  is  soon  provided 
with  another  Minister  of  course  ;  and  the  Minister,  almost  of 
course,  with  another  parish.  Compare  this  small  evil  (for  that  it 
is  an  evil  I  adnut.)  with  your  own  six  thousand  one  hundred  and 
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twenty  non-resident  Ministers,  who  dismiss  themselves  from  their 
cures,  and  their  duties. 

The  writer  goes  on,  "  Every  Minister  in  the  country  is  also  a 
farmer;  and  has  more  dependence  on  his  farm,  than  on  his  sti- 
pend, for  subsistence."  I  wish  every  Minister  in  New-England 
had  a  farm ;  and  a  farm,  which  would  contribute  more  than  his 
stipend  to  his  subsistence.  I  presume,  however,  that  scarcely 
one  in  fifty  can  boast  of  such  a  possession.  Land,  in  the  old  set- 
tlements, and  often  in  those  which  are  comparatively  new,  is  sold 
at  such  a  price,  as  absolutely  to  forbid  this  important  conven- 
ience. 

"Subscribing,  and  paying,  are  two  very  different  things  in  this 
country.  No  law  can  oblige  the  subscribers  to  pay  their  sub- 
scriptions, as  they  sometimes  ask  time  ;  and  when  that  is  expired 
they  plead  the  statute  of  limitations."  In  the  States  of  Massa- 
chusetts and  Connecticut,  and  I  believe  in  New-Hampshire,  "sub- 
scriptions" of  this  nature  are  unknown  ;  and  the  law  compels 
every  man  to  pay  his  tax  to  his  Minister,  and  makes  all  the  lands 
in  the  parish  liable  for  the  salary.  In  addition  to  this,  a  great 
number  of  Congregations  have  provided  either  partial,  or  com- 
plete funds  for  the  support  of  their  Ministers. 

It  ought  further  to  be  added,  that  it  is  a  very  unfrequent  fact 
for  any  part  of  a  Clergyman's  salary  to  be  collected  by  law. 

This  "person,  distinguished  by  his  rank,  virtue,  and  talents," 
goes  on,  "  A  country  Minister,  therefore,  generally  speaking,  is 
obliged  to  work  at  the  plough,  and  wagon,  like  another  farmer ; 
and  most  of  them  can  only  spare  two  hours  on  Saturday's  after- 
noon, to  prepare  their  sermons,  and  to  instruct  their  students  in 
divinity."  I  have  lived  in  New-England  from  my  birth,  with  the 
exception  of  a  single  year;  and  am  perhaps  as  familiarly  ac- 
quainted with  it,  as  any  one  of  its  inhabitants ;  yet  I  have  never 
seen  a  Minister  working  at  the  plough,  or  the  wagon.  That  such 
facts  have  existed  I  can  easily  believe  ;  particularly  in  new  set- 
tlements ;  the  inhabitants  of  which  are  few  and  poor.  For  such 
parishes  it  is  incomparably  better,  that  Ministers  should  be  settled 
in  them,  whose  subsistence  is  to  be  derived  partly  from  their 
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iarms,  and  even  from  their  labour,  than  that  they  should  be  with- 
out Ministers* 

That  ''most  of  the  Clergymen  in  this  country  can  spare  only 
two  hours  to  prepare  their  sermons  and  to  instruct  their  students 
in  divinity,"  cannot  have  been  said  by  this  writer  from  his  per- 
sonal knowledge  ;  because  it  is  said  without  a  shadow  of  truth. 
That  we  have  some  lazy  men  in  the  sacred  oflice  ought  not  to  be 
questioned.  That  the  incumbents  are  generally  industrious,  can  no 
more  be  questioned.  But  that  there  is  one,  who  can  ordinarily 
"spare  only  two  hours"  for  either  of  these  purposes,  "credat 
ludreus  Apella  ;"  iion  ego. 

C.  after  asserting,  that  other  testimony  might  be  obtained  to 
the  same  purpose,  says,  that,  "  there  are  now  in  the  country  let- 
ters from  various  persons  in  America,  stating  the  general  indiObr- 
ence  to  religion  to  be  such,  that,  unless  the  christian  liberality  of 
individuals  on  this  side  of  the  Atlantic  afford  the  necessary  rescue, 
the  race  of  orthodox  Ministers  is  likely  soon  to  be  extinct."  Of 
this  assertion,  what  I  have  already  said  will  enable  you  to  judge. 
If  the  doctrines,  universally  declared  by  the  editors  of  the  Chris- 
tian Observer  to  be  orthodox,  are  to  be  admitted  as  such  ;  there  is 
no  danger,  that  the  Ministers,  who  hold  them  in  New-England, 
will  soon  be  extinct:  for  their  number  has  long  been  increasing, 
is  now  increasing  rapidly,  and  is  likely  to  increase  through  an  in- 
definite period. 

From  this  statement  you  will  see,  that  the  situation  of  America 
is  not  such,  in  this  part  of  it  at  least,  ''  that  she  now  petitions  to 
relight  her  extinguised  fires  at  the  altars  of  that  church,  which  she 
once  contemptuously  deserted." 

Finally,  let  me  observe,  that  with  regard  to  the  number  of  our 
churches,  and  the  convenience  of  their  distribution,  so  as  to  ac- 
commodate the  wants  of  the  whole  community,  we  have  greatly 
the  advantage  over  the  church  of  England  itself.  1  believe  1 
might  safely  add,  that  the  churches  in  your  small  towns  and  vil- 
lages are,  taken  together,  much  less  beautiful  than  ours. 

I  am.  Sir.  yours,  ^c. 


LETTER  X. 

Articles  of  Faith  held  by  the  first  Settlers  of  New-England — Episcopalians,  Bap- 
tists, Universalists,  Methodists,  and  Antinomiang — Jemima  Wilkinson — Roman 
Catholics — Friends — Sandemanians — Shakers. 

Dear  Sir, 

There  is  another  view  in  which  the  religion  of  this,  and  in- 
deed of  every  other  country,  ought  to  be  considered  by  him,  who 
would  either  describe,  or  understand  it  in  a  comprehensive  man- 
ner.    To  this  I  will  now  proceed. 

The  original  planters  of  New-England,  viz.  the  Plymouth  Col- 
onists, held, 

1.  That  the  Scriptures  only  contain  the  true  Religion;  and 
that  nothing,  which  is  not  contained  in  them,  is  obligatory  upon 
the  conscience ; 

2.  That  every  man  has  the  right  of  judging  for  himself;  of  try- 
ing doctrines  by  them  ;  and  of  worshipping  according  to  his  ap- 
prehensions of  their  meaning ; 

3.  That  the  Doctrinal  Articles  of  the  Reformed  Churches  of 
England,  Scotland,  Ireland,  France,  the  Palatinate,  Geneva,  Swit- 
zerland, and  the  United  Provinces,  are  agreeable  to  the  Holy 
Oracles ; 

4.  That  the  pious  members  of  all  these  Churches  were  to  be 
admitted  to  their  communion  ; 

5.  That  no  particular  Church  ought  to  consist  of  more  mem- 
bers than  can  conveniently  watch  over  one  another,  and  usually 
meet,  and  worship  in  one  congregation. 

6.  That  every  such  Church  is  to  consist  of  those  only,  who  ap- 
pear to  believe  in  Christ  and  to  obey  him ; 

7.  That  any  competent  number  of  such  persons  have  a  right 
to  embody  themselves  in  a  church,  for  their  mutual  edification ; 

8.  That  this  ought  to  be  done  by  an  express  covenant. 

9.  That  when  embodied,  they  have  a  right  to  choose  all  their 
officers  ; 
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10.  That  these  officers  arc  Pastors  or  Teaching  Elders,  Ruling 
aiders,  and  Deacons  ; 

11.  That  Pastors  are  to  oversee,  rule,  teach,  and  adndinister 
the  Sacraments;  and  that  they  are  to  be  maintained  ; 

12.  That  the  Ruhng  Elders  are  not  temporary,  but  perma- 
nent officers;  who  are  to  aid  the  pastor  in  overseeing,  and  ru- 
ling ; 

13.  That  the  Pastors  and  Ruhng  Elders  constitute  the  Pres- 
bytery ;  which  should  be  found  in  every  particular  Church  ; 

14.  That  the  Deacons  are  the  Treasurers,  and  Almoners,  of 
the  Church  :  and  are  also  to  minister  at  the  sacramental  table  ; 

15.  That  these  officers  can  only  rule  and  minister,  with  the 
consent  of  the  brethren  ; 

16.  That  no  church,  or  church  officers  have  any  power  over 
any  other  church,  or  church  officers;  but  all  are  equal  in  their 
rights,  and  independent  in  the  enjoyment  of  them; 

17.  That  Baptism  is  a  seal  of  the  covenant  of  grace;  and 
should  only  be  administered  to  visible  believers,  together  with 
their  unadult  children  ;  and  that,  without  the  sign  of  the  cross,  or 
any  other  invented  ceremony; 

18.  That  the  Lord's  Supper  should  be  received,  as  it  was  at 
first,  in  the  table  posture; 

19.  That  excommunication  should  be  wholly  spiritual,  and  not 
involve  any  temporal  penalties ; 

20.  That  the  Lord"'s  day  was  to  be  strictly  observed  through- 
out;  and  that  fasts  and  thanksgivings,  are  to  be  observed,  as  the 
state  of  providence  requires. 

With  these  tenets  the  first  Colonists  of  New-Hampshire,  Mas- 
sachusetts, and  Connecticut  generally  agreed. 

The  great  body  of  the  present  inhabitants  of  New-England 
hold  them,  in  substance  at  the  present  time.  In  a  few  particu- 
lars, the  Ilopkinsians  have  superadded  to  (he  doctrinal  part  of 
this  system.  A  considerable  number  of  Arminians,  and  perhaps 
a  greater  number  of  Unitarians  inhabit  the  Eastern  parts  of  New- 
England  ;  especially  of  Massachusetts.  A  few  of  both  are  found 
f^lsewherc.     In   Connecticut   1  do   not  know  a  single    Unitarian 
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clergyman,  among  the  Congregationalists,  and  scarcely  half  a 
dozen  Arminian. 

The  Episcopalians  in  the  Northern  States  appear,  generally  to 
hold  the  Arminian  doctrines  ;  and  rather  as  they  were  taught  by 
Episcopius,  than  by  Arminius  himself.  Their  favourite  authors 
among  the  moderns  appear  to  be  Dr.  Daubeny,  and  the  Bishop 
of  Lincoln.  To  those,  who  in  the  English  church  are  called 
Evangelical  divines,  they  are  apparently  not  very  friendly.  Over- 
ton's "  True  Churchman  ascertained"  they  seem  to  regard  with 
a  kind  of  abhorrence. 

The  Christian  Observer  has  for  some  time  been  republishing 
here ;  and  among  the  Presbyterians,  and  Congregationalists,  is 
one  of  the  most  popular  periodical  works,  which  is  at  present 
published  in  this  country.  I  was  informed  a  short  time  since  by 
one  of  the  publishers,  that  the  number  of  subscribers,  who  are 
Episcopalians,  is  almost  nothing.  The  American  Episcopalians, 
at  least  in  the  Northern  States  are  generally,  I  think,  of  the  class, 
who  are  called  High  Churchmen.  At  least,  this  is  apparently 
the  character  of  their  Clergy. 

The  Baptists  are  here  divided,  as  they  are  in  England.  One 
part  of  them  are  Calvinistic.  The  other  are,  what  used  to  be 
called  in  Great-Britain,  and  what  are  now  extensively  called 
here,  Free-zvillers.  These  do  not,  however,  appear  to  be  Armin- 
ians  in  the  proper  sense.  So  far  as  my  information  extends,  they 
are  in  considerable  numbers,  fast  approximating  to  Deism.  Very 
extensively  they  appear  to  consider  Religion  as  consisting  chief- 
ly in  being  plunged;  to  deny  the  Sabbath  as  a  divine  institu- 
tion; to  contemn  family  prayer;  to  have  few  settled  ministers, 
and  little  even  of  the  external  appearance  of  religion.  Many  of 
their  preachers  are  itinerants  ;  and  the  solemnities  of  public  wor- 
ship are  celebrated  by  them,  only  occasionally.  The  moral  ex- 
tent of  this  evil,  I  need  not  explain. 

The  Calvinistic  Baptists  are  serious,  regular,  and  to  as  great  an 
extent  as  their  Calvinistic  brethren  of  other  classes,  religious. 
An  evil  of  incalculable  magnitude  is,  that  their  ministers  are  ma- 
ny of  them  uneducated  men.     Another  of  no  small  magnitude, 
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common  pcrha[)s  to  all  sects,  living  among  more  numerous  bod- 
ies ofchiistians,  is  the  spirit  ofprosolyting.  This  spirit  seems  to 
be  always  more  engaged  to  make  proselytes  to  the  parly,  than 
converts  to  religion. 

Tliere  are  a  few  I 'niversaiists,  scattered  through  this  country  ; 
some  of  whom  ruhnit  no  lutiirc  punishment:  and  others,  one  which 
will  be  temporary,  and  dist  ij)!inary. 

In  \'crmont  and  New-Hampshire,  a  sect  has  lately  risen  up, 
the  prominent  tenet  of  w  hich  is,  that  the  zvicked  tot//  be  dtstroyed 
(it  thr  (lai/  of  judgnicnt.  Some  of  the  Free-will  Baptists  arc  said 
also  to  havi'  adopted  the  same  doctrine. 

The  Methodists  in  New-Kngland,  and  generally  in  the  United 
States,  are  almost  all  followers  of  Wesley.  I  know  of  but  two 
congregations  of  AVhitefieldian  Methodists  in  New- England. 
These  are  both  at  Newburyport ;  and  are  supplied  with  minis- 
ters from  England. 

There  is  in  this  country  a  moderate  number  of  Antinomians. 

These  arc  found  chiefly  in  a  class  of  men  formerly  called  Sep- 
aratists ;  most  of  whom  for  the  purpose  of  avoiding  the  legal  ob- 
ligation of  supporting  ministers  became  Baptists.  They  were 
geiirrally  extremely  ignorant,  and  possessed  of  strong  feelings, 
and  warm  imaginations;  in  the  exercise  of  which,  they  cho^e  to 
find  religion,  rather  than  in  the  faith  and  obedience  of  the  gos- 
pel. To  demand  obedience  to  the  divine  law,  not  as  the  means 
of  justification,  but  as  the  duty  of  men,  was  stigmatized  by  them 
as  ir[raiisni  ;  or  as  an  exaltation  of  the  law  of  God  against  the 
grace  of  the  Gospel;  and  they  appeared  to  choose  to  ''  continue 
in  sin  that  grace  might  abound."* 

Between  twenty  and  thirty  years  since,  a  young  woman,  na- 
med Jemima  \Vilkinson,  is  said  while  labouring  under  a  tit  of  sick- 
ness, to  have  slept  a  much  longer  time  than  is  usual  or  natural. 
AVhcn  she  awaked,  she  announced,  that  she  had  been  in  a  trance  ; 
and  had  received  a  great  variety  of  important  revelations.     She 

*  It  i^*  often  ?ai(l,  with  liow  much  tnitli  I  liavr  no  means  of  determining;,  Ih.^t  a  rou- 
.ojflerahlc  nnmber  of  tlu*  Raptisls  arc  Antinomians.  I  have  stated  in  the  text,  tlic 
niimber  a*emall,  »  rr-mw  |  ,i,  1  m<>«  •<  rl  myself  warranted  to  say  oUicrwise. 


LETTER  X.  455 

declared  herself  to  be  the  Elect  Lady  to  whom  St.  John  address- 
ed his  second  Epistle.  Having  collected  a  small  number  of  fol- 
lowers, she  removed  with  them,  soon  after,  into  the  Western 
country  of  New- York  ;  I  believe  to  the  borders  of  the  Crooked 
(Cayuga)  Lake.  The  number  of  her  followers  has  very  little,  if 
at  all,  increased.     Of  her  peculiar  tenets  I  have  no  knowledge. 

There  is  in  Boston  a  congregation  of  Roman  Catholics,  under 
the  superintendence  of  two  ministers  ;  and  there  are  two  others 
in  the  District  of  Maine. 

There  are  several  societies  of  Friends  in  diiferent  parts  of  Mas- 
sachusetts ;  and  several  more  in  the  state  of  Rhode-Island. 

In  Newport  there  is  a  society  of  Moravians  ;  and  a  Synagogue 
of  Jews. 

There  is  a  Sandemanian  Congregation  in  Danbury,  (Conn.) 
and  another  in  Portsmouth  (N.  Hampshire.) 

These  with  the  Shakers,  are  all  the  classes  of  religions,  which 
1  recollect,  in  New-England.  The  five  last  mentioned  classes, 
exclusive  of  the  Shakers,  hold,  so  far  as  I  know,  the  same  religious 
opinions,  which  are  generally  held  by  their  respective  denomina- 
tions. I  am,  Sir,  yours  &:c. 
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Number  of  Congregations  and  of  Ministers  in  Massachusetts,  AFaiue,  .New-Hamp- 
shire, Connecticut,  and  Vermont — Churches  distributed  at  small  distances. 

Dtar  Sir., 

I  WILL  now  give  you  a  particular  account  of  the  Religious  state 
of  this  country,  in  another  point  of  view  : — viz.  as  it  appears  inlhe 
number  nf  its  congregations^  and  ministers.  These,  also,  I  shall 
distribute  into  their  different  classes. 


There  are  in 

Congregations. 

Massachusetts,        .... 

531 

Maine, 

.     221 

New-Hampshire, 

160 

Connecticut, 

-     355 

Vermont,     at  least. 

154 

Rhode- Island,             .         .         .         - 

- 

In  Massachusetts  there  are^ 

Presbyterian  or  Congregational, 

341 

Presbyterian  Proper, 

G 

Episcopal, 

10 

Baptist, 

-      128 

Methodist, 

26 

Friends,              .         ,         .         .         . 

-        12 

Universalist,            .          -          .          . 

7 

Roman  Catholic,        .... 

1 

531 

In  Maine ^ 

Presbyterian,  or  Congregational, 

84 

Presbyterian  iVoper, 

1 

Episcopal, 

4 

Baptist,               -         -         -          .         . 

-     104 

Methodist,                .... 

17 

Friends,              

6 
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Universalist,           .         -         .         .         . 

3 

Roman  Catholic,          -         -         -         . 

-       1 

Lutheran,      ----.. 

1 

In  Connecticut, 

221 

Presbyterian,  or  Congregational 

Episcopal, 

Baptist, -       - 

Independent,               -         -         -         . 
Sandemanian, 

216 

-       61 

67 

9 

1 

Universalist       -         -     _  - 

1 

In  Keiti- Hampshire, 

355 

Presbyterian,  or  Congregational, 

Presbyterian  Proper, 

Episcopal,     ------ 

Baptist,              

Methodist,               

117 
9 
3 

.       22 

1 

Universalist, 

1 

Friends,         ---_.- 

6 

Sandemanian,             -         -         _         . 

1 

In  Vermont  there  are 

160 
Ministers 

Presbyterian,  or  Congregational,  at  least 
Presbyterian  Proper,              -         .         . 
Episcopal,         -         -         .         -         - 

Baptist, 

Methodist, 

-        85 

1 

3 

64 

1 
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154 
I  have  no  method  of  exactly  ascertaining  the  number  of  congre- 
gations in  in  this  state.     The  number  of  townships  is  247.     Ma- 
ny of  these,  however,  are  recent  settlements  ;  and  contain  but  a 
small  number  of  inhabitants.     If  we  are  to  judge  from  the  past ; 
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particularly  from    what  ha?  taken  place  within  the   h<i  Cidccn 
years  ;  there  is  good  reason  to  conclude,  that  a  considerable  num- 
ber of  these  townships,  also,  will  rstabli^h  ministers  among  them. 
The  Legislature,  however,  has  by  an  act  of  violence  thrown  very 
serious  dit^icultics  into  tlie  way.     The  former  law,  on  which  the 
regular  support  of  ministers  rested,  in  a  manner  somewhat  simi- 
lar to  that  in  Connecticut,  was  not  long  since  repealed  ;  and  a 
new  one  substituted  for  it  of  a  loose  and  very  imperfect  nature. 
By  this  act  the  ministers  already  settled,  were  unsettled  in  a  mo- 
ment ;  and  their  congregations  not  only  released  from  their  en- 
i,Mgcments  to  support  them,  but  precluded  from  the  power  of  re- 
newing   those    engagements    on    the    former    principles.     They 
were  compelled  to  embody  themselves  anew  ;  and  to  act  in  a 
new  manner.     F^ach  individual  bound  himself  by  a  subscription 
to  contribute  a  certain  amount,  or  his  proportion  of  a  stipulated 
sum,  for  the  future  support  of  his  Clergyman.     The  whole  trans- 
action appears  to  have  been  designed,  and  executed,  by  a  spirit 
of  the  most  determined  hostility  against  Religion  ;  and  to  have 
been  originated  by  minds,  totally  destitute  even  of  common  hones- 
ty.   Had  not  the  inhabitants  at  large  possessed  a  better  character 
tlian  that  of  a  majority  in  their  Legislature  ;  it  should  seem,  that 
Christianity  must  have  received  a  fatal  blow  at  this  time,  and  the 
inhabitants  been  condemned,  in  future,  to  hear  nothing  from  the 
desk,  but  the  wretched  harangues  of  ignorance,  clownishness,  and 
separatism.     But  to  the  immortal  honour  of  these  people,  not  an 
individual  minister,  so  far  as  I  have  been  informed,  was  compel- 
led to  leave  his  cure.     The  congregations  zealously  determined, 
almost  with  a  single  voice,  not  to  be  deprived  of  their  Ministers; 
and,  availing  themselves  of  the  means  still  in  their  power  ;  resol- 
ved to  support  them  according  to  the  new  law.     In  few  cases 
has  such  a  collection  of  detached  bodies  of  men  acted  without 
concert,  and  in  a  manner  perfectly  spontaneous,  and  yet  so  hon- 
ourably to  themselves  and  so  beneficially  to  their  children. 

Of  the  Presbyterian  congregations  in  Massachusetts,  341  in 
number,  333  were  supplied  with  minister-;  in  1810.  Of  course 
there  were  but  8  congregations  vacant. 
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Of  the  128  Baptist  congregations  in  the  same  state,  37  were 
vacant. 

Of  the  10  Episcopal  congregations  3  were  vacant. 

Of  the  6  Presbyterian  Proper  congregations  3  were  vacant. 

Of  the  7  Universalist  congregations  3  were  vacant. 

Of  the  216  Presbyterian  congregations  in  Connecticut  27  were 
vacant  the  sanne  year  ;  and  189  were  supplied  with  ministers. 

Of  the  61  Episcopal  congregations  32  are  pluralities.  Of  the 
remaining  29,  4  were  vacant.  Pluralities,  you  will  remember 
are  congregations,  too  small  to  be  able  to  support  a  minister. 

Of  the  67  Baptist  congregations  20  were  vacant. 

Of  the  9  Independent  congregations,  3  were  vacant. 

The  number  of  congregations  in  New-Hampshire  I  am  unable 
to  determine  with  certainty;  but  have  reckoned  up  160.  The 
number  of  townships  is  207.  It  is  probable  the  true  number  of 
congregations  lies  between  160  and  180.  These  are  furnished 
with  1 34  ministers  ;  of  whom 


104 

-     are 

-     Presbyterian ; 

5     - 

" 

Presbyterian  Proper, 

3 

-      " 

-     Episcopal, 

18     - 

" 

Baptist, 

2 

" 

-     Methodist, 

1      - 

" 

Sandemanian, 

1 

" 

-     Universalist. 

I  have  given  you  the  number  of  ministers  in  Vermont ;  and, 
therefore,  the  number  of  such  congregations  only,  as  have  minis- 
ters. The  number  of  those,  which  may  properly  be  called  va- 
cancies, here,  cannot  be  conjectured.  The  congregations  which 
I  have  specified  amount  to  154.  The  whole  number  of  inhabit- 
ants is  217,913.  The  proportion  of  ministers  to  the  number  of 
People  is,  therefore,  1  to  1,415. 

In  the  year  1810,  there  were  in  Massachusetts,  472,040;  in 
Maine  228,705;  in  New-Hampshire,  214,414;  in  Connecticut, 
261,942  ;  in  Vermont,  217,913  ;  in  Rhode-Island,  76,931.  There 
is  therefore,  in  Massachusetts,  one  congregation  to  every  888  in- 
habitants ;  in  Maine  a  congregation  to  every  1.004  inhabitants; 
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in  New-Hampshire,  accordiii<^  to  the  number  stated  above,  a  con- 
gregation to  every  1,340  inhabitants;  in  Connecticut  a  congre- 
gation to  every  737  inhabitants. 

There  were  at  this  time,  in  Massachusetts,  438  Ministers,  of 
different  denominations;  or  one  to  1,077  inhabitants;  in  Con- 
necticut, 265;  or  one  to  988  inhabitants;  in  Maine,  171  minis- 
ters; or  one  to  1.337  ;  and  in  New-Hampshire,  134  ministers,  or 
one  to  1,600  inhabitants. 

This  proportion,  you  will  remember,  is  exclusive  of  the  Socie- 
ties of  Methodists  and  Friends. 

In  the  older  settlements,  these  congregations  may  be  said  to 
be  evenly  diffused,  so  as  to  cover  the  whole  ground;  each  occu- 
pying a  tract  of  from  three  to  six  miles  square  :  the  larger  towns 
being  excepted.  Accordingly,  the  churches  rise  every  where  at 
these  distances.  Ministers  arc  of  course  stationed  every  where 
at  a  small  distance  from  every  inhabitant.  This  is  but  partially 
true  of  the  more  recent  settlements:  but  there  are  the  very  best 
reasons  to  believe,  that  it  will  soon  be  true  to  the  same  extent,  of 
them  also. 

Every  one  of  these  congregations,  you  will  also  remember,  has 
its  churrh.  Almost  all  the  churches  of  the  Presbyterians  are  de- 
cent buildin^^'s ;  in  good  repair  ;  comfortable  ;  sufficiently  large 
to  contain  the  whole  congregation  ;  painted  ;  and  ornamented 
with  steeples.  A  few  are  so  ancient,  that  the  congregations  con- 
sider them  as  not  worth  repairing;  particularly  as  they  are  able 
and  willing  to  build  new  ones  :  and,  in  a  number  of  instances 
much  smaller  still,  the  congregation  itself  may  have  been  lessen- 
ed by  sectarian  inroads  to  such  a  decree,  or  may  have  been  ori- 
ginally so  small,  as  to  be  unable  to  maint.iin  its  minister,  and  re- 
pair its  church.  Tlu;  new  churches,  built  within  the  last  twen- 
ty-five years,  are  both  numerous  and  handsome.  These,  also, 
are  annually  increasing  in  their  number. 

The  Baptist  churches,  a  few  excepted,  and  those  of  the  Meth- 
odists, are  small,  and  indifferent  buildings.  The  congregations, 
also,  of  both  classes,  are  small  ;  and  their  nnnisters  arc  very  gen- 
erally uneducated. 
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It  ought  to  be  observed  here,  that  there  are  a  few  Methodist 
congregations  in  the  State  of  Connecticut.  They  are  universal- 
\y  small  ;  and  the  number  of  them  I  am  unable  to  ascertain. 

Both  the  religious  and  political  writers  of  England  often  com- 
plain, that,  in  many  parts  of  your  country,  churches  are  not  suffi- 
ciently numerous  to  furnish  the  inhabitants  with  the  means  of  at- 
tending, conveniently  on  public  worship.  The  difficulties,  which 
embarrass  the  raising  of  new  ones,  and  even  of  obtaining  scats  in 
those  which  are  already  erected,  are  mentioned  by  them  also, 
with  not  a  little  feeling.  What  cannot  fail  to  surprise  an  Amer- 
ican, it  is  said,  that  the  Dissenters  find  fewer  obstacles  in  increas- 
ing the  nqmber  of  their  places  of  public  worship,  than  the  mem- 
bers of  the  established  church  in  adding  to  theirs. 

From  these  evils  the  people  of  New-England,  except  those  of 
the  recent  settlements,  are  exempted.  1  have  remarked,  that 
our  churches  stand  every  where  at  convenient  distances.  Their 
number  in  all  the  established  settlements  keeps  full  pace  with  the 
population.  Every  inhabitant,  also,  who  enters  a  church,  finds 
a  seat  of  course.  In  Boston,  the  sexton  has  customarily  waited 
at  the  door,  until  the  service  has  begun,  for  the  purpose  of  intro- 
ducing strangers,  who  may  enter  it,  to  a  seat.  In  the  country 
towns,  where  all  the  inhabitants  are  known  to  all,  the  moment 
a  stranger  enters  the  church-door  he  will  see  the  doors  of  the 
pews  immediately  opened,  to  invite  him  in.  The  poorest  man, 
whenever  he  will  come,  is  of  course  welcomed  to  the  house  of 
God. 

We  have,  it  is  true,  no  cathedrals.  These  vast  and  magnificent 
edifices,  so  much  boasted  of  by  English  writers,  (nor  will  I  say 
improperly,)  have  not  yet  begun  to  ascend  the  American  shore. 
There  is  not  in  New-England,  and  I  believe  not  in  the  United 
States,  a  single  church  so  large  as  not  to  be  conveniently  filled 
by  the  voice  of  the  preacher.  But  if  our  churches  are  not  dis- 
tinguished by  the  grandeur  of  cathedrals,  they  are  perfectly  suit- 
ed to  the  convenience  of  the  inhabitants,  and  the  great  design,  for 
which  churches  are  erected.  They  arc  in  the  strict  sense  houses 
for  public  worship.     I  mean  that  this  is  their  whole  destination* 
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The  expense  laid  out  upon  one  of  your  cathedrals,  would  build 
many  churches.  I  will  not  say  that  it  was  not  well  laid  out:  but  I 
will  say,  that  every  man  in  England,  and  every  other  country, 
ought  to  be  able,  as  in  the  older  settlements  of  this,  to  find  a  church 
within  a  reasonable  distance  of  his  own  habitation,  and  to  find  a 
seat  in  that  church  which  he  may  occupy  without  molestation, 
and  without  impropriety. 

I  am.  Sir,  yours,  iic. 


CHARACTERISTICS 


OF  THE 


MEN  AND  WOMEN  IN  NEW-ENGLAND. 


LETTER  I. 

The  personal  appearance  of  the  Inhabitants — Their  Gravity,   &c. — General  Re- 
marks on  the  influence  of  Theatres  and  Plays  on  Society. 


Dear  Si 


ir. 


The  persons  of  the  New-Englanders,  their  complexion,  man- 
ners and  language,  so  much  resemble  those  of  Englishmen,  that 
the  similarity  has,  as  you  know,  been  the  subject  of  not  a  little 
discussion  on  both  sides  of  the  Atlantic,  in  the  knotty  case  of  im- 
pressing seamen.  Differences  however  exist,  which  are  discern- 
ible without  much  difficulty.  The  English,  if  I  may  be  permit- 
ted to  judge  from  those  whom  1  have  seen,  are  as  a  body,  fairer 
than  we;  have  oftener  hair  of  a  light  colour,  and  blue  eyes. 
They  are  more  frequently  fleshy.  Our  countrymen  are  taller, 
more  agile,  have  frequently  dark  hair  and  black  eyes,  and  the 
muscles  are  more  strongly  marked  both  in  the  limbs,  and  in  the 
face. 

The  climate  of  this  country,  and  perhaps  the  mode  of  living, 
have,  I  think,  had  a  perceptible  influence  on  both  the  complexion 
and  figure  of  the  New-England  people.  Still,  a  multitude  of 
very  fair  complexions  are  found  every  where  ;  and  flaxen,  au- 
burn, golden  and  still  lighter  coloured  hair,  is  seen  in  very  numer- 
ous instances. 

The  natives  of  New-England  are  generally  straight,  and  well- 
formed.     I  have  seen  great  numbers  of  Europeans  from  Great- 
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Britain,  Ireland,  France,  and  Gemnany  ;  and  from  these  speci- 
mens have  no  reason  to  believe  that  we  arc  inferiour  to  either 
of  these  nations  in  personal  appearance.  Deformed  persons  are 
found  here  ;  but,  I  have  good  reason  to  believe,  as  rarely  as  in 
uny  country  under  heaven.  Tlicre  is  however  one  particular,  in 
which  we  are  said  to  fall  behind  most,  and  probably  all  of  these 
nations.  It  is  supposed  that  our  teeth  more  generally  decay,  at 
an  untimely  period,  than  theirs. 

The  philosophers  and  reviewers  of  Europe  have  already  deci- 
tled,  that  our  talents  are  below  the  European  standard.  PVom 
such  tribunals  it  will  be  in  vain  to  appeal.  In  energy  and  activi- 
tv  of  mind  we  are  behind  no  people.  There  is  nothing,  which 
promises  a  benefit  at  all  adequate  to  the  expense  of  the  effort, 
which  a  New-Englander  will  not  cheerfully  undertake.  Nor  are 
(he  iidiabitants  of  any  country  possessed  of  more  numerous,  or 
more  cllicacious  resources,  in  their  own  minds  to  insure  success 
1<)  the  undertaking.  Whether  we  are  brave,  or  cowardly,  I  will 
lea\e  to  be  decided  by  the  battles  of  Breed's  Hill,  Hoosac,  Still- 
water, and  Saratoga  ;  and  by  the  attack  on  Stony  Point.  Their 
r.nergy  is  evinced  by  the  spirit,  with  wliich  (hey  have  subdued  an 
immeasurable  wilderness,  and  with  which  they  visited  every  part 
of  the  ocean  for  fishing,  and  every  town  on  its  shore  for  com- 
merce. And  let  me  add,  that  their  ingenuity  is  scarcely  less  con- 
spicuous in  the  unceashig  succession  of  inventions,  with  which 
iIkv  have  improved,  and  are  still  improving  the  methods  of  per 
forming  operations  in  agriculture,  manufactures,  and  the  mechan- 
ic arts,  and  increasing  the  various  conveniences  of  life. 

With  this  active  spirit,  they  unite  a  general  disposition  to  a  qui- 
et, orderly,  and  obliging  deportment,  to  treat  strangers  and  each 
other  with  civility,  to  submit  readily  to  lawful  authority,  and  to 
obey  even  the  recommendations  of  their  rulers.  They  are  also 
-ocial  ;  attached  to  conversation  ;  accustomed,  from  early  hfe,  to 
take  an  interest  in  the  concerns  of  others  ;  and  habitually  to  feel 
from  childhood  that  thcv  havr,  mikI  oiiuhl  to  liavc  a  yr[\\  interest 
in  these  eoncerns. 
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We  are  said  to  be  grave.  Gravity  is  merely  a  comparative 
term.  It  is  therefore  impossible  to  know  precisely  what  is  meant 
by  it,  unless  we  know  also  the  standard  of  comparison  referred 
to  by  him  who  uses  it.  That,  which  is  grave  to  the  eye  of  a 
Frenchman,  would  be  levity  in  the  view  of  a  Spaniard.  The 
New-England  people  appear  to  discern,  with  as  much  readiness, 
clearness  and  certainty,  as  any  people  perhaps  in  the  world,  what 
is  commonly  or  indeed  justly  intended  by  propriety,  and  as  regu- 
larly to  estimate  things  according  to  their  real  value.  The  truth 
imquestionably  is,  our  social  meetings  are  probably  as  cheerful, 
sprightly,  and  replenished  as  often  with  sallies  of  wit  and  good  hu- 
mour, as  those  of  any  other  people. 

On  grave  subjects  we  are  grave  ;  and  on  such  subjects  we  are 
more  accustomed  to  dwell  with  pleasure,  than  men  less  disposed 
to  admit  the  doctrines  and  duties  of  divine  revelation.  It  must 
be  acknowledged  that  we  think,  converse,  and  write  much  less 
concerning  theatres  and  actors,  than  the  inhabitants  of  Lon- 
don ;  as  they  do  than  the  inhabitants  of  Paris.  Amusements 
are  not  here  the  principal  concern  of  life  ;  nor,  among  amuse- 
ments, do  we  consider  plays  as  possessing  the  best  charac- 
ter, or  the  happiest  influence  on  the  interests  of  man.  The 
views  of  the  New-England  people  at  large  are  not  unhappily 
expressed  by  Riesbeck,  in  his  travels  through  Germany,  Letter 
36th. 

"  You  may  recollect  the  excellent  note  of  a  Tyrolese  monk, 
upon  a  passage  in  Columella,  published  by  the  Author  of  Voyages 
en  differents  Pays  de  PEurope,  It  contains  the  strongest  evi- 
dence, that  history  can  give,  that  a  country,  in  which  those  arts, 
which  contribute  chiefly  to  amusement,  are  held  in  high  estima- 
tion, and  are  the  most  successful  way  of  gaining  honour  and  for- 
tune, is  a  country  verging  fast  to  ruin.  You  will  say  that  the 
fault  is  not  in  the  arts  and  sciences  themselves.  Right;  but  when 
they  get  a  certain  superiority  throughout  a  nation  over  the  other 
employments  of  the  mind,  they  must  draw  destructive  consequen- 
ces after  them.  Frivolity,  weakness,  profusion,  neglect  of  more 
laborious  pursuits  and  occupations,  ostentation,  wrong  judgment 
in  choosing  the  servants  of  the  state,  a  warm  and  immoderate  de- 
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sire  of  ornaments,  «S:c.  arc  necessary  consequences  of  all  these 
elegancies,  when  they  are  carried  to  that  abuse  which  borders  so 
near  on  the  good  use  of  thcni.  And  wliat  do  they  contribute  to 
the  real  happiness  of  men  /  Are  (lie>  any  thing  more  than  a 
splendid  dream  ?  How  ^hort,  loo,  has  this  era  been  with  all  na- 
tions! Afur  the  generation  of  wits,  generally  there  has  succeed- 
ed a  totally  illiterate  horde  ;  who  have  awakened  those  the  arts 
had  put  to  sleep,  with  blows,  and  laid  them  in  chains  before  they 
had  well  rubbed  their  eyes.  How  long  is  it  since  the  days  of 
Corneillc  and  Racine  ?  and  we  are  already  exhausted!  Poor  na- 
tion !" 

There  are  certainly  much  higher  interests  among  mankind, 
even  in  this  world,  than  amusements  ;  and,  in  my  own  view,  and 
as  I  fully  believe  in  that  of  ninety-nine  hundredths  of  my  coun- 
trymen, there  are  many  amusements  in  the  whole  number,  amply 
sufficient  for  such  a  life  as  this,  which  on  the  one  hand,  are  less 
questionable  as  to  their  moral  tendency,  less  expensive,  and  less 
injurious  to  the  public  welfare  than  those  of  the  drama  ;  while  on 
the  other,  they  are  more  within  the  common  reach,  more  satis- 
factory to  the  retrospective  eye,  and  better  hlted  to  invigorate 
the  languishing  powers  both  of  body  and  mind. 

To  common  sense  hardly  any  thing  seems  more  frivolous  than 
the  unremitted  attempts  at  criticism,  which  load  the  Journals  ol 
'i'ravellcrs  and  Reviewers,  Magazines,  and  other  periodical  pub- 
lications, concerning  plays;  unless  perhaps  the  sagacious  remarks 
of  the  same  writers,  which  unhappily  abound  also,  concerning  the 
players.  Of  how  little  consequence  to  the  happiness  of  man,  are 
the  former  of  these  subjects  ;  and  how  insignificant,  when  esti- 
mated on  the  scale  either  of  morality  or  intelligence,  are  in  al- 
most every  instance  the  latter.  I  have  read  many  plays,  partic- 
ularly such  as  have  been  most  celebrated,  and  many  criticisms 
upon  them  ;  for  criticism  has  always  been  one  of  my  favourite 
studies  ;  nor  have  I  boon  unacquainted  with  the  history  of  play- 
ers, or  with  strictures  upon  their  talents  and  merits.  I  am  also 
perfectly  aware,  that  a  well-acted  play  of  superior  merit  is  capa- 
ble of  affording  a  high  degree  of  pleasure,  to  a  mind  attempered 
to  such  a  performance.     Still.  I  believe  that  a  great  part  of  the 
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importance,  given  to  these  exhibitions  by  the  writers  in  question, 
owes  its  existence  merely  to  fashion.  Were  theatres  once  to  be- 
come unfashionable  resorts,  I  am  satisfied  that  the  greater  part 
of  the  connoisseursliip,  now  lavished  upon  them  would  vanish ; 
and  that  most  of  the  writers,  who  now  make  so  much  bustle  con- 
cerning these  subjects,  would  be  ashamed  of  the  employment, 
and  regret  that  they  had  trifled  in  this  manner  with  their  own  tal- 
ents and  with  the  public. 

The  truth,  if  I  mistake  not,  is,  that  these  persons  pour  out  ve- 
ry few  of  these  effusions  from  the  heart.  The  subjects  of  their 
criticism  are  less  important,  in  their  own  view,  than  we  are  taught 
to  imagine.  They  are  seized,  because  it  is  believed,  on  the  one 
hand,  that  they  will  engage  the  attention  of  the  public,  and  on 
the  other,  that  they  furnish  advantageous  materials  for  displaying 
the  ingenuity  and  taste  of  the  writer.  When,  therefore  I  see 
criticism  drained  to  its  last  dregs  upon  these  subjects,  I  cannot 
avoid  asking :  Of  what  real  use  are  either  the  subjects,  or  the 
criticism?  Can  mere  means  of  amusement,  pretend,  even  decent- 
ly to  claim  such  regard  ?  Much  more,  can  means  of  amusement, 
scarcely  ever  free  from  gross  immorality,  and  usually  little 
else  but  means  of  corruption,  claim  any  regard  at  all.  Can 
men  and  women  almost  invariably  profligate,  among  whom  were 
you  to  collect  them  together,  from  all  ages  and  countries,  you 
would  hardly  find  the  decade,  required  for  the  exemption  of 
Sodom  from  the  flaming  ruin,  which  hung  over  her  polluted 
ground,  to  save  them  from  a  similar  destruction  ;  can  such  men 
and  such  women,  as  are  presented  to  the  world  in  the  *'  history 
of  the  Green-Room  ;"  can  men  and  women,  whom  the  Ancient 
Church  would  not  baptize,  and  even  the  Romish  Church  will  not 
bury  ;  engage  from  generation  to  generation  the  sober  thoughts, 
the  diligent  labours,  of  learning  and  good  sense,  of  taste  and  crit- 
icism ?  Nay,  what  is  unspeakably  more,  shall  they  employ  the 
time  of  men,  professing  to  be  christians  ;  men,  professedly  bound 
towards  Heaven  ;  solemnly  renouncing  in  the  house  of  God  the 
vanities  of  this  world,  and  engaging  to  abstain  from  all  appear- 
ance of  evil  ?  Still  more  ;  shall  plays,  and  players,  command  the 
pens  of  clergymen ;  men,  declaring  themselves  to  be,   in  their 


468         CIIAKACTEfllSTlCS  OF  THE  Mn.\  AND  WOMEN,  kc. 

own  belief,  verily  moved  }>y  the  Holy  Ghost  to  the  a^siunption  of 
their  office^  and  promising  with  the  most  awful  vows  to  devote 
themselves  wholly  to  the  ^reat  duty  of  turning  mankind  to  rii^ht- 
cousness,  and  condurtinii  them  to  endless  life  ? 


»g 


1  shall  be  told,  in  answer  to  these  questions  that  the  dramn  in- 
cludes within  its  precincts  some  of  the  first  efforts  of  human  gen- 
ius. The  names  of  yEschylus,  Sophocles,  and  Euripides,  of  Cor- 
iieille,  and  his  splendid  train  of  followers  ;  of  the  immortal  Shak- 
speare,  and  his  ;  and  perhaps  too  of  Schiller,  and  Kotzebue  ; 
will  be  conjured  upon  the  stage,  to  refute  these  observations,  and 
convict  their  authors  of  weakness  and  folly.  I  am  not  to  be  in- 
formed, at  this  period,  of  the  talents  of  these  writers.  The  su- 
periority of  their  powers,  1  acknowledge  in  its  full  extent  ;  but  I 
assert,  and  without  fear  of  seeing  the  assertion  disproved,  that 
they  were  employed  in  such  a  manner  as  to  produce  little  good 
and  much  evil.  Among  all  their  productions  there  is  scarcely 
one  which  an  Apostle  would  even  read.  IIow  great  a  part  of 
them  are  little  else  than  splendid  vehicles  of  vice.  Taken  to- 
gether ;  and  especially  when  presented  on  the  stage  by  such  men 
and  women  as  act,  and  to  such  men  and  women  as  look  on  ;  they 
are  only  a  vast  and  fascinating  system  of  profligacy.  Shall  gen- 
ius command  respect,  while  employed  in  poisoning  mankind,  or 
in  gilding  the  poison  ? 

But  I  shall  be  charged  with  bigotry.  The  force  of  argument 
contained  in  this  accusation,  I  do  not  feel  sufliciently  to  wish  to 
refute  it.  What  man  of  common  ^ense  can  be  solicitous  about 
the  disgrace  attached  to  it,  when  he  remembers  that  the  Atheni- 
ans accused  Socrates  of  this  crime,  and  the  Jews  the  Apostles  and 
even  the  Saviour. 

P^inally,  I  shall  be  declared  to  be  destitute  of  taste.  From  this 
decision  I  shall  make  no  appeal.  If  it  is  the  proper  prerogative 
of  taste  to  be  sustained  in  the  world,  at  the  expense  of  morals 
and  religion  :  if  it  is  the  crit(!rion  of  taste,  to  a[)provo  of  the 
stage  ;  if  it  is  the  dictate  of  taste,  to  [)rcr«'r  amusemc^nt  to  virtue; 
I  shall  feel  no  interest  in  repelling  llx"  censure. 

Permit  me  to  add,  that  nothing  but  the  countenance  of  re- 
spectable men,  respectable  for  their  talents  at  least,  would,  as  1 
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believe,  continue  the  existence  of  dramatic  exhibitions  \  certain- 
ly not  on  any  plan  which  has  hitherto  been  executed.  It  is  the 
splendour  of  this  countenance,  which  has  so  long  dazzled  the  eyes 
even  of  sober  men,  and  prevented  the  mighty  moral  considera- 
tions, which  are  marshalled  against  this  evil,  from  driving  it  out 
of  the  world. 

But  whatever  may  be  thought  of  the  value  of  amusements,  or 
of  the  nature  of  the  stage ;  it  is  certain  that  the  people  of  New- 
England  consider  the  former  as  of  far  less  importance  than  the 
sober  business  of  life,  and  the  latter  as  having  little  claim  to  re- 
spect or  even  to  indulgence.  It  is  here  extensively  believed,  that 
the  profession  of  a  player  is  scandalous  ;  and  that  the  stage  is  a 
nuisance.  The  clergyman,  who  should  make  a  business  of  at- 
tending dramatic  exhibitions,  would  probably  lose  his  parish,  and 
not  improbably  his  office.  This  jealousy  for  the  purity  of  the 
ministerial  character,  will  I  presume,  be  denounced  as  bigotry, 
by  not  a  iew  fashionable  people.  For  myself,  I  rejoice  in  it, 
and  cordially  hope  that  the  time  will  never  come,  when  a  minis- 
ter in  this  country  can  be  safely  destitute  of  the  character,  re- 
quired of  all  who  hold  this  office  by  St.  Paul,  in  his  Epistles  to 
Timothy  and  Titus. 

In  every  case  respecting  amusements,  the  sound  common 
sense  of  my  countrymen  induces  them  to  ask  the  old  Roman 
question,  Cui  bono  erit  ?  The  answer  to  this  question  usually  de- 
termines the  cause  at  issue. 

I  will  only  add,  that  the  people  of  New-England  find  no  want 
of  amusements.  Time  rarely  hangs  heavily  upon  their  hands. 
In  the  acquisition  of  property  for  themselves  and  their  families, 
in  educating  their  children,  in  attending  to  the  affairs  of  their 
school-districts,  parishes  and  townships,  in  being  present  at  elec- 
tions and  courts  of  Justice,  in  performing  the  duties  of  piety  and 
charity,  in  riding,  visiting,  reading,  and  various  other  employ- 
ments of  a  nature  not  dissimilar,  they  pass  through  life,  as 
easily,  cheerfully,  and  usefully,  as  most  of  their  fellow-men. 

I  am,  Sir,  yours  &c* 

Vol.  IV.  60 
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Opiuion  of  a  writer  in  the  Quarterly  Keview,  relative  to  the  women  of  this  courttnr. 
examined — The  r^atures,  maiiiurs,  and  employments  of  the  women  of  New-Eng- 
land— Their  education 

Dxtr  Sir, 

The  female  sex  in  every  country  have  a  high  claim  to  the  mi- 
nute attention  of  an  inquisitive  traveller.  As  it  has  been  decided 
by  hi^h  authority,  that  there  is,  *' both  in  the  physical  and  intel- 
lectual I'eatures  of  the  Americans,  a  trace  of  savage  character, 
not  indeed  produced  by  crossing  the  breed,  but  by  the  circum- 
stances of  society  and  of  external  nature;"  it  is,  I  presume,  be- 
lieved in  Great-Britain,  that,  as  the  men  here  are  cither  partially 
or  wholly  Indians,  our  women  must  of  course  be  Squaws.  We 
ou^ht  to  feel  ourselves  not  a  little  obliged  to  this  writer,  in  the 
Quarterly  Review,  for  saving  a  part  of  the  little  reputation  allow- 
ed to  us,  by  informing  tlie  world  that  our  savagcness  is  not  deriv- 
ed ^'from  crossing  the  breed.  Unquestionably  it  does  not  flow 
from  this  source.  Of  all  the  inhabitants  of  this  world,  there  arc 
none  so  delicate  on  this  subject  as  those  of  New-England.  If 
their  blood  was  pure  at  first ;  it  remains  pure.  Still  we  are  des- 
tined, it  seems,  to  a  savagcness  less  remediable  and  more  abso- 
lutely hopeless  ;  a  savagcness  derived  not  only  from  the  state  of 
Fociety,  but  also  from  circumstances  of  an  external  nature.  As 
our  forests,  through  a  great  part  of  this  country,  have  for  a  cen- 
tury been  so  extensively  felled,  as  scarcely  to  have  left  suflicient 
timber  and  fuel  for  the  necessary  use  of  the  inhabitants  ;  and,  as 
the  waters  of  the  Atlantic  flow  in  much  the  same  manner  here,  as 
on  the  shores  of  Europe  ;  the  cause  of  this  great  national  calami- 
ty must  undoubtedly  be  sought  for  in  our  hills  and  vallies  ;  our 
plains  and  mountains,  our  lakes  and  rivers.  Whether  all  these 
arc  supposed  to  contribute  their  share  towards  the  production  of 
(»ur  savage  character,  or  whether  the  calamity  is  to  be  ascribed 
lo  a  part  or  to  one  of  them,  I  am  unable  to  determine.     I  have 
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indeed  seen  some  remarks  of  a  British  writer  concerning  the  cat- 
aract of  Niagara,  in  which  he  plainly  considered  that  stupendous 
work  of  nature  as  fitted  to  inspire  feehngs  only  wild  and  horrid. 

We  construe  passages  in  the  book  of  nature  as  well  as  in  the 
book  of  Revelation  very  differently.  The  sentiments  awakened 
in  my  own  mind,  and  in  the  minds  of  my  companions,  by  the  sight 
of  this  wonderful  object,  were  only  those  of  amazing  grandeur 
and  singular  elevation.  The  Mighty  hand  which  formed  the  uni- 
verse, and  rolls  its  worlds  through  immensity,  seemed  here  to 
be  pecuHarly  visible ;  and  the  mind  traced,  with  the  eye  of  intu> 
ition,  the  footsteps  of  its  Maker.  Permit  me  to  congratulate  my- 
self, that  the  intense  pleasure,  which  1  found  in  surveying  this 
scene,  was  not  disturbed  by  the  unfortunate  emotions  awakened 
here  in  the  mind  of  the  writer  to  whom  I  have  alluded.  The  view 
of  lake  Erie,  also,  although  considered  as  a  part  of  that  inundation 
which  has  so  recently  overspread  the  Continent  of  America  ;  and 
although  plainly  regarded  by  the  Count  de  Buffon,  and  expressly 
assigned  by  M.  de  Pauw,  as  one  cause  both  of  our  bodily  and 
mental  imperfections ;  excited  no  ideas  in  my  own  mind,  but 
those  of  pre-eminent  beauty,  magnificence  and  splendour. 

The  loftiest  elevation  in  the  United  States  is  Mount  Washing- 
ton. Its  height  has  not,  I  believe,  been  ascertained.  It  is,  how- 
ever, several  thousand  feet  below  the  summit  of  Mont  Blanc,  and 
not  a  little  inferiour  to  other  Alpine  eminences.  What  influence 
these  lofty  points  have  on  the  minds  and  manners  of  those  who 
life  beneath  and  around  them,  I  acknowledge  myself  to  have 
learned  but  very  imperfectly.  I  have  been  accustomed  to  believe 
that  the  Swiss  have  long  been  distinguished  for  mild  and  charm- 
ing simplicity  of  manners;  and  to  this  opinion  I  had  been  led, 
particularly,  by  some  of  your  own  writers  of  reputation.  Nor  did 
I  discover  any  thing  peculiarly  savage  in  those  inhabitants  of 
New-Hampshire,  who  lived  in  the  neighbourhood  of  Mount 
Washington.  My  friend  Rosebrook,  whose  Arcadian  name  may 
however  have  had  a  benign  influence  upon  his  character,  was  cer- 
tainly, though  when  I  last  saw  him  he  had  resided  fifteen  years 
within  five  miles  both  of  the  Notch  and  the  summit  of  the  White 
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Mountains,  as  good-natured,  mild,  and  soft-tenipeifd  a  fiirmer,  as 
will  easily  be  found.  There  was.  it  is  true,  one  trace  of  savagc- 
ness  in  his  wife.  She  unfortunately  preferred  Bohea  tea  to  Hy- 
son, and  was  therefore  unwilling  to  keep  Hyson  in  her  house  ;  ob- 
serving, with  some  degree  of  decision,  that,  *'  if  Bohca  tea  was 
good  enough  for  her,  it  was  good  enough  for  travellers."  This 
trace  of  savage  character  certainly  was  not  derived  from  crossing 
the  breed.  From  the  circumstances  of  society  it  could  not 
be  easily  derivable  :  for  there  was  no  society,  with  which  the 
good  lady  could  mingle,  except  that  of  travellers;  and  most  of 
these  would  undoubtedly  have  voted  in  favour  of  the  Hyson  tea. 
We  must  therefore,  however  reluctant,  believe  that  she  caught  it 
either  from  the  Summit,  or  the  Notch,  of  the  White  Mountains. 
1  ought  in  justice  to  observe  that,  bating  this  untoward  fact,  the 
whole  family  were  kind,  gentle  and  obliging.  Even  the  old  lady 
herself,  in  other  respects,  merited  this  character.  For  although 
she  had  a  prejudice  against  green  tea,  she  very  cheerfully  furnish- 
ed her  guests  with  cofTee. 

1  here  is  one  circumstance  relative  to  this  subject  wliich  it 
seems  difficult  to  reconcile  with  the  learned  decision  quoted 
above.  It  is  this.  Not  one  of  one  thousand  of  the  New-Eng- 
land people  ever  visited  the  White  Mountains,  the  great  Lakes, 
or  the  cataract  of  Niagara.  It  seems  therefore  that  the  scjisible 
inlluence  of  these  objects  must  be  so  limited,  as  not  materially  to 
atVect  our  national  character.  This,  1  acknowledge,  does  not 
prove  the  evil  to  be  underived  from  the  etiicacy  of  their  insensi- 
ble influence.  With  respect  to  that  efficacy  I  will  not  dispute 
ihe  malignant  operations  of  the  St.  Lawrence  and  the  Mississippi, 
the  great  Western  Lakes,  the  White,  or  even  the  Mexican  IVloun- 
tains,  upon  the  character  of  my  countrymen.  Among  the  last, 
candour  obliges  me  to  acknowledge  that  there  is  one  summit,  na- 
med the  Great  White  Mountain,  which  was  determined  by  a  men- 
suration of  Col.  I*ike  to  be  eighteen  thousand  feet  in  height. 
l*ossibly  I  may  all  this  time  have  been  puzzling  myself,  therefore, 
to  no  purpose,  in  attempting  to  find,  in  neighbouring  objects,  the 
cause  of  this  characteri&tical  defect  ;  while  the  malignant  etlica- 
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cy  may  have  been  silently  floating  in  the  Westerly  winds  from 
the  Mississippi,  or  the  Mexican  Mont  Blanc. 

Had  it  not  been  for  this  unfortunate  decision,  I  should  have 
boldly  asserted  that  there  is  not  in  the  world  a  more  amiable  col- 
lection of  women  than  those  of  my  own  country.  Permit  me  to 
describe  their  character ;  as,  notwithstanding  the  authority  of  this 
sentence,  they  still  appear  to  my  own  eyes. 

The  women  of  New-England  are  generally  well,  and  often  ele- 
gantly, formed.  Their  features  have  usually  a  good  degree  of 
regularity,  are  comely,  and  frequently  handsome.  Their  com- 
plexion, like  that  of  the  men,  is  not  so  generally  fair  as  that  of 
the  Irish,  British,  and  other  European  women  in  the  North,  but 
very  sensibly  fairer  than  that  of  the  French  women  ;  and  a  vast 
number  of  them  have  complexions  inferiour  to  none  in  the  world. 
In  great  numbers  they  have  fine  eyes  :  both  blue  and  black  ;  and 
generally  possess  that  bloom,  which  health  inimitably  suffuses 
over  a  beautiful  countenance.  But  regular  features,  united  with 
the  most  delicate  complexion,  cannot  form  beauty.  This  charm- 
ing attribute,  so  coveted  by  one  sex,  and  so  fascinating  to  the  oth- 
er, is,  as  an  eminent  poet  of  your  country  has  said, 

"  an  air  divine, 
Through  which  the  mind's  all  gentle  graces  shine  ; 
They,  like  the  sun,  irradiate  all  between ; 
And  the  face  charms,  because  the  soul  is  seen." 

In  this  respect  the  women  of  New-England,  to  a  great  extent, 
triumph.  Their  minds,  often  possessing  a  fine  share  of  intelli- 
gence, are  remarkably  distinguished  by  amiable  dispositions.  A 
gentle  and  affectionate  temper,  ornamented  with  sprightliness, 
and  gilded  with  serenity,  may  be  fairly  considered  as  being  ex- 
tensively their  proper  character.  They  are  said,  by  some  of 
your  countrymen,  to  be  too  feminine;  and  are  certainly  less  mas- 
culine than  most  of  their  sex,  who  have  visited  these  States  from 
England  or  the  European  continent.  To  us,  this  is  a  delightful 
part  of  their  character. 

Their  manners  are  in  entire  symmetry  with  their  minds  and 
faces.     An   universal   sweetness   and  gentleness,  blended  with 
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sprightly  energy,  is  their  most  predominant  characteristic.  There 
is  nothing  languid  in  their  deportment,  and  rarely  any  thing  af- 
fected. They  are  alFable,  obliging,  and  cheerful  ;  whhle  they  are 
at  the  same  time  grave,  discreet,  and  very  rarely  betrayed  into 
any  impropriety. 

Very  many  of  them  are  distinguij^hed  for  moral  excellence  ^ 
are  unatTectedly  pious,  humble,  benevolent,  patient,  and  self-de- 
nying. In  this  illustrious  sphere  of  distinction,  they  put  our  own 
sex  to  shame.  Were  the  church  of  Christ  stripped  of  her  female 
communicants,  she  would  lose  many  of  her  brightest  ornaments, 
and,  I  fear,  two  thirds  of  her  whole  family. 

Jn  perfect  accordance  with  this  representation,  the  women  of 
New-England  perform,  in  an  exemplary  manner,  the  various  du- 
ties of  life.  They  are  almost  universally  industrious,  economi- 
cal, attentive  to  their  families,  and  diligent  in  the  education  and 
government  of  their  children.  They  are,  to  a  great  extent,  ex- 
cellent wives,  mothers,  and  daughters.  Few  countries,  it  is  be- 
lieved, present,  in  proportion  to  the  number  of  their  inhabitants, 
so  many  instances  of  domestic  good  order,  peace,  and  happi- 
ness. 

The  employments  of  the  women  of  New-England  are  wholly 
domestic.  The  business,  which  is  abroad,  is  all  performed  by 
men,  even  in  the  humblest  spheres  of  life.  That  of  the  house  is 
usually  left  entirely  to  the  direction  of  the  women,  and  is  cer- 
tainly managed  by  them  with  skill  and  propriety.  Domestic  con- 
cerns admit  of  inipro\  ement,  and  even  of  science;  and  it  must,  I 
believe,  be  acknowledged,  that  we  might  learn  in  this  particular 
several  useful  thir)gs  from  you.  Our  economy  is  less  systematic- 
al, and  less  perfect,  than  yours  ;  and  our  activity  sometimes  less 
skilfully  directed.  I  am  apprehensive,  however,  that  we  approach 
nearer  to  you  in  the  house,  than  either  in  the  shop  or  the  field. 
'I'he  houses,  in  this  country  are,  with  their  furniture,  almost  all 
kept  in  good  order  ;  and  a  general  neatness  prevails,  even  among 
those  who  are  in  humble  circumstances.  Indeed  a  great  part  of 
the  women  in  this  country  exert  (juite  as  much  industry  as  is  con- 
sistent with  the  preservation  of  health.* 

•  See  on  this  iubjcct  at  largo,  the  remarks  on  Lambert. 
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There  is  another  employment,  in  which  I  think  they  merit 
high  encomiums.  This  is  the  diffusion  of  beneficence  among  the 
suffering.  In  this  they  far  excel  the  other  sex,  and  discover  more 
skill,  more  patience,  more  activity,  and  universally  more  excel- 
lence. 

From  these  observations  you  will  easily  perceive  that  the  fe- 
male sex  hold  here  an  honourable  station  in  society,  and  have  an 
important  influence  upon  its  concerns.  The  tirst  place  at  the  ta- 
ble, in  the  family,  in  the  social  circle,  and  in  every  other  situa- 
tion where  they  are  found,  is  given  to  them  of  course.  On  all 
occasions,  they  are  treated  with  marked  attention  and  respect ; 
and  the  man,  who  behaves  rudely  or  insolently  to  a  woman,  is 
considered  as  hardly  meriting  the  name. 

I  have  already  given  you  a  summary  account  of  the  manner  in 
which  young  misses  are  educated  in  this  country.  They  are  all 
sent  early  to  school ;  where  they  are  taught  to  spell,  and  read, 
and  write.  From  parochial  schools,  many  of  them  are  transfer- 
red to  boarding-schools  and  academies.  Here  they  learn  to  un- 
derstand arithmetic,  which  indeed  is  usually  taught  them  in  paro- 
chial schools,  and  study  English  grammar,  geography,  history  to 
some  extent,  criticism,  and  composition.  In  a  few  instances  they 
are  taught  moral  science,  and  in  some  ascend  to  higher  branches 
of  mathematics,  the  Latin  and  French  languages.  To  these  are 
added  embroidery,  drawing,  and  music. 

On  this  subject  1  feel  bound  to  observe,  that  we  are  in  my  own 
opinion  seriously  defective.  Efforts  of  a  higher  nature  than  any 
which  we  make,  are  due  to  their  daughters,  from  all  persons  who 
are  possessed  of  wealth.  The  great  doctrines  of  physical  and 
moral  science  are  as  intelligible  by  the  mind  of  a  female,  as  by 
that  of  a  male ;  and,  were  they  made  somewhat  less  technical, 
and  stripped  so  far  of  some  of  their  unnecessary  accompaniments 
as  to  wear  in  a  greater  degree  the  aspect  of  common  sense,  might 
be  introduced  with  advantage  into  every  female  academy  where 
the  instructor  was  competent  to  teach  them.  It  is  evidently  high 
time  that  women  should  be  considered  less  as  pretty,  and  more 
as  rational,  and  immortal  beings ;  and  that  so  far  as  the  circum- 
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stances  of  parents  will  permit,  their  minds  should  be  early  led  to 
the  attainment  of  solid  sense  and  sound  wisdom.  The  instruc- 
tions, which  are,  or  ought  to  be,  t:\vcn  by  mothers,  are  of  more 
importance  to  the  well-being  of  children,  than  any  which  are,  or 
can  be,  given  by  fathers.  To  give  these  instructions,  they  ought, 
as  far  as  may  be,  to  be  thoroughly  qualified,  even  if  we  were  to 
act  on  selfish  principles  only.  Such  a  design,  extensively  reduced 
to'  practice,  would  in  any  country  change  the  whole  state  of  soci- 
ety ;  and  raise  it  to  a  dignity  of  which  it  is  otherwise  incapable. 

The  disposition  to  provide  a  superiour  education  for  female 
children,  is  in  this  country  widely  diffused,  and  continually  in- 
creasing. No  regular  scheme,  however,  has  been  formed  on  this 
subject,  within  my  knowledge  ;  and  I  have  hitherto  met  with  no 
book?,  which  treat  the  sciences  last  specified,  in  a  manner 
satisfactory  cither  to  my  views  or  to  my  wishes.  It  is  ear- 
nestly to  be  hoped,  that  ere  long  both  these  defects  may  be 
supplied  ;  and  that  the  women  of  this  country,  who,  so  far  as 
they  possess  advantages,  appear  in  no  respect  to  be  behind  the 
other  sex  either  in  capacity  or  disposition  to  improve,  may  no 
longer  be  precluded  from  the  best  education  by  the  negligence  of 
men. 

It  is  said,  and  I  suspect  with  truth,  that  the  American  women 
lose  their  beauty  and  the  brilliancy  of  youth  at  an  earlier  period 
of  life  than  in  England.  A  great  part  of  them  are  slender.  Mul- 
titudes lose  their  teeth  at  an  untimely  date  ;  and  many  of  them 
part  with  their  bloom  before  they  are  thirty  years  of  age.  The 
causes  of  these  disadvantages  belong  to  the  province  of  the  learn- 
ed among  physicians.  I  may  be  permitted,  however,  to  observe, 
that  among  them  abstemiousness,  which  here  is  very  general  in 
that  sex,  and  often  excessive,  probably  has  its  share.  The  want 
of  sufficient  exercise  abroad,  has  a  still  more  malignant  influ- 
ence. Sedentariness  seems  regularly  to  be  considered  as  inti- 
matcdy  connected  with  the  gentility  of  the  female  character. 
Walking  is  very  little  practised  ;  and  riding  on  horse-back,  not- 
withstanding it  exhibits  the  female  figure  to  so  much  advan- 
tage, is  almost   out  of  the  question.      Tntil    (here  is  a  materia! 
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change  in  these  respects,  the  women  of  Ncw-Ent^land  must  be 
satisfied  to  yield  their  health,  and  youth,  and  bloom,  and  beauty, 
as  an  untimely  sacrifice  to  the  Moloch  of  fashion.  The  teeth  of 
children,  their  mothers  might  preserve.  Nothing  more  would  be 
necessary  than  to  compel  them  to  commence  life  with  vigourous 
exercise,  and  continue  it ;  to  avoid  hot  drinks,  particularly,  by 
requiring  their  children  to  eat  milk,  or  thoroughly  to  dilute  with 
it  their  tea  and  coffee  ;  and  to  make  their  teeth  cold  by  agitating 
cold  water  in  the  mouth  five  times  a  day  ;  that  is,  once  in  the 
morning,  once  in  the  evening,  and  once  after  each  meal.  Could 
we  learn  wisdom  from  the  Asiatics,  and  habituate  ourselves  to 
regular  bathing;  and  follow  that  of  our  ancestors,  by  permitting 
children  when  at  school  to  play  during  the  session  half  an  hour  in 
the  morning,  and  half  an  hour  in  the  afternoon,  encouragijig  those 
of  both  sexes  to  vigourous  activity;  the  work  of  preserving  health 
would  in  a  great  measure  be  accomplished. 

To  the  character,  which  I  have  given  of  the  women  of  New- 
England,  there  are  unquestionably  many  exceptions.  We  have 
homely  women,  we  have  ignorant  women,  we  have  silly  women, 
we  have  coarse  women,  and  we  have  vicious  women.  At  tlie 
same  time  we  have  no  reason,  in  these  particulars,  to  dread  a 
comparison  with  other  countries.  In  the  most  fashionable  life  we 
have  frivolous  women,  who,  having  nothing  to  do,  or  choosing  to 
do  nothing  6f  a  useful  nature,  find  time  hang  heavily  on  them. 
To  relieve  themselves  from  the  ennui,  flowing  of  course  from  the 
want  of  regular  and  useful  engagements,  women  of  this  descrip- 
tion crowd  to  the  theatre,  the  assembly-room,  the  card-table, 
routs,  and  squeezes  ;  flutter  from  door  to  door  on  ceremonious 
visits,  and  from  shop  to  shop  to  purchase  what  they  do  not  want, 
and  to  look  at  what  they  do  not  intend  to  purchase  ;  hurry  to  wa- 
tering places,  to  recover  health  which  they  have  not  lost  j  and 
hurry  back  again  in  pursuit  of  pleasure  which  they  cannot  find. 
Happily,  the  number  of  these  is  not  very  great,  even  in  our  cities. 

I  am.  Sir,  yours,  &:c. 

Vol.  IV.  61 
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Extracts  from  thv  llcport  of  the  Secretary  ol  the  Treasury,  April  19,  IIMO — Gen- 
ci-al  account  of  the  Manulacturcs  of  Massachusetts  and  of  Connecticut — Accouut 
of  the  Mamifu  turc?  of  Rhode-Island,  with  a  history  of  their  origin. 

Dr/ir  Sir, 

I  WILL  now  present  yon  with  a  few  observations  on  the  IVlan- 
ufactures  of  this  countr} .  Before  1  attempt  to  specify  the  agen- 
cy anil  inHuence  of  New-England,  it  will  be  proper  to  take  some 
notice  of  the  general  state  of  manufactures  in  the  country  at 
large. 

Heturns  were  made  to  the  National  Government,  at  the  time 
when  the  last  census  was  taken,  of  all  the  manufactures  which 
were  of  any  considerable  importance  ;  and  Congress  committed 
to  several  gentlemen  the  business  of  arranging  and  publishing  in 
a  volume,  the  particulars  of  which  they  were  composed.  For 
this  volume  I  have  hitherto  waited  in  vain.  Should  it  see  the 
light  before  these  letters  are  finished,  I  shall  certainly  avail  my- 
self of  the  information  which  it  shall  communicate.  At  present 
my  guide  must  be  a  Report  drawn  up  by  the  Secretary  of  the 
Treasury,  and  referred,  April  19th,  1810,  to  a  Committee  of  the 
House  of  Reprensentatives. 

The  following  manufactures,  Mr.  Gallatin  observes,  are  carri- 
ed on  in  the   United  States  ix)  such  an  extent  as  to  supply  the 
wants  of  the  inhabitants  ;  those  of  the  same  kinds  which  are  im- 
ported, amounting  to  less  than  those  which  are  exported: 
Manufactures  of  wood,  Refined  Sugar, 

Leather,  Coarse  Earthen- Ware. 

Soap,  Snuir, 

Tallow-Candles,  Chocolate, 

Spermaceti-Oil,  Mustard, 

Spermaceti-Candles,  I  lair-Powder. 

Linseed-Oil, 
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The  following  manufactures,  he  observes,  are  firmly  established, 
and  supply  in  some  instances  the  greater,  and  in  all  a  considera- 
ble part,  of  the  whole  consumption  : 

Bar  Iron,  Several  manufactures    of 


Several  manufactures 

Hemp, 
Gun-Powder, 
Window-Glass, 
Jewellery, 
Clocks, 
Several  manufactures   of 

Straw-Bonnets  &:  Hats, 
Lead, 

Wax-Candles, 
has  also  been  made  in  the 


Manufactures  of  Iron, 
Cotton,  Wool,  and  Flax, 
Hats, 
Paper, 

Printing-Types, 
Printed  Books, 
Playing-Cards, 
Spirituous  and  Malt  Li- 
quors, 
Progress,  Mr.  Gallatin  observes, 
following  branches  : 

Paints  and  Colours, 
Several  Chemical  Prepa- 
rations, 
Medicinal  Drugs, 
Salt, 

Manufactures  of  Copper 
and  Brass, 
Many  other  article,  the  Secretary  supposes  are  undoubtedly 
omitted  ;  the  information  actually  obtained  having  been  in  many 
respects  imperfect. 

Under  the  head  of  manufactures  of  wood,  he  observes  that 
Ihey  consist  of  vessels,  household  furniture,  and  carriages  for 
pleasure  and  for  transportation.  All  of  them  are  carried  to  a 
high  degree  of  perfection. 

Of  vessels  above  twenty  tons  burthen,  there  were  built  during 
seven  years,  from  1801  to  1807;  774,922  tons:  a  little  more 
than  110,000  tons  in  a  year;  worth  more  than  six  millions  of  dol- 
lars annually.  Two  thirds  of  these  were  registered  for  the  for- 
eign trade  ;  and  the  remaining  third  for  the  fisheries,  and  the 
coasting  trade. 


Japanned  Ware, 
Plated  Ware, 
Calico-Printing, 
Queen's  and  other  Earth- 
en Wares. 
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The  ahiiiial  exportation  of  furniture  and  carriages,  amounted 
to  170.000  dollars. 

The  yearly  value  of  all  the  manufactures  of  wood  was  20,000,000 
<lollars.' 

Of  l^ot  and  IVari  Ashes  referred  hy  the  Secretary  to  this  head 
7,400  tons  are  annually  exported. 

Of  Manufactures  of  Leather,  Mr.  Gallatin  observes,  that  the 
exportations  amount  to  more  than  twice  the  value  of  the  impor- 
tations ;  and  that  the  whole  value  of  all  the  articles  of  tliis  class 
annually  manufactured  is  20,000,000  of  dollars.  The  value  of 
the  soap,  and  the  tallow-candles,  he  estimates  at  8,000,000  of  dol- 
lars.    The  annual  importations  were 

Candles,  158,000  lbs.;  Soap,  470,000  lbs. 

The  annual  exportations  of  domestic  manufacture  were 

Candles.  1,775,000  lbs.;  Soap,  2,220,000  lbs. 

Of  Spermaceti  Oil,  and  Candles  annually  manufactured,  the 
value  was  300,000  dollars. 

Of  refined  Su^ar,  five  millions  of  pounds  were  annually  made, 
worth  1,000,000  of  dollars. 

Concerning  the  manufactures  of  Cotton,  the  Secretary  ob- 
serves, that  he  has  from  the  returns  formed  the  following  table. 

Mills,  87  ;  Spindles,  80,000. 

Capital  employed,  g4, 800,000. 

Cotton  used,  3,600,000  lbs.  ;  value,  g720,000. 

Yam  spun,     2,880,000  lbs.  ;  value,  ;j?3,240,000. 

Persons  employed,  men  500,  women  and  children  3,500. 

The  goods  into  which  the  yarn  is  spun  in  the  cotton  manufac- 
tories in  Rhode-Island,  are  principally. 

Bed-ticking,  Shirting  and  Sheeting, 

Stripes  and  Checks,  Ginghams  and  Counterpanes. 

Elsewhere  are  made 

Webbing,  Vest  Patterns, 

Coach  Laces,  Cotton  Kerseymeres, 

Table  Clolh=  Blankets, 

Jeans.  Fustians,  Cords  and  Velvet. 
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Wool,  the  Secretary  observes,  is  principally  «pun  and  woven 
in  private  families.  Fourteen  manufactories  however,  have  been 
reported  to  him;  each  of  which,  on  an  average,  yields  10,000 
yards  of  cloth  annually,  at  from  one  to  ten  dollars  a  yard.  Wool, 
especially  fine  wool,  was  seriously  deficient  in  quantity,  but  is 
rapidly  increasing.  The  merino  sheep,  particularly,  since  this 
Report  was  published,  have  increased,  to  a  very  great  number. 

Manufactories  for  spinning  and  weaving  flax  were  few.  Three 
are  mentioned  at  which  662,000  yards  of  cotton-binding,  sail- 
cloth, and  other  coarse  linen  were,  or  might  be  made  annually. 

From  Martha's  Vineyard,  9,000  pair  of  stockings  were  annu- 
ally exported. 

The  value  of  all  the  goods  made  of  cotton  wool  and  flax,  the 
Secretary  estimates  at  more  than  40,000,000  of  dollars  ;  house- 
hold manufactures  included. 

Whittemore's  machine  for  making  cards  had  completely  ex- 
cluded foreign  importations  of  that  article.  The  quantity  manu- 
factured annually,  before  the  embargo  lessened  the  supply  of 
wire,  was  worth  200,000  dollars. 

Of  hats  the  number  exported  of  American  manufacture  was 
100,000.  The  number  imported  was  350,000.  The  value  of 
the  number  made,  is  estimated  at  nearly  10,000,000  of  dollars. 

Most  of  the  paper  consumed  in  the  United  States  was  of  home 
manufacture.  Books  for  which  an  adequate  number  of  purcha- 
sers can  be  procured,  are  printed  and  bound  here. 

Paper-Hangings  and  Playing  Cards  were  also  extensively  man- 
ufactured. 

A  supply  of  Printing  Types  was  furnished,  suflicient  for  the 
consumption  ;  chiefly  at  Philadelphia,  New- York,  and  Balti- 
more. 

The  annual  importations  of  foreign  Hemp  amounted  to  6,200 
tons  ;  but,  from  the  increased  cultivation  of  this  article  in  Mas- 
sachusetts, New- York,  Kentucky,  &c.  the  Secretary  believed, 
that  a  sufficient  quantity  would  soon  be  produced  in  the  United 
States. 
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The  manufacture  of  Cordage  of  all  descriptions  was  equal  to 
the  demand.  That  of  Duck  was  less  prosperous,  and  far  from 
supplying  a  sufficient  quantitv. 

The  aggregate  value  of  Spirituous  and  Malt  Licjuors  annually 
made  was  10,000,000  of  dollars;  yet  the  quantity  imported,  of 
spirituous  liquors  only,  amounted,  in  1806  and  1807,  to  9,7G0,000 
gallons  a  year  :  a  fact  immeasurably  disgraceful  to  the  country. 

At  a  loose  estimate  the  Bar  Iron,  aimually  used  in  the  United 
States,  amounts  to  50,000  tons  ;  of  which  10,000  were  supposed 
to  be  imported,  and  40,000  to  be  manufactured  at  home.  A  great 
part  of  the  American  iron  was  however  inferiour  in  quality  to  that 
which  was  imported. 

Five  hundred  and  sixty-five  tons  of  Sheet,  Slit,  and  Hoop  Iron, 
were  annually  imported  ;  and  seven  thousand  annually  manufac- 
tured ;  in  the  United  States. 

The  Cut  Nails  amounted  yearly  in  value  to  1.200,000  dollars. 
Qf  these  280  tons  were  yearly  exported. 

Fifteen  hundred  tons  of  Wrought  Nails  and  Spikes  were  annu- 
ally imported. 

The  manufactures  of  Iron  consist  principally  of  Agricultural 
Implements,  and  other  products  of  the  Blacksmith's  forge,  an- 
chors, shovels,  spades,  edged  tools,  and  a  great  variety  of  the 
coarser  articles  of  ironmongery.  But  the  finer  species  of  hard- 
ware, cutlery,  &c.  were  imported,  almost  wholly  from  Great- 
Britain. 

Balls,  shells,  and  cannon  of  small  caliber  were  cast  in  several 
places  ;  and  three  founderies  for  casting  solid,  boring,  and  finish- 
ing those  of  the  largest  caliber  were  established  ;  one  at  Rich- 
mond, \'irginia,  one  in  Cecil  County,  Maryland,  and  one  near  the 
city  of  Washington.  Each  of  the  two  first  could  cast  three  hun- 
dred pieces  of  Artillery  in  a  year  ;  and  a  great  number  of  iron 
riud  brass  cannon  were  made  at  the  other. 

The  castings  of  Hollow-'W  are  were  sufficient  for  the  consump- 
tion. 

At  the  two  public  Armories,  at  Springfield  and  Harper's  ferry, 
nineteen  thousand  muskets  were  arjniialh    made.      About  twentv 
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thousand  more  are  made  at  other  manufactories ;  all  private,  ex- 
cept one  established  at  Richmond  by  the  State  of  Virginia.  This 
number  mi<!;ht  be  immediately  enlarged.  Gunsmiths  were  in 
various  places  employed  in  making  rifles  and  other  species  of 
arms. 

The  Iron,  manufactured  and  unmanufactured,  was  estimated 
at  an  annual  value  of  from  12  to  15,000,000  of  dollars:  the  im- 
ported at  near  4,000,000. 

Rich  copper  mines  are  found  in  New-Jersey,  in  Virginia,  and 
near  Lake  Superiour ;  but  none  of  them  were  wrought. 

The  principal  manufactures  of  copper  and  brass,  are  stills, 
bells,  cannon,  andirons,  chandeliers,  sconces,  vessels  of  various 
kinds,  &;c. 

Zinc  was  lately  discovered  in  Pennsylvania. 

Lead  is  found  in  Virginia,  and  in  several  other  places.  The 
richest  mines  of  this  metal  are  however  in  Upper  Louisiana,  and 
it  is  said  also  in  the  adjacent  country  East  of  the  Mississippi. 
They  were  not  wrought  to  a  sufficient  extent ;  and,  after  supply- 
ing the  Western  country,  furnished  only  two  hundred  tons  a  year 
to  the  Atlantic  States. 

The  principal  American  manufactures  of  lead,  were  shot,  and 
colours  of  Lead.  There  were  two  establishments  for  the  man- 
ufacture of  Shot  in  Philadelphia,  and  one  in  Louisiana  ;  more 
than  sufficient  to  supply  the  demand  of  six  hundred  tons  a  year. 
Five  hundred  and  sixty  tons  of  red  and  white  Lead,  Litharge  and 
some  other  preparations  of  that  metal  were  made  in  Philadelphia 
alone. 

Other  paints  and  colours  are  also  prepared  in  Philadelphia  and 
some  other  places. 

The  manufacture  of  Tin-Ware  is  very  extensive;  and  Con- 
necticut supplies  the  greater  part  of  the  United  States  with  that 
article. 

Plated  Ware,  chiefly  for  coach-makers  and  saddlers,  employs 
at  Philadelphia  seventy-three  workmen.  It  is  also  made  to  a 
considerable  extent  in  New- York,  Baltimore,  Boston,  Charleston, 
New-Haven,  Northampton,  and  elsewhere. 
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Salt-Petre  is  found  in  \  irgiina,  Kentucky,  and  several  otiier 
places,  but  is  principally  imported  from  the  East-Indies. 

The  manufacture  of  Gun-Powder  was  nearly,  and  mi^ht  at  any 
moment  be  made  wholly  adeipiate  to  the  consumption.  The 
importation  of  foreign  I'owdiM-  amounted  annually  to  two  hun- 
dred thousand  pounds;  the  exportation  of  American,  to  one  hun- 
dred thousand. 

A  sullicient  (juantity  of  the  coarser  species  of  l*ottery  was  made 
every  where.  Four  manufactories  of  a  finer  kind  had  lately 
been  established,  which  made  ware  resembling  that  of  StalFord- 
shire. 

Twenty-seven  thousand  boxes  of  Window-Glass  were  made 
annually  at  ten  glass  manufactories,  or  two  million  seven  hun- 
dred thousand  square  feet.  Exactly  the  same  quantity  was  an- 
nually imported.  'J'he  glass  made  at  Boston  was  inferiour  to 
n6ne  brought  from  Europe.  The  rest  made  Green  or  German 
gla.^>. 

Other  glass-wares,  such  as  bottles,  &ic.  were  made  also  ;  and 
at  two  glass  works  in  Pittsburg,  was  manufactured  flint-glass  of 
every  description,  and  of  a  superiour  quality. 

Copperas  was  extracted  in  large  quantities  from  Pyrites  in  Ver- 
mont, New-Jersey,  and  Tennessee.  About  two  hundred  thou- 
sand pounds  of  Sulphuric  and  other  acids  were  annually  manu- 
factured, at  a  single  establishment  in  Philadelphia.  Other  prep- 
arations and  drugs  were  also  made  in  that  city,  and  several  oth- 
er places ;  and  the  annual  exportaiions  exceeded  thirty  thousand 
dollars  in  value. 

The  Salt  Springs  in  the  State  of  New-York  furnished  about 
three  hundred  thousand  bushels  a  year,  and  those  in  the  Western 
States  and  Territories  about  the  same  quantity.  The  Wabash 
Saline,  the  property  of  the  United  States,  yielded  annually,  one 
hundred  and  thirty  thousand  bushels.  'I'hc  annual  importation 
of  foreign  salt  amounted  however  to  more  than  three  millions  of 
bushels;  and  could  not  be  superceded  by  American  salt,  unless 
by  establishmentb  oi»  the  Coast. 
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Straw  bonnets  and  hats  were  made,  in  a  small  district  in  Mas- 
sachusetts and  Rhode-Island,  to  such  an  extent,  that  the  exporta- 
tions  to  other  parts  of  the  Union  amounted  in  value  to  two  hun- 
dred and  fifty  thousand  dollars  annually.  Work  of  this  kind  in 
great  quantities  is  made,  also,  in  many  other  places. 

An  establishment  had  been  formed  near  Baltimore,  for  the 
printing  of  calicoes  5  at  which  twelve  thousand  yards  might  be 
printed  in  a  week. 

I  have  now  given  you  the  substance  of  the  Secretary's  report ; 
which  is  to  be  considered  as  the  most  correct  and  extensive  ac- 
count of  the  manufactures  of  the  United  States,  which  to  that 
time  had  been  obtained.  He  adds,  that  from  this  imperfect 
sketch,  it  may  with  certainty  be  inferred,  that  the  products  of  the 
whole  manufacturing  interest  annually  exceeds  one  hundred  and 
twenty  millions  of  dollars. 

Since  the  loose  return  on  which  the  above  report  is  founded, 
another,  which  with  some  abatements  may  be  considered  as  com- 
plete for  the  year  1810,  was  forwarded  to  the  Secretary  of  the 
Treasury  by  order  of  the  Government.  That  rendered  by  Mas- 
sachusetts is  included  in  the  following  table. 

General  Recapitulation  of  the  Manufactures  of  Massachusetts 
Proper. 

Estimated  value. 

Ashes,  123  tons,             -         -         -  g  20,6 19 

Breweries,  716,800  gallons,         -         -  86,450 

Buttons, 20,000 

Bricks,  25,295,000,     -          -         -         -  139,067 

Straw  bonnets,         -         -         -         -  551,988 

Brushes,  1,666  dozen,         -         -         -  5,000 

Corn  Brooms,  70,000,          -         -         -  4,000 

Cloth  and  Clothier'' s  work, 

54  Cotton  Factories,  1 9,448  spindles,  838,348  pounds      $  931 ,906 

22,564  Looms,  4,048,209  yards,          -         -  -            2,060,576 

1  Factory  woolen  cloth,  6,860  yards,      -         -  -            10,290 

80  Carding  Machines,  797,236  pounds,        -  -         -     236  J  93 

221  Fulling  Mills,  730,948  yards,              -          -  -          442,401 

Vol.  IV.  62 
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9  Spinninej  Jennies,  56  Looms,  36,000  yards,      -         -  J 28,600 

Playiug  Cards,  yearly  amount,         .         -         .         -  97,500 

4  Wool  Card  factories,  9,953  doz.            -         -         -  78,998 

do.          14,400  feet, 33,000 

Cabinet  work,  yearly  amount,         .         .         -         -  313,622 

Chairs,  1,694  doz. 96,060 

Combs,  49,905  doz. 80,624 

Candles,  tallow,  1,436,550  pounds,     -          -          -          -  217,060 

do.     spermaceti,  465,000  pounds,      -         -         -  178,300 

Cooperage,  37,995  casks, 69,318 

Clocks  and  Watches  amount,          -         -         -         -  46,185 

Catgut, 2,000 

Chocolate,  255,500  pounds,             ...         -  73,100 

Coaches  and  Chaises,  667, 122,674 

Distilleries,  Molasses,  2,472,000  gallons,  -         -      1,404,350 

do.       Grain,  63,730  gallons,       .         -         .         .  42,590 

do.       Cider,  316,480  gallons,           -         -          -  181,386 

Duck,  Hemp,  3,025  pieces, 80,813 

do.  Cotton,  200  pieces,                ....  6,000 

do.  Bagging,  and  Tow  Cloth,  60,000  yards,     -         -  33,000 

Fishery,  Mackerel,  5,400  barrels,            -         -         -  44,550 

(ilass, 36,000 

Gloves,  4,875  doz. 14,625 

Fire  engines,  1  Factory, 4,000 

Founderies  of  Brass  and  Copper, 

Brass  guns,  12,976  pounds,              -         -         -         -  7,136 

Copper,  32,159  pounds,              22,828 

Bells,  21,410  pounds,               8,555 

Brass  and  Pewter,  99,288  pounds,      ....  41,700 

Composition,  251,503  pounds,         ....  109,781 

Mats,  142,645, 415,167 

Jewelry  and  Silver  work, 161,625 

Printing  Ink,  6,000  pounds, 3,000 

Forges,  1 1   Tr'ip-hammcrs, 

Bar  Iron.  978  tons. 121,930 
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Anchors,  440  tons,        -         -         -         - 

Hollow  ware,  2,340^  tons, 

Edge  Tools,  .         -         .         - 

Wrought  Iron, 

Lace  for  coaches,  yearly  amount, 
Leather,  Boots,  63,307  pair,      - 
do.       Men's  Shoes,  844,864  pair, 
do.       Women's  Shoes,  1,310,500  pair, 
do.       Saddlery,  harness,  jockey  caps,  &c. 

Lead  mines,  

Muskets,  19,095,            -         -         -         - 
Musical  instruments,          _         -         -         - 
16  Marble  works,  894,000  feet,      - 
Nails  wrought, 

do.  Cut,  2,925{  tons, 

do.  Small,      ------ 

Oil,  Spermaceti,  77,696  gallons,     - 

do.  Whale,  249,728  gallons,      - 
Oil  mills,  44,460  gallons, 
Paper  mills,  95,129  reams  writing,     - 

do.         63,000  rolls  hanging, 
Ores,  ochre  and  nitrous  beds, 
6  Powder  mills,  120,000  pounds, 

84  Grist  mills. 
Wheat  and  Rye,  460,476  bushels, 
Corn  and  Oats,  49,054  bushels, 

1 50  Saw  mills. 
Pine,  10,725,000  feet,       -         -         -         . 
Oak,  490,000  feet,         -         -         -         - 
1  Rake  factory,  1 1 ,000  rakes, 
Rope  walks,  Cordage,  2,808|  tons, 
do.         Twine,  85,200  pounds. 
Ship  building,  23,410  tons. 
Soap-stone  manufactory,  -         -         _ 

Spectacles,  yearly  amount, 
1  Steel  factory,  20  tons. 


g  92,712 
132,200 

44,000 
521,718 

10,000 
412,509 
973,033 
816,250 
788,726 
200 
229,085 

17,880 

38,000 

69,235 

644,990 

1,360 

68,832 
171,688 

46,982 
257,451 

33,500 
1,350 

72,000 


350,896 
35,273 

80,480 

6,855 

1,870 

1,030,661 

37,383 

656,095 

13,000 

10,000 

4,000 
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Spinning  wheels,  6,393, 1^17,98: 

Spruce  essence,  1,230  pounds,              .         .         -         -  2,500 

Snufl;  118,400  pounds,               37,381 

Soap,  hard,  2.013.720  pounds,     -----  239.G97 

do.     Soft.  -1,190  barrels, 18,400 

Sewing  Silk,  103  pounds, G18 

Loaf  Sugar,  422,000  pounds,             ...          -  82,400 

Shtting  mills.  1,700  tons,  318,600 

Salt  Pctre,  23,600, 9,303 

Sail  Works  468,198/ee^ 

Salt,  118,757  bushels, 79,526 

Glauber  salts,  334,238  pounds,            .         .          -          -  13^369 

Sheep,  Merino,  73, 18,250 

do.    mixed  blood,  2,062,                  ....  154,650 

do.     common,  103,141, 226,282 

AVoolen  Stockings,  37,951  pair,           ....  28,453 

Essence  of  Turpentine  6,000  gallons,      -         -         -  18,000 

Steel  Thimbles, 10,000 

Tanneries,  Morocco  skins,  261,000,         -         -         -  130,160 

do.       Hides,  174,596,         ....  1,022,661 

do.       Calves' skins,  65,888,     .         -         -         -  129,078 

do.       Sheep  skins,  62,536,            ...          -  52,140 

do.       Hogs  skins,  2,800,          -         -         -         -  9,100 

Tacks,  11,000,000, 2,000 

Tin  Plate,  works,  amount, 73,715 

AVhips  7,050  doz. 7,990 

Waggons  2,260,              43,600 

Earthenware, 18,700 

Wire  factories,  amount, 24,912 

Wooden  ware,           ...----  31,000 

Sheeps  wool,  35,000  pounds,           -         -         "         -  14,175 

Total,  ;J  18,595,323 

I  liave  been  so  fortunate  also  as  to  obtain  the  same  return  for 
Connecticut.  A  copy  of  it,  so  far  as  the  heads  of  it  arc  concern- 
ed, is  subjoined  under  the  following  title. 
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Abstract  of  the  Manufacturing  Establishments  and  annual  man- 
ufacitures  in  the  District  of  Connecticut,  as  taken  from  the  re- 
turns of  the  Assistants  to  the  Marshal  of  the  said  District,  made 
in  pursuance  of  the  several  acts  of  Congress  providing  for  the 
3rd  census  &c.  A.  D.  1810. 

Cloths  and  their  value. 

Estimated  value. 

Looms,  16,132, 

Yards  of  linen,  2,362,078,      -         -         -         -         g  800,358  81 

Yards  of  woolen,  1,119,145,        -         -         -         -    1,098,24192 

Yards  of  Cotton,  and  cotton  and  linen,  605,675,  241,222  99 

FuUing  mills,  218.     Carding  machines  184. 

Pounds  of  wool  carded,  504,088,     - 

Woolen  manufactories,     15  Cotton  Manufactories,  14, 

Spindles,  11,883.  .         -         -         - 

Value  of  cotton  yarn,  stockings,  and  suspenders,         111,021  50 
Value  of  raw  and  sewing  silk,  -         -         .  28,503 

Value  of  Hats, 522,209 

Distilleries  560,       ------ 

Gallons  of  distilled  spirits,  1,374,404,  -         -     811,144 

Tanneries,  408, 

Value  of  Leather,  tanned  and  dressed,  -         -     476,338  80 

Value  of  Saddlery,  shoes,  &c.  -         -         -         231,812 

Rope-walks,  19, 

Value  of  Cordage, 243,950 

Value  of  duck  and  cotton  bagging,         -         -         -       12,148  40 

Paper  mills,  19, 

Value  of  paper, 82,188 

Oil  mills,  24, 

Value  of  oil,       -         -         -         -         ^         -         -       64,712 

Powder  mills  7,       -----         - 

Value  of  Gun  Powder,  Sic,  -         -         -         -       43,640 

Forges  48,  __---_ 

Tons  of  Iron  and  Steel,  1,450,      -         -         -         - 

Value  of        do.         and  Anchors,  -         -  183,910 

Furnaces,  8,      ------- 
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Value  of  Cast-Iron,         ----- 

Guns  and  Pistols,  4,400, 

Manufactories  of  cut  nails,   18, 

Value  of  Nails  cut,     ------ 

Rolling  and  Slitting  mills,  3,     - 

Trip  hammers,  32,     ------ 

Value  of  Scythes,  Axes,  ^c,     -         -         -         - 

Brass  founderies  4,  ----- 

Value  of  Brass-work,  Jewelry,  and  Plated  ware. 

Type  foundery,  1,      - 

Glass  works,  2,       -----         - 

Value  of  Glass,  ------ 

Potteries,   12, 

Value  of  Earthcrn  and  stone  ware, 
Wooden  Clocks,  14^565,         -         -         .         - 
Value  of  Coach  work,  &c.         -         .         -         . 
Value  of  marble  and  stone  work,  -         .         - 

Value  of  Bricks  exported,         -         -         -         . 
Value  of  Straw  bonnets,       -         -         -         -         - 

Buttons,  number  of  groce,  155,000, 

Value  of  tin  japan'd  and  plain,     -         -         -         - 

Value  of  Combs,     ------ 

Manufactures  of  Tallow,  Sieves,  Tobacco,  Ink,  &c. 


JS  46,180 
49,050 

27,092 


91,145  60 


49,200 


23,360 

30,740 

122,955 

68,855 

1 1 ,000 

2,000 

27,100 

122,125 

139,370 

70,000 

71,612 


Total  value  of  annual  manufactures  as  returned,  g  5,887,175  08 
Concerning  this  abstract  it  ought  to  be  observed,  that  several 
articles  are  omitted  in  it,  which  are  of  considerable  importance. 
The  manufacture  of  waggons,  for  example,  is  carried  on  to  a  vast 
extent.  A  great  number  of  carriages  of  that  sort  are  now  em- 
ployed both  for  the  transportation  of  burdens  and  for  pleasure. 
The  latter  are  a  novelty  in  this  country.  They  are  drawn  by 
one  horse,  and  by  two  ;  are  made  of  neat  forms  and  with  nice 
workmanship ;  and  have  lately  been  multiplied  to  such  a  degree, 
that  they  appear  to  be  taking  the  place  of  most  other  vehicles. 

From  my  friend  Mr.  L of  Providence,  I  have  received 

the  following  account  of  the  manufactures  of  Rhode-Island.     Had 
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other  gentlemen  in  New-England  and  New- York,  equally  inter- 
ested themselves  in  furnishing  the  information,  which  I  had  re- 
quested of  them;  it  would  have  been  in  my  power  to  have  done 
more  justice  to  many  subjects  mentioned  in  these  Letters.  But, 
unhappily,  a  disposition  to  sit  down  seriously  to  the  employment 
of  writing,  is  far  from  being  a  prominent  trait  in  the  character  of 
my  countrymen.  Generally,  I  shall  give  this  account  in  the  words 
of  my  obliging  correspondent. 

The  natural  sources  of  wealth  in  the  state  of  Rhode-Island,  ob- 
serves IVTr.  L.  are  limited.  She  has  no  mines,  her  territory  is 
small,  and  her  fisheries  are  of  little  importance.  Her  soil  also 
is  naturally  unfruitful,  producing  barely  what  is  sufficient  for  the 
subsistence  of  her  own  population.*  Fler  prosperity,  there- 
fore, depends  eminently  upon  the  industry  of  her  citizens.  This 
industry  is  now  almost  exclusively  devoted  to  the  advancement 
fo  her  manufactures.  It  would  be  no  exaggeration  to  say,  that 
five  eighths  of  her  inhabitants  are  directly  or  indirectly  employed 
in  the  manufacture  of  cotton,  and  the  several  branches  of  busi- 
ness to  which  it  gives  birth.  Whether  this  direction  of  the  indus- 
try of  Rhode-Island  will  promote  her  moral  prosperity,  time  only 
can  determine.  There  can  be  no  doubt  from  experience,  that  it 
will  increase  her  wealth  and  population. 

To  Samuel  Slater,  a  native  of  England,  is  this  State  indebted 
for  the  introduction  of  Sir  Richard  Arkwri^ht's  method  of  spin- 
ning cotton.  He  came  to  this  country  about  the  year  1790  ;  and 
soon  after  established  the  first  cotton  manufactory,  under  the  pat- 
ronage of  Messrs.  Almy  and  Brown  of  Providence.  The  ma- 
chinery of  this  establishment  was  made  solely  under  his  direc- 
tion. Efforts  of  the  same  nature  had  been  before  begun,  but  had 
proved  unsuccessful. 

For  five  or  six  years  after  Slater's  arrival,  comparatively  little 
progress  was  made  in  extending  this  branch  of  business,  except 
by  Messrs.  Almy  and  Brown.  It  was  regarded  as  a  mystery  dif- 
ficult of  acquisition,  and  as  an  experiment  l>azardous  to  the  un- 

*=  The  average  quantity  of  maize  in  the  Southern  part  of  thi3  state,  is  about  twen- 
ty-five bushels  an  acre;  in  the  Northern,  about  thirteen. 
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(Icrtakcis.  Those  also,  l>y  wliom  the  tirst  attempts  were  madr, 
cautiously  concealed  from  the  public  the  profits  which  they  deri- 
ved from  the  pursuit.  The  attention  of  the  public  was  how(;vcr 
excited  by  the  eagerness,  with  which  these  gentlemen  enlarged 
their  business;  and  the  fearlessness,  with  which  they  employed 
considerable  additions  to  tluMr  ca[)ilal  in  erecting  new  manufac- 
tories. At  length  several  other  persons  were  induced  to  adven- 
ture their  property  in  the  same  undertaking.  Artiticers,  skilled 
in  all  the  complicated  branches  of  machinery  employed  in  manu- 
facturing cotton,  were  allured  from  England  by  the  prospect  of 
high  wages,  to  this  country.  The  workshops,  in  which  these  for- 
eigners employed  themselves,  were  in  a  short  time  crowded  with 
mechanics  and  apprentices  from  our  own  citizens  ;  who  soon 
made  themselves  masters  of  all  the  knowledge  thus  imported,  and 
with  that  vigorous  ingenuity  so  often  found  among  them,  added 
in  many  instances,  improvements  of  no  small  importance.  The 
consequences  were  soon  apparent.  The  Rhode-Island  workmen 
supplanted  their  foreign  brethren  to  such  a  degree,  that  scarcely 
fifty  foreigners  are  now  employed  in  the  state,  in  this  business, 
'i'hey  have  transferred  their  skill  to  other  states,  where  the  art  is 
yet  in  its  infancy.  It  is  not  known  that  a  single  article  of  cotton 
machinery  was  ever  imported  into  Rhode- Inland. 

From  their  first  establishment  to  the  year  1800,  the  increase 
of  these  manufactures  was  gradual.  Men,  who  possess  a  monied 
capital,  require  a  certainty  of  profit,  before  they  are  willing  to 
vest  their  property  in  any  business.  As  soon  as  it  had  been  as- 
certained by  experience,  that  the  American  cotton  manufactures 
could  so  fir  come  into  competition  with  the  Knglish  in  our  mar- 
kets, at  prices  which  secured  a  handsome  profit  to  the  manufac- 
turer, the  citizens  of  Rhode-Island  embarked  eagerly  in  the  busi- 
ness. None  but  an  eye-witness  can  imagine  the  rapidity,  with 
which  this  species  of  manufacturing  increased  in  the  state,  after 
the  year  1 800.  At  least  three  fourths  of  the  existing  capital  have 
been  added  since  that  period,  and  a  new  animation  has  been 
awakened  in  almost  every  other  pp.rsuit.  C'ommon  labourers, 
diggers  of  canal-.  IiiimIkt  merchants,  dealers  in  hardware,  brass 
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and  iron  founders,  burners  of  lime,  carpenters,  masons,  curriers, 
waggoners,  sellers  of  wood,  and  blacksmiths,  are  all  employed  in 
greater  or  less  degrees  by  the  erection  of  a  cotton  manufactory. 

To  these  are  to  be  added  the  superintendants,  clerks,  over- 
seers, agents  at  home  and  abroad,  dyers,  and  that  numerous  class 
of  men,  women  and  children,  who  are  immediately  engaged  in 
manufacturing  the  yarn.  What  is  perhaps  of  still  more  conse- 
quence to  the  general  prosperity,  the  weaving  is  all  done  in  pri- 
vate families;  and,  being  spread  throughout  a  circumference  of 
sixty  miles  to  the  North-East,  and  West  of  Providence,  engross- 
es a  number  of  hands  which  it  would  be  difficult  to  estimate. 
The  agricultural  interest  is  cstijiiated  by  the  rise  of  land,  the  rise 
of  produce,  and  a  nearer  and  readier  market.  For  example,  a 
piece  of  land  on  a  mill-stream,  fifteen  miles  from  Providence, 
was  sold  lately  for  fifteen  hundred  dollars  an  acre,  which  fifteen 
jears  ago  could  scarcely  have  been  sold  for  one  hundred.  A 
manufactory  of  fifteen  hundred  spindles  will  soon  accumulate  a 
population  sufficient  to  form  a  village. 

I  cannot  say  that  the  following  account  of  the  extent  of  our 
manufactures  is  precisely  accurate  ;  but  it  approaches  as  near  to 
accuracy  as  those  acquainted  v/ith  the  business  can  make  it.  It 
involves  a  tract  of  territory  alluded  to  above  ;  none  of  the  man- 
ufactories being  thirty  miles  from  Providence.  Several  of  them 
are  in  Connecticut,  and  several  in  Massachusetts  ;  but  all  to 
which  I  refer  are  owned  by  citizens  of  Rhode-Island. 

Within  these  limits  there  are  now  in  motion  above  120,000 
spindles.  The  yarn  spun  each  week  is  not  far  from  110,000 
pounds,  or  5,500,000  pounds  a  year.  This,  manufactured  into 
cloth,  is  worth  J8, 140,000.  If  you  deduct  from  this  sum  the  raw 
material,  say  6,000,000  pounds,  which  at  an  average  of  25  cents 
per  pound  is  g  1,500,000,  the  annual  profit  of  the  Rhode-Island 
manufactures  is  ^6,640,000.  From  this  sum  must  be  farther  de- 
ducted the  expenses  of  manufacturing,  the  interest  of  capital,  <S:c, 
in  order  to  ascertain  the  net  profit. 

The  capital  requisite  to  set  a  spindle  in  motion  is  ^75.  The 
whole  amount  of  the  cotton  manufacturing  capital  of  this  state  is 

Vol.  JV.  63 
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§9,000,000.  or  (his  there  are  three  investments;  one  in  house?, 
lands,  machinery,  &c. ;  another  in  raw  cotton,  and  manufactured 
vtock  ill  the  hands  of  the  weavers;  and  a  tliird  in  goods  in  the 
fnarkcf. 

The  most  extensive  manufacture  of  wool  in  this  country  has 
just  commenced  its  operations  at  the  North  end  of  Providence^ 
It  is  moved  hy  a  steam-engine,  possessing  the  power  of  thirty 
horses;  and  is  intended  to  manufacture  daily  two  hundred  yards 
of  broadcloth.  None  but  merino  wool  is  used  ;  and  the  cloths 
are  of  the  finest  quality.  Mr.  Sanford  of  Connecticut  is  the  su- 
perintendant  of  this  business. 

The  use  of  steam  as  a  moving  power  is  superceding  that  of 
water.     Two  new  engines  will  soon  be  erected  in  Providence. 

On  Rhode-Island  proper,  there  are  two  small  woolen  manu- 
lactories,  and  one  of  cotton,  now  erecting.  The  number  of  sheep 
on  this  island,  according  to  an  estimate  made  by  three  intelligent 
larmers,  is  IG,500,  and  is  rapidly  increasing.  Permit  me  to  add, 
that  there  is  also  on  this  island  a  coal-mine  in  full  operation, 
which  employs  about  tifty  hands  through  the  year. 

In  Patucket  there  is  a  manufacture  of  muskets,  and  in  Smith- 
field  one  of  swords.  At  the  latter  place,  also,  the  business  of 
plating  is  carried  on  to  a  considerable  extent. 

Few  kinds  of  business  have  been  pursued  with  more  spirit,  oi 
with  more  success  in  the  United  States,  than  the  printing  of 
books.  AVithin  the  last  twenty  years,  many  large  works  have  is- 
sued from  our  presses  ;  and  all  of  them  have  found  ample  sup- 
port. The  Bible  has  gone  through  a  vast  multitude  of  editions, 
several  of  them  expensive  ;  among  which  are  three  of  Scott's 
Bible,  and  one  of  Dr.  Clarke's.  The  latter,  and  one  of  the  for- 
Mu  r,  are  however  not  yet  fuiished.  Three  Encyclopedias  have 
been  printed  in  this  country;  the  British,  the  Edinburgh,  and  that 
of  Dr.  Rees.  An  edition  has  proceeded  far,  of  distinguished 
British  writers,  in  sixty  volumes.  Pinkerton's  Collection  of  Voy- 
ages and  Travels,  is  another  expensive  work,  the  engravings  in 
which  would  have  been  admired  in  any  country.  The  Ameri- 
can Ornitbology,  executed  in  a  very  superb  style,  was  begun  by 


MANUFACTURES  OF  NEW-ENGLAND.  495 

the  late  Mr.  Alexander  Wilson  ;  and,  it  seems,  with  ample  en- 
couragement. The  subscription  price  was  one  hundred  and 
twenty  dollars  a  set.  It  has  however  been  completed  in  nine, 
instead  of  twelve  volumes.  Our  best  printing  is  little,  if  at  all, 
inferiour  to  the  best  in  Europe.  For  a  large  proportion  of  the 
very  expensive  books,  printed  in  the  United  States,  we  are  in- 
debted to  the  presses  of  Philadelphia. 

A  great  multitude  of  machines  have  been  invented  in  America, 
both  to  abridge  and  perfect  human  labour,  which  are  honour- 
able to  the  ingenuity  of  my  countrymen.  The  most  important 
of  these  is  undoubtedly  the  cotton  gin  of  Mr.  Whitney  ;  next 
after  this  may  be  placed  his  machinery  for  the  manufacture 
of  muskets,  Evans'  machinery  for  manufacturing  flour,  the  ma- 
chine of  Mr.  Perkins  of  Newburyport,  which  cuts  and  heads  two 
hundred  thousand  nails  in  a  day,  and  other  machines  of  the  same 
ingenious  artist,  that  of  Mr.  Whittemore  for  cutting,  bending, 
and  setting  card-teeth  at  a  single  operation,  and  a  stocking-loom 
(the  name  of  the  inventor  unknown  to  me,)  which  will  weave  six 
stockings  in  a  day.  To  these  might  be  added  an  almost  endless 
train  of  others,  applied  to  various  purposes  of  life. 

The  fabrics  of  the  loom  woven  here,  are  chiefly  those  which 
are  worn  by  the  middle  and  lower  classes  of  mankind.  Beauti- 
ful cloths  are  however  made  in  considerable  quantities,  and  of 
such  a  quahty,  as  not  to  be  distinguished  from  the  superfine  cloths 
of  Europe.  For  these,  the  Merino  sheep  furnish  the  material. 
Happily  for  us,  this  useful  animal,  instead  of  dechning  as  was  ex- 
pected, has  visibly  improved  in  our  pastures  ;  having  increased 
both  in  its  size  and  the  quantity  of  its  wool.  For  the  introduction 
of  this  invaluable  breed,  the  United  States  are  greatly  indebted 
to  the  Hon.  David  Humphries,  formerly  minister  plenipotentiary 
at  the  courts  of  Lisbon  and  Madrid.  They  are  now,  together 
with  the  cross-breeds,  filling  the  country. 

I  am,  Sir,  yours,  &:c. 


.MASSACHUSETTS. 


LEriEIl  I. 

The  rtate  of  Ma«?achusetts — Its  boundaries,  population,  and  government. 

Dear  Sir, 

I  AM  now  quitting  Massachusetts,  and  will  therefore  take  this 
opportunity  to  make  some  general  observations  to  jou  concern- 
ing this  State,  the  largest  in  New-England ;  and,  when  consider- 
ed as  to  the  extent  of  its  territory,  population,  wealth,  power, 
commerce,  and  advancement  in  civilization,  one  of  the  largest  in 
the  American  Union. 

The  topography  of  this  State  has  been  already  sufficiently  ex- 
hibited, except  in  a  small  number  of  particulars,  which  will  here- 
after  be  occasionally  mentioned. 

Massachusetts  Proper  is  divided  into  twelve  counties.  Berk- 
shire begins  at  the  Western  boundary  :  Hampshire*  and  Worces- 
ter extend  across  the  breadth  of  the  State  fifty  miles,  and  are  en- 
tirrly  inland.  Middlesex,  which  lies  immediately  East  of  W^or- 
crstcr,  touches  the  Ocean  at  its  South-Eastern  corner.  Essex, 
the  North-Eastern  County,  Suffolk,  Norfolk,  and  Plymouth,  are 
bordered  by  Massachusetts  Bay.  Barnstable  is  washed  on  one 
side  by  this  Bay,  and  on  the  other  by  the  Ocean.  Bristol  is  bor- 
dered on  the  South  by  the  Ocean.  Duke's  County  is  formed  by 
Martha's  Vineyard,  and  the  Ehzabeth  Isles  ;  and  the  County  of 
Nantucket  consists  of  the  island  of  that  name.  The  three  inland 
Counties  contain  177,092  inhabitants.  The  maritime  Counties 
294, 918.  The  inhabitants  of  the  County  of  Hampshire,  amount- 
ing to  76,275,  live  all  within  less  than  twenty-five  miles  of  Con- 
necticut  river,  which  passes  through  the  middle  of  the  County 

♦Since  tlividrd  luto  three  Counties. 
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from  North  to  South,  and  furnishes  a  conveyance  for  their  pro- 
duce to  the  Ocean.  Those  of  the  County  of  Berkshire,  upon  its 
Western  limit,  are  at  about  the  same  distance  from  the  Hudson. 
A  considerable  number  of  the  inhabitants  of  Worcester  County 
are  not  more  remote  from  the  harbour  of  Providence. 

The  face  of  the  country  is  divided  by  nature  in  the  following 
manner.  The  Taghkannuc  range ;  the  valley  of  the  Hooesten- 
nuc  ;  the  Green  Mountain  range  ;  the  valley  of  the  Connecticut ; 
the  Lyme  range  ;  a  tract  formed  of  hills  and  vallies,  reaching 
from  their  Eastern  base  to  the  Ocean  ;  and  a  tract  of  sandy 
ground,  spreading  from  Bridgewater  to  the  Ocean,  both  East- 
ward and  Southward,  chiefly  formed  into  extensive  plains,  but. 
rising  in  several  places  into  hills,  some  of  them  of  considerable 
height,  particularly  in  the  County  of  Barnstable. 

Massachusetts  is  subdivided  into  290  townships ;  of  which 
Berkshire  contains  32  townships,  and  35,907  inhabitants. 
Hampshire  64  townships,  and  76,275  inhabitants.  Worcester  51 
townships,  and  64,910  inhabitants.  Middlesex  44  townships,  and 
52,  789  inhabitants.  Essex  23  townships,  and  71,888  inhabitants. 
Suffolk  2  townships,  and  34,381  inhabitants.  Norfolk  22  town- 
ships, and  31,245  inhabitants.  Plymouth  18  townships,  and  35, 
J  69  inhabitants.  Bristol  16  townships,  and  37,168  inhabitants. 
Barnstable  14  townships,  and  22,211  inhabitants.  Duke's  3  town- 
ships, and  3,290  inhabitants.  Nantucket  1  township,  and  6,807 
inhabitants. — Total  290  townships,  and  472,040*  inhabitants. 

There  are  no  peculiarities  in  the  character  of  these  inhabitants, 
which  are  not  marked  with  sufficient  minuteness  in  the  course  of 
these  letters.  Those  of  Berkshire,  Hampshire,  and  Worcester, 
so  much  resemble  their  neighbours  bordering  upon  them  in  Con- 
necticut, that  a  traveller  is  conscious  of  no  sensible  change,  when 
he  passes  within  these  limits  from  one  State  into  the  other.  The 
only  general  characteristical  difference,  which  I  have  observed,  is, 
that  the  people  of  Massachusetts  are  somewhat  more  ardent,  im- 
passioned and  sudden,  in  both  their  feelings  and  actions,  than 
those  of  Connecticut. 

*  By  the  Census  of  1820  Massachusetts  contained  523,287  inhabitants.— Fw6. 
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The  produce  of  Massachusetts  is  exactl)'  the  same  with  that  of 
Connecticut.  The  tender  fruits  are,  however,  somewhat  less 
prosperous,  and  are  cultivated  with  more  difticulty. 

The  j[;ovcrnment  of  Massachusetts  is  formed  into  three  inde- 
pendent hranchcs  :  the  legislative,  executive,  and  judicial.  The 
legislature  consists  of  a  Senate  containing  forty  members,  and  a 
House  of  Representatives.  The  Senate  are  chosen  on  the  first 
Monday  in  April  annually.  The  electors  are  the  male  inhabit- 
ants twenty-one  years  of  ai^e  or  upwards,  having  a  freehold  estate 
within  the  Commonwealth,  of  the  annual  income  of  ten  dollars, 
or  any  estate  worth  two  hundred.  The  select-men  preside  in 
the  freemcns'  meeting. 

The  Governor  and  tive  of  the  Council  examine  the  returns  of 
votes,  taken  from  the  town-clerks'  offices,  and  made  to  the  secre- 
tary's office,  seventeen  days  before  the  last  Wednesday  in  May  ; 
and  fourteen  days  before  the  said  Wednesday  the  Governour 
shall  issue  his  summons,  to  such  persons  as  shall  appear  to  have 
been  chosen  by  a  majority  of  the  voters  in  each  senatorial  dis- 
trict, to  attend  on  that  day,  and  take  their  scats  accordingly. 

The  Senate  is  the  final  judge  of  the  elections  returns,  and  qual- 
ifications of  its  own  members. 

If  the  whole  number  of  Senators  shall  not  appear  to  have  been 
duly  elected,  then  such  as  are  chosen  shall  take  the  names  of 
such  persons  in  the  vacant  district  as  shall  appear  to  have  the 
highest  number  of  votes,  amounting  to  twice  the  number  of  Sen- 
ators wanting;  and,  with  the  House  of  Representatives,  shall,  by 
a  joint  ballot,  fill  up  the  vacancies ;  and  so,  in  cases  of  vacancy 
by  death,  removal,  or  otherwise.  No  person  can  be  a  Senator, 
who  docs  not  possess  a  freehold  in  his  own  right  of  Jj5l,000,  or  a 
personal  estate  of  jj2,U00,  or  both,  to  the  amount  of  the  same  sum  ; 
and  who  has  not  been  an  inhabitant  of  the  Commonwealth  five 
years  imnndiatriy  preceding  his  election  ;  and  is  not,  at  the 
time,  an  inhabitant  of  the  district  for  which  he  is  elected. 

Sixteen  members  make  a  quorum. 

7'he  Senate  is  a  court  to  hear  and  determine  impeachments, 
made  by  the  House  of  Representatives  against  any  officer  or  offi- 
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cers  of  the  Commonwealth.  Their  judgment  extends  no  farther 
than  to  removal  from  office,  and  disqualification  to  hold  or  enjoy 
any  place  of  honour,  trust,  or  profit,  under  the  Commonwealth. 

Every  corporate  town  containing  one  hundred  and  fifty  ratea- 
ble polls  may  elect  one  Representative,  and  one  more  for  every 
additional  two  hundred  and  twenty-five  rateable  polls. 

Every  Representative  is  chosen  by  written  votes ;  must  have 
been  an  inhabitant  of  the  town  in  which  he  is  elected,  one  year 
at  least  immediately  preceding  his  election  ;  and  must  have  pos- 
sessed in  his  own  right  a  freehold  worth  ^334,  within  said  town, 
or  other  rateable  estate  of  the  value  of  g667. 

When  these  qualifications  cease,  his  right  to  represent  the  town 
ceases. 

Representatives  are  to  be  chosen  annually  in  the  month  of 
May,  at  least  ten  days  before  the  last  Wednesday. 

The  House  of  Representatives  is  the  Grand  Inquest  of  the 
Commonwealth. 

Money-bills  are  originated  in  the  House  of  Representatives ; 
but  the  Senate  may  propose  amendments. 

Sixty  members  make  a  quorum. 

The  House  of  Representatives  is  the  judge  of  the  election  and 
qualifications  for  its  members. 

No  Senator  or  Representative  can  be  arrested,  or  held  to  bail, 
on  mesne  process  while  going  to,  returning  from,  or  attending, 
the  General  Court. 

The  Governour  is  chosen  annually,  must  have  been  an  inhabit- 
ant of  the  Commonwealth  for  seven  years  immediately  prece- 
ding his  election,  and  must  at  ihe  same  time  be  seized  in  his  own 
right  of  a  freehold  in  the  Commonwealth  worth  ^3,334. 

The  Governour  is 'empowered  to  call  together  the  Council- 
lours  of  the  Commonwealth  for  the  time  being  ;  and,  with  a  quo- 
rum of  said  Councillours  amounting  to  at  least  five,  may  from 
time  to  time  hold  a  council  for  ordering  and  directing  the  affairs 
of  the  Commonwealth,  agreeably  to  the  Constitution  and  the  laws 
of  the  land.  The  Governour,  during  the  session  of  the  General 
Court,  is  empowered  to  adjourn  or  prorogue  the  same  to  any  time 
which  the  two  houses  shall  desire  ;  and  to  dissolve  the  same  on 
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the  day  next  preceding  llie  last  Wednesday  in  May;  and  in  the 
recess  of  the  General  Court,  to  proio^iic  them  from  time  to  time, 
not  exceedini;  ninety  days  iri  any  one  recess  ;  and  to  call  them 
together  sooner  than  the  time  to  which  they  may  be  adjourned  or 
prorogued  ;  and,  in  case  any  infectious  distemper,  or  any  other 
dangerous  cause  shall  require  it,  may  direct  the  session  to  be  held 
at  some  other,  the  most  convenient  place. 

The  Governour  is  commander  in  chief  of  the  military  force  of 
the  State  by  sea  and  land  ;  but  cannot  transport  any  of  the  inhab- 
itants by  sea,  or  oblige  them  to  march  out  of  the  limits  of  the 
State,  without  the  consent  of  the  General  Court,  or  their  own, 
except  where  this  may  be  demanded  for  the  defence  of  some  part 
of  the  State. 

The  Governour  is  empowered  to  pardon  otlences,  to  nominate 
all  judicial  officers,  the  Attorney-General,  Solicitor-General, 
sheriffs,  coroners,  and  registers  of  Probate  ;  and,  by  and  with  the 
advice  and  consent  of  the  Counsel,  to  appoint  them.  He  also 
commissions  all  military  ofticers  ;  and,  with  the  advice  of  Coun- 
cil, appoints  all  officers  in  the  army  of  the  United  States,  who  are 
to  be  appointed  by  this  Commonwealth. 

No  monies  are  to  be  issued  out  of  the  Treasury  of  the  Com- 
monwealth, except  sums  appropriated  for  the  redemption  of  bills 
of  credit,  or  Treasurer's  notes,  or  for  payment  of  interest  arising 
thereon,  but  by  warrant  under  the  hand  of  the  Governour  for  the 
time  being,  with  the  advice  and  consent  of  the  Council,  agreeably 
to  the  acts  and  resolves  of  the  General  Court. 

The  Governour  is  to  have  an  honourable  stated  salary,  of  a 
permanent  value,  amply  sufficient,  and  established  by  standing  laws. 

The  Lieutenant-Govcrnour  is  elected  in  the  same  manner  as 
the  Governour,  is  always  a  member  of  the  Council,  except  when 
the  chair  of  the  Governour  is  vacant,  and  then  he  is  vested  with 
all  the  powers,  and  performs  all  the  duties  of  the  Governour. 

Nine  Councillours  are  annually  chosen  among  the  persons  re- 
turned for  Senators,  on  the  last  Wednesday  in  May,  by  the  joint 
ballots  of  the  Senators  and  Representatives,  assembled  in  one 
room.     If  the  per<ions  thus  chosen,  or  any  of  them,  decline,  the. 
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deficiency  is  to  be  made  up  from  among  the  people  at  large. 
The  Councillours  rank  next  after  the  Lieutenant-Go vernour. 
Their  business  is  to  advise  the  Governour  in  the  executive  part 
of  government. 

Not  more  than  two  Councillours  can  be  chosen  out  of  any  one 
District. 

The  resolutions  and  advice  of  the  Councillours  are  recorded 
in  a  register,  and  signed  by  the  members  present.  This  record 
maybe  called  for  at  any  time,  by  either  house  of  the  Legislature, 
and  any  member  of  the  Council  may  insert  his  opinion  contrary 
to  the  will  of  the  majority. 

If  both  the  offices  of  Governour  and  Lieutenant-Governour  are 
vacant,  the  Council  succeed  to  their  powers. 

No  man  can  hold  the  office  of  Treasurer  more  than  five  years. 

The  courts  in  this  State  are  substantially  the  same  with  those 
in  Connecticut. 

Justices  of  the  Supreme  Judicial  Court,  and  of  the  Courts  of 
Common  Pleas,  and  Judges  of  Probate,  hold  their  offices  during 
good  behaviour.  The  judges  of  the  Supreme  court  are  by  the 
constitution  to  have,  and  actually  have  at  the  present  time,  hon- 
ourable salaries,  which  cannot  be  diminished  during  their  contin- 
uance in  office. 
X  The  State  is  by  the  constitution  obliged  to  uphold  and  encour- 
age the  University  of  Cambridge  ;  and  to  cherish  the  interests  of 
literature  and  the  sciences,  and  all  seminaries  in  which  they  are 
taught. 

Such  is  the  substance  of  the  constitution,  or  rather  of  the  most 
important  parts  of  the  constitution,  upon  which  the  Government 
of  Massachusetts  is  founded.  It  is  prefaced  by  a  Declaration  of 
Rights,  containing  most  of  those  general  principles,  which  the 
ablest  jurists  have  agreed  upon  as  essential  to  a  free  government, 
included  in  thirty  articles.  Amorig  them  is  this  declaration: 
"  The  people  have  a  right  to  keep  and  bear  arms  for  the  common 
defence." 

The  provisions  in  this  constitution  are  few,  and  in  that  respect 
are  a  proof  of  wisdom  in  the  framers ;  for  they  are  probably  most 
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or  all  that  are  necessary.  Generally,  also,  they  are  very  good 
in  themselves.  There  is,  however,  one  of  them  which  is  singu- 
larly unhappy  :  that  which  establishes  the  ratio  of  representation. 

The  number  of  representatives  is  greater  than  that  of  the  im- 
perial parliament  of  Great-Britain  and  Ireland,  falling  little  short 
of  seven  hundred.  Nothing  can  be  more  preposterous  than  to 
assemble  such  an  enormous  multitude  of  men.  to  deliberate  on 
the  interests  of  seven  hundred  thousand  inhabitants.  This  is  ex- 
ceedingly regretted  by  the  people  of  the  State,  but  cannot  be  al- 
tered until  party  spirit  shall  have  fallen  from  its  present  height. 

The  Laws  of  this  state  are  generally  similar  in  their  substance 
to  those  of  Connecticut.  In  the  following  letter  I  shall  mention 
a  few  of  its  institutions,  and  am.  Sir,  yours,  <Szc. 
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Laws  relative  to  Sohools  and  the  qualifications  of  School-masters ;  concerning  the 
maintenance  of  ministers  and  the  establishment  of  public  worship — Early  laws 
for  the  support  ol  Harvard  College — Crimes  punished  by  death — Militia. 

Dear  Sir, 

The  system  of  Massachusetts  concerning  Schools,  is  the  fol- 
lowing. 

Everj  town  or  district  in  the  state,  containing  fifty  household- 
ers, is  required  to  provide  a  school-master  to  teach  children  to 
read  and  write,  and  to  instruct  them  in  the  English  language,  and 
Arithmetic,  six  months  in  each  year.  If  a  town  or  district  con- 
tain one  hundred  householders,  twelve  months  :  if  one  hundred 
and  fifty,  one  school  six  months  for  writing,  arithmetic  and  orthog- 
raphy, and  for  the  English  language,  one  school  twelve  months. 
If  two  hundred  householders,  a  grammar  school-master,  well  in- 
structed in  the  Latin,  Greek,  and  English  languages,  and  an  Eng- 
lish school-master,  each  twelve  months. 

The  towns  establish  the  school  districts.  The  select-men  de- 
termine on  the  qualifications  which  fit  the  children  to  enter  into 
the  grammar  schools. 

All  instructors  of  the  university,  colleges,  academies  and 
schools,  and  all  private  instructors,  are  required  to  take  diligent 
care  and  exert  their  best  endeavours  to  impress  on  the  minds  of 
children  and  youth  committed  to  their  care,  the  principles  of  pie- 
ty, justice,  and  a  sacred  regard  to  truth,  love  to  their  country, 
humanity,  and  universal  benevolence,  sobriety,  industry,  and  fru- 
gality, chastity,  moderation,  and  temperance,  and  all  other  vir- 
tues ;  and  to  show  them  the  tendency  of  these  virtues,  to  secure 
the  blessings  of  liberty,  and  the  tendency  of  the  opposite  vices  to 
slavery  and  ruin.  School-masters  of  grammar  schools  must  have 
received  an  education  at  some  college  or  university ;  must  pro- 
duce a  certificate  from  a  learned  minister  well  skilled  in  the 
Greek  and  Latin  languages,  or  from  two  such  ministers  in  the  vi- 
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ciiiity,  that  tliey  have  reason  to  helievc  him  well  quahfied  to  dis- 
c  harge  the  duties  of  his  oflfice,  and  a  ccrtiticate  from  the  minister 
of  the  place  where  he  belongs,  or  from  the  select-men  of  the  town, 
or  from  the  committee  of  the  parish,  that  to  the  best  of  his,  or 
their  knowledge  lie  sustains  a  good  moral  character.  This  cer- 
tificate is  unnecessary  to  a  person  who  is  to  keep  school  in  his 
native  place  ;  hut  the  select-men  or  committee  are  in  this  case 
required  specially  to  attend  to  his  morals. 

If  a  town  or  district  of  fifty  householders  neglect  this  duty,  they 
are  fined  £10;  if  of  one  hundred  householders,  £20;  if  of  one 
hundred  and  fifty  householders,  £30  ;  if  of  two  hundred,  for  neg- 
lect of  grammar  school  i^30  ;  and  for  partial  neglects  proportion- 
al fines  are  inflicted.  These  penalties  are  to  be  appropriated  by 
the  court  of  sessions  for  the  county  to  which  the  deficient  town 
or  district  belongs,  according  to  their  discretion. 

The  ministers  and  select-men,  or  other  persons  specially  cho- 
^en  for  the  purpose  in  the  towns  or  districts,  are  required  to  use 
their  best  endeavours  that  the  children  regularly  attend  the 
schools,  and  to  visit  them  once  in  every  six  months  at  least. 

With  respect  to  other  schools  not  contemplated  in  these  pro- 
visions, it  is  enacted  that  no  person  shall  be  a  master  or  mistress 
of  any  school,  and  keep  the  same,  without  obtaining  a  certificate 
as  above,  under  a  penalty  of  twenty  shillings.  The  duty  of  every 
such  master  or  mistress  is  also  made  the  same  in  substance  as 
above. 

If  a  person  who  is  not  a  citizen,  shall  keep  a  school  in  the 
Commonwealth  for  one  month,  he  shall  be  subjected  to  a  fine  of 
.£20. 

Grand  Jurors  are  diligently  to  inquire  and  presentment  make 
of  all  breaches  and  neglects  of  this  law. 

This  is  in  the  main  an  excellent  law.  It  is  questionable,  how- 
ever, whether  the  number  of  grammar  schools  provided  for  is  not 
greater  than  necessity  or  even  convenience  requires.  It  would 
also  have  been  better  if  no  person  beside  a  native  American  had 
been  permitted  to  keep  a  school.  Such  shoals  of  foreigners  have, 
since  the  enaction  of  this  law,  been  naturalized,  that  the  present 
exclusion  is  litlle  more  than  a  dead  letter. 
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Schools  are  as  universally  kept  in  this  state  as  in  Connecticut. 
The  number  of  academies  is  much  greater;  and,  as  a  body,  they 
are  better  endowed.  Indeed  the  efforts  of  this  state  to  promote 
useful  knowledge,  are  not  exceeded  on  this  side  of  the  Atlantic. 
The  benefit  of  these  efforts  is  realized  in  every  corner  of  the 
State. 

The  spirit  and  views  of  those,  who  formed  the  Constitution  of 
Massachusetts,  are  fully,  as  well  as  solemnly  disclosed  in  the  sec- 
ond and  third  Articles  of  the  Declaration  of  rights.  These  I  will 
here  recite. 

II.  "  It  is  the  right,  as  well  as  the  duty,  of  all  men  in  society, 
publicly,  and  at  stated  seasons,  to  worship  the  Supreme  Being, 
the  great  Creator  and  Preserver  of  the  Universe.  And  no  sub- 
ject shall  be  hurt,  molested,  or  restrained,  in  his  person,  liberty, 
or  estate,  for  worshipping  God  in  the  manner  and  season  most 
agreeable  to  the  dictates  of  his  own  conscience  ;  or  for  his  reli- 
gious profession,  or  sentiments  ;  provided  he  doth  not  disturb  the 
public  peace,  or  obstruct  others  in  their  religious  worship. 

III.  "  As  the  happiness  of  a  people,  and  the  good  order  and 
preservation  of  civil  government,  essentially  depend  upon  piety, 
religion  and  morality  ;  and  as  these  cannot  be  generally  diffused 
through  a  community,  but  by  the  institution  of  the  public  worship 
of  God,  and  of  public  instructions  in  piety,  religion,  and  morali- 
ty: therefore,  to  promote  their  happiness,  and  to  secure  the  good 
order  and  preservation  of  their  government,  the  people  of  this 
Commonwealth  have  a  right  to  invest  their  Legislature  with  pow- 
er to  authorize  and  require,  the  several  towns,  parishes,  pre- 
cincts, and  other  bodies  politic,  or  religious  societies,  to  make 
suitable  provision  at  their  own  expense,  for  the  institution  of  the 
public  worship  of  God,  and  for  the  support  and  maintenance  of 
public  Protestant  teachers  of  piety,  religion  and  morality,  in  all 
cases  where  such  provision  shall  not  be  made  voluntarily. 

"  And  the  people  of  this  Commonwealth  have  also  a  right  to, 
and  do,  invest  their  Legislature  with  authority  to  enjoin  upon  all 
the  subjects  an  attendance  upon  the  instructions  of  the  public 
teachers  aforesaid,  at  stated  times  and  seasons,  if  there  be  any  on 
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whose  instructions  they  can  conscientiously  and  conveniently  at- 
teiitl. 

'•  Provided  iiot\vithst;indinc,  that  the  several  towns,  parishes, 
precincts,  and  other  hodiiis  politic,  or  reiig;ious  societies,  sliall  at 
all  times,  have  the  exclusive  right  of  electing  their  public  teach- 
ers, aiul  of  coiitriK  (ing  witli  thrin  for  their  support  and  mainten- 
ance. 

"  And  all  nu)ni<'s  paid  hy  the.- suhjc^ct  to  the  support  of  the  pub- 
lic worship,  and  of  the  public  teachers  aforesaid,  shall,  if  he  re- 
quire it,  be  uniformly  apj^lied  to  the  support  of  the  public  teach- 
er or  teachers,  of  his  own  religious  sect  or  denomination,  provi- 
ded there  be  any  whose  instructions  he  attends;  otherwise  it  may 
he  paid  towards  the  support  of  the  teacher  or  teachers  of  the  par- 
ish or  precinct,  in  which  the  said  monies  are  raised. 

''And  every  denomination  of  christians,  demeaning  themselves 
peaceably,  and  as  good  subjects  of  the  C'ommonwealth,  shall  he. 
equally  under  the  protection  of  the  law:  and  no  subordination  of 
any  one  sect  or  denomination  to  another  shall  ever  be  established 
by  law." 

The  laws  respecting  the  settlement  and  support  of  ministers, 
and  the  building  of  churches,  for  the  observation  of  the  Sabbath, 
and  the  preservation  of  good  order  in  the  public  worship,  are  in 
substance  the  same  with  those  in  Connecticut. 

The  same  observation  is  generally  true,  concerning  the  great 
body  of  regulations  adopted  in  this  state  for  its  internal  govern- 
ment. 

Generally,  the  inhabitants  are  highly  respectable  for  their  in- 
telligence, manners,  morals  and  religion  ;  and  will  sulTer  little  by 
:i  comparison  with  most  communities  in  the  world.  J'hey  are 
iid«'nt  also  in  their  love  of  libertv,  and  }et  prompt  in  obeying, 
and  sup[)orling  government. 

Thest;  characteristics  of  IVIassachusetts,  like  those  of  Connect- 
icut, commenced  with  its  settlement.  A  law  for  the  support  of 
schools,  the  substance  of  which  is  found  in  that  recited  above. 
was  enacted  hy  the  Legislature  of  IVIassachusetts  Bay  in  1654  : 
another,  to   pre\ent    breaches  on   the  Sabbath,  in    1652  ;  and  a 
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second  in  1653.  In  1641  a  law  was  passed,  which  may  be  con- 
sidered as  a  declaration  of  Ecclesiastical  rights;  in  1646  anoth- 
er, prohibiting  open  opposition  or  contennpt  of  ministers  and 
their  preaching  in  any  congregation,  disturbance  of  the  order  and 
peace  of  churches,  and  unnecessary  absence  from  public  worship. 
In  1654  another  law  was  passed  requiring  the  inhabitants  of  ev- 
ery town  to  provide  houses  and  maintenance  for  their  ministers. 

I  have  already  mentioned  the  founding  of  Harvard  College. 
The  first  law  passed  with  respect  to  it  was  enacted  in  the  year 
1636,  the  second  in  1640,  the  third  in  1642.  These  established 
the  government  of  it  substantially,  as  it  is  now  established,  and 
recognize  a  gift  of  £400  from  the  Legislature,  and  the  appropria- 
tion of  the  revenue  of  the  ferry  between  Charlestown  and  Bos- 
ton for  its  support.  In  1659  another  law  was  passed  by  the 
General  Court  granting  £100  a  year  to  be  paid  to  the  College 
out  of  the  public  Treasury.  As  a  reason  for  this  gift,  the  Gener- 
al Court  allege  their  fear  lest  they  should  shew  themselves  un- 
grateful to  God,  and  unfaithful  to  posterity,  if  so  good  a  semina- 
ry of  knowledge  and  virtue  should  fall  to  the  ground  through  any 
neglect  of  theirs. 

In  1642  a  law  was  passed,  requiring  the  select-men  of  every 
town  not  to  suffer  so  much  barbarism  in  any  family  as  that  the 
parents  and  masters  should  not  endeavour  to  teach,  by  themselves 
or  others,  their  children  and  servants  to  read  the  English  tongue, 
and  to  know  the  capital  laws.  The  penalty  for  every  such  neg- 
lect was  twenty  shillings. 

The  selectmen  were  also  required,  by  this  law,  to  see  that  all 
masters  of  families  catechised  their  children  and  servants,  once 
a  week  at  least,  in  the  grounds  and  principles  of  religion  ;  or, 
if  unable  to  do  it  themselves,  that  they  should  procure  it  to  be 
done  ;  and  that  they  bring  up  their  children  and  apprentices 
in  some  honest,  lawful  calling,  profitable  for  themselves  and  the 
Commonwealth,  whenever  they  were  unable  to  train  them  up 
in  learning,  to  fit  them  for  higher  employments.  If  masters 
of  families,  after  suitable  admonition,  refused  or  neglected  to 
perform  these  duties,  then  the  select-men  with  the  help  of  two 
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magistrates  or  the  next  Countv  Court,  were  re<|Uired  to  bind  the 
children  and  apprentices  to  other  persons  Avho  would  perform 
the<c  duties. 

Thirteen  offences  were  made  capital  b)  the  original  laws  ol 
Massachusetts  Bay  : 


Idolatry, 

Witchcraft, 

Blasphemy, 

Murder, 

Bestiality, 

Sodomy, 

Adultery, 

Rape, 

Man-stealing, 

False-witness, 

To  these  were  added  in  1692, 


Conspiracy,  or  rebellion  against 
the  government. 

Cursing,  or  smiting  the  father,  or 
mother,  after  passing  sixteen 
years  of  age,  unless  with  justi- 
fying provocation,  or  with  un- 
christianly  neglect  in  educa- 
tion, and 

Filial  Rebellion,  after  sixteen 
years  of  age. 


High  Treason,  Arson,  and 

Concealing  the  death  of  a  bas-  Piracy. 

tard  child, 

At  this  time  also  a  particular  law  was  made  against  witchcraft. 
Vow  will  rf  member  that  this  was  the  year  in  which  the  colony 
wai-  convulsed  by  the  Danvers  witchcraft. 

In  the  original  laws  of  Connecticut,  revised  and  published  by 
order  of  the  court  in  1672,  the  former  of  these  lists  is  adopted 
with  the  addition  of  arson  ;  as  are  also  in  substance  the  ecclesias- 
tical law,  that  concerning  schools,  and  many  others  ;  not  howev- 
er without  various  alterations.  No  particular  law  against  witch- 
craft is  found  in  this  statute-book.  All  the  original  laws  of  Mas- 
achusetts  and  of  Connecticut  also,  discover  every  where  a  high 
>,enbe  of  the  duties  of  piety  and  morality,  of  the  value  of  Hberty, 
and  of  the  importance  of  exact  submission  to  government.  In 
some  respects  they  would  now  be  thought  severe,  and  in  my 
opinion  are  so.  If  they  are  considered  with  candour,  and  with  a 
duo  deference  to  the  circumstances  of  the  people  for  whom  they 
were  made,  and  to  the  existing  opinions  of  the  age,  they  will  be 
pronounced  to  be  generally  wise  and  just. 
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The  militia  of  this  state  are  on  a  better  footing  than  those 
of  any  other  in  the  Union.  They  are  distributed  into  13  di- 
visions, 28  brigades,  and  103  regiments  of  infantry.  The  Caval- 
ry contains  71  companies,  and  the  artillery  70.  The  whole  num- 
ber included  in  these  several  bodies  is  70,710.*  The  vv^hole  num- 
ber of  w^hite  males  between  16  and  45  was  in  1810,  133,354,  ex- 
ceeding the  number  of  militia  by  62,644.  The  period  of  service 
is  from  18  to  45.  The  deficiency  is  partly  made  up  of  persons 
between  16  and  18  and  partly  of  persons  excused. 

The  militia  are  clad  universally  in  a  handsome  uniform,  and 
are  well  armed,  accoutred,  and  disciplined.  The  laws  by  which 
this  body  of  men  are  formed  and  regulated,  are  so  far  as  I  may 
be  allowed  to  judge,  wise  and  efficacious;  and  there  is  an  uncom- 
mon, if  not  singular,  ambition  and  energy  in  both  the  officers  and 
privates  of  whom  the  nnilitia  is  formed. 

I  am,  Sir,  yours,  &c. 

^isn. 
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l.KTTER  1. 

Opiiuons  of  Voreig^iicr--  relative  to  the  future  prospects  of  our  country— Bishop 
Berkley's  views  of  this  subject  in  verse — Extent,  waters,  soil,  productions  and 
population  of  the  United  States. 

Dear  Sir, 

IMy  countrymen,  in  a  variety  of  fugitive  publications,  have  giv- 
en tlic  world  their  views  concerning  the  Future  Progress  of  the 
American  Republic  in  respectability  anil  greatness.  Most  of 
these  cflbrts  have  been  extemporaneous  ;  the  result  of  feeling  rath- 
er than  of  thought  :  specimens  of  idle  declamation  rather  than  of 
rational  discussion. 

British  writers  liave  also  busied  themselves  with  the  same  sub- 
ject ;  sometimes  seriously,  at  others  contemptuously.  In  the  na- 
ture of  this  subject  there  is  suflicient  importance  to  make  it  a 
proper  object  of  interesting  examination  to  a  philosopher  ;  wheth- 
er a  politician,  a  moralist,  or  a  divine.  Yet  it  must  be  acknowl- 
edged, that  scarcely  an  individual  on  either  side  of  the  Atlantic 
has  investigated  it  with  the  degree,  or  with  the  kind,  of  attention, 
which  is  evidently  demanded  even  by  subjects  of  very  inferiour 
magnitude. 

Among  the  foreigners,  who  have  published  their  thoughts  con- 
cerning the  future  destinies  of  this  country,  Berkley,  Bishop  of 
Cloyne,  a  man,  to  whom  few  have  been  equal,  and  scarcely  any 
superiour,  in  endowments  or  acquisitions,  has  published  his  in  a 
small  poem,  inserted  in  his  works,  and  not  unfrequently  transfer- 
red to  the  pages  of  other  writers.  This  extraordinary  man,  as 
has  been  already  mentioned  in  these  letters,  and  as  you  must 
have  undoubtedly  known  from  other  sources,  came  to  America  in 
the  year  1732,  in  order  to  establish  a  College  in  the  island  of 
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Bermuda.  During  this  excursion  he  visited  several  parts  of  thn 
continent ;  particularly,  New-England,  New-York,  New-Jersey, 
and  Pennsylvania  ;  and  resided  a  considerable  time  at  New-Port 
in  Rhode-Island.  It  is  hardly  necessary  to  observe,  that  the 
British  Colonies  were  then  in  their  infancy,  and  exhibited  little 
to  attract  the  attention  of  ordinary  observers.  Berkley  was  not 
of  this  class.  With  the  glance  of  the  eye  he  discovered  more 
than  such  observers,  by  the  examination  of  a  life.  Raised  by  the 
capacity  of  his  mind  and  not  less  by  his  disposition,  far  above  the 
level,  where  most  other  men  walk  through  life,  and  standing  always 
on  a  commanding  eminence,  he  took  a  comprehensive,  and  at  the 
same  time  an  exact  survey  of  the  scenes  beneath  him.  From 
such  a  survey  he  derived  the  thoughts  expressed  in  the  following 

Verses,  on  the  prospect  of  planting  Arts  and  Learning  in  Amer 

The  muse  disgusted  at  an  age  and  clime, 

Barren  of  every  glorious  theme, 
In  distant  lands  now  waits  a  better  time, 

Producing  subjects  worthy  fame : 

In  happy  climes,  where  from  the  genial  sun 

And  virgin  earth  such  scenes  ensue, 
The  force  of  art  by  nature  seems  out-done, 

And  fancied  beauties  by  the  true. 

In  happy  climes,  the  seat  of  innocence, 

Where  nature  guides,  and  virtue  rules ; 
Where  men  shall  not  impose  for  truth  and  sense 

The  pedantry  of  courts  and  schools; 

There  shall  be  sung  another  golden  age, 

The  rise  of  empire  and  of  arts, 
The  good  and  great,  inspiring  epic  rage, 

The  wisest  heads,  and  noblest  hearts. 

Not  such  as  Europe  breeds  in  her  decay  ; — 

Such  as  she  bred,  when  fresh  and  young, 
AVhen  heavenly  flame  did  animate  her  clay. 

By  future  poets  shall  be  sung. 

Westward  the  course  of  empire  takes  its  way  : 

The  four  first  acts  already  past, 
A  fifth  shall  close  the  drama  with  the  day  . 

Time's  noblest  offspring  is  the  last. 
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I  know  not  how  Bishop  Berkley,  if  he  were  now  ahve,  would 
be  able  to  make  his  peace  with  your  Reviewers.  The  predic- 
tions, to  which  he  has  subscribet!  his  name  and  lent  his  reputa- 
tion, arc,  it  must  be  confessed,  of  (juite  another  cast,  than  those.', 
which  these  «;cntlcmon  have  thought  proper  to  utter  from  the 
Trophonian  retreats  in  which  they  reside.  The  Bishop  may, 
however,  be  partially  brought  otf.  and  his  character  in  some 
measure  saved  by  the  consideration,  that  he  has  given  his  proph- 
ecy in  rcr^f ;  and  may  therefore  be  fairly  believed  intentionally 
to  have  given  us  fiction,  and  not  sober  truth. 

The  United  States  of  America,  including  Louisiana,  form  a 
territory  of  1,800.000  square  miles,  or  1,152,000,000  acres  :  a 
larger  empire  than  any,  which  the  world  has  ever  seen,  except 
the  Russian  and  the  Chinese.  This  territory  lies  in  a  single, 
solid  mass ;  in  a  form,  as  near  to  a  square,  as  in  a  region  of  so 
great  an  extent,  our  globe  can  well  be  supposed  to  admit. 

The  climates,  through  which  it  passes,  are  undoubtedly  those, 
which  are  most  favourable  to  the  prosperity  of  mankind.  The 
seasons  are  not  indeed,  as  mild  as  those  of  Europe  in  the  same 
latitudes  ;  and  the  temperature  is  both  higher  and  lower.  The 
ditference,  however,  is  not  such  as  to  be  of  any  material  impor- 
tance either  to  the  health,  or  the  happiness  of  man.  Perhaps 
the  defect  is  balanced  by  the  superiour  brightness  and  serenity 
of  the  sky.  This  extensive  region  is  well  watered.  Throughout 
as  great  a  part  of  it,  as  of  any  equal  region  of  the  globe,  and  in- 
comj>arably  more  than  in  most,  springs,  brooks,  mill-streams,  and 
rivers,  abound.  Wells  also,  so  far  as  there  has  been  occasion  to 
make  experiments,  are  found  near  the  surface,  abounding  in 
good  water,  it  is  indeed  doubted  whether  these  advantages  ex- 
ist, in  the  same  degree,  in  any  other  country  of  the  same  extent. 

The  navigation,  supplied  by  the  ocean,  lakes,  and  rivers,  is 
hardly  excelled.  These  waters  are  so  situated,  that  they  spread 
thf  means  of  conveyance,  at  little  distances,  throughout  almost 
the  whole  of  this  vast  tract.  The  coast,  with  its  windings,  extends 
about  1,700  miles.  The  St.  Lawrence,  with  it<  lakes,  furnishes 
-A  pf^;.  ,1  .>M   of  between  2  and   3,000.     The  Missouri,  of  which 
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the  Mississippi,  the  Ohio,  the  Arkansas,  and  the  Red  River,  are 
only  mighty  branches,  is  navigable  almost  4,000.  When  to  these 
are  added  the  numerous  navigable  rivers,  which  every  where  di- 
vide our  coast  into  a  succession  of  peninsulas,  it  will  easily  be  ad- 
mitted that  few  countries  are  furnished  by  the  hand  of  the  Crea- 
tor with  more  numerous,  more  universally  diffused,  or  more  im- 
portant accommodations  of  this  kind. 

The  soil  of  this  vast  region  is  of  every  kind,  and  of  every  de- 
gree of  fertility.  It  is  also  fitted  to  every  species  of  vegetation, 
found  within  the  same  climates. 

Considerable  tracts  are  lean  ;  but  almost  all  of  them  are  capa- 
ble of  being  made  fertile  by  a  skilful  cultivation.  The  great  mass^ 
is  fertile  by  nature;  and  the  parts,  which  are  not,  are  less  in  their 
extent  than  the  inhabitants  will  hereafter  find  to  be  necessary  for 
furnishing  them  with  timber  and  fuel. 

Throughout  a  great  part  of  this  territory,  the  surface  exhibits 
all  that  is  beautiful,  and  magnificent  in  landscape. 

The  mineral  productions,  which  it  contains,  are  hitherto  imper- 
fectly known.  Of  the  metals,  we  have  iron  and  lead  in  inexhaus- 
tible quantities.  On  a  more  limited  scale  we  have  discovered 
gold,  copper,  bismuth,  antimony,  zinc,  and  cobalt. 

Coal  mines  are  already  found,  inferiour  in  quality  and  quantity 
to  none  in  the  world.  Lime  stone,  marble,  and  gypsum,  appear 
to  be  inexhaustible.  Salt  springs  are  wrought  in  considerable 
numbers  throughout  a  part  of  the  regions  which  lie  West  of  a 
line,  drawn  at  the  distance  of  two  hundred  miles  from  the  Atlan- 
tic. 

The  indigenous  vegetation  of  this  country  is  various,  to  a  de- 
gree, which  it  will  require  many  years  to  ascertain.  Most  of  the 
productions,  which  have  been  thought  valuable  by  man,  except  a 
part  of  those,  which  are  the  result  of  agriculture,  are  included  in 
their  number. 

The  artificial  vegetation  extends  to  almost  all  the  valuable  pro- 
ductions'of  the  field  and  the  garden,  and  to  a  great  multitude  of 
such  as  are  merely  ornamental.  The  sugar  cane  is  prosperously 
cultivated  in  Georgia  :  furnishes  a  large   article  of  commerce  in 


614 


PROSPECTS  OF  THE  UNITED  STATES. 


vSouthern  Louisiana ;  and  will  soon  occupy  a  great  part  of  the 
Mississippi  territory.  From  two  to  three  hundred  thousand  square 
miles,  on  the  Southern  limit  of  the  United  States,  may  be  consid- 
ered as  fitted  to  be  a  prosperous  sugar  country:  a  tract  sufficient 
to  supply  all  the  demands  of  the  inhabitants  for  ages  to  come. 
Rice,  indigo,  cotton,  tobacco,  all  the  kinds  of  corn,  flax,  and 
hemp,  are  cultivated  with  case  and  success.  Silk  is  produced 
with  similar  ease  and  success  in  Connecticut ;  and  may  be  in  ev- 
ery part  of  the  Union.  Wool,  of  every  quality,  is  already  fur- 
nished in  great  quantities,  and  is  increasing  with  astonishing  ra- 
pidity. All  the  domestic  animals  abound.  It  is  unnecessary  to 
mention  the  variety,  or  the  plenty  of  fruits. 

The  whole  tract,  which  lies  North  of  the  latitude  of  the  Roan- 
oke, except  the  flat  country  of  Virginia,  may  be  justly  consider- 
ed as  healthy;  and  all  the  hill  country,  which  is  South  of  that 
river.  The  inhabitants  within  these  extensive  limits  are  well 
made,  robust,  and  hardy  ;  and  are  fitted  for  every  enterprize, 
which  demands  energy  of  body,  or  strength  of  mind. 

The  population  of  the  United  States  amounted,  in  the  year 
1790,  to  3,950,000;  in  1800,  to  5,350,066;  in  1810,  to  7,230,514. 
In  25  years  from  1790,  that  is  in  1815,  they  will  amount,  accor- 
ding to  the  same  ratio  of  increase,  to  8,050,642 ;  that  is  to 
150,642  more  than  double  the  original  number.  This,  however, 
is  short  of  the  real  number,  because  the  ratio  of  increase  advan- 
ces regularly  ifi  an  arithmetical  progression;  being  least  in  the 
first,  and  greatest  in  the  last,  of  the  twenty-five  years.  Accor- 
dingly, during  the  first  term  often  years,  the  ratio  was  thirty-four 
and  a  third  per  cent;  and  in  the  second  ten  years  it  was  thirty- 
six  and  a  quarter  per  cent.  During  the  remaining  five,  it  has 
been  greater  still;  although,  as  the  whole  amount  is  unknown, 
the  ratio  cannot  be  accurately  estimated.  Probably  tv%nty-four 
years  may  be  assumed  as  thr  period,  within  which  the  people  of 
the  United  States  have  actually  douhhd  their  numbers.  J^ut,  as  J 
\voii!«l  nillirr  fall  sliort  in  my  estimate  of  tlie  real  number  than 
exceed  it,  I  will  assume  twrnty-five  years  as  this  period.  In  the 
vr:n   ir?5.  tl^'  numhrr  of  tho  people  in  the  United  States  will  be 
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10,700,132;  in  1850,  21,400,264;  in  1875,  42,800.528;  in  1900, 
85,610,056:  and  this,  independently  of  any  additions  from  abroad: 
the  allowance,  made  at  the  commencement  of  this  calculation, 
being  much  more  than  a  balance  for  any  such  additions.  With 
this  population,  our  territory  will  allow  more  than  thirteen  acres 
of  land  for  the  support  of  an  individual ;  or  about  eighty  seven 
acres  to  a  family,  consisting  of  six  and  a  half;  which  may  be  as- 
sumed as  the  average  number.  It  will  undoubtedly  be  admitted, 
that  this  quantity  will  be  more  than  sufficient  for  the  sustenance 
of  such  a  family.  l  am,  Sir,  yours,  &c. 


Enterprizo,  Ingenuity,  Iiitpllif;;cucc,  monns  of  aciiuiring:  knowle(lg;r;  Law?,  Moral?, 
Languagp,  ami  Liberty,  of  the  I'eople  of  the  United  Stales — Lxtent  of  country 
yet  to  be  settled — Institution?  of  the  Country  in  a  state  of  improvement — Increase 
of  Evangelical  Religion  and  <\»ihMlii  i>in — Kuturo  prospect?  of  the  United  States. 

Dear  Sir^ 

In  the  preceding  Letter  I  liave  remarked,  that  (he  great  body 
of  those  exteiitiive  regions,  which  form  the  territory  of  the  Amer- 
ran  States,  enjoy  a  salubrious  chmate  ;  and  that  the  inhabitants, 
already  thinly  spread  over  it,  are  })Ossessed  of  vigorous  constitu- 
tions. In  this  nnanner  they  are  litted  to  be  able  defenders  of  their 
country,  and  to  encounter  with  success  those  difficulties,  which 
in  the  progress  of  human  life  so  frequently  occur,  and  so  impe- 
riously demand  firmness  of  body,  as  well  as  resolution.  The  in- 
habitants of  no  country,  it  is  believed,  unite  more  strength  with 
more  agility. 

At  the  same  time  no  people  have  more  enterprize.  There 
are  two  important  facts,  which  demonstrate  this  position  in  the 
clearest  manner.  Antecedently  to  the  commencement  of  the  re- 
strictive system  by  our  government,  we  were  the  most  commer- 
cial nation  in  the  world,  except  that  of  Great  Britain.  Every 
corner  of  the  earth  was  visited  by  our  ships,  and  the  tonnage 
owned  by  the  people  of  Massachusetts  was  probably  greater  than 
that  possessed  by  any  equal  number  of  individuals  on  the  globe, 
unless  where  the  whole,  or  a  great  pro'portion  of  them,  were  in- 
habitants of  some  great  commercial  city.- 

The  other  fact,  in  which  our  enterprize  is  decisively  discover- 
ed, is  the  conversion  of  an  immense  wilderness  into  a  fruitful 
field.  Of  the  magnitude  of  this  work  it  is  not  expected,  that  Eu- 
ropeans will  easily  form  adequate  conceptions.  Even  they  must 
acknowledge  it  to  be  very  great;  although  it  cannot  be  supposed, 
that  they  should  comprehend  its  extent,  without  actual  experi 
once,  or  inspection. 
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It  is  to  be  remembered,  tliat  these  are  the  objects,  by  which 
the  enterprizc  of  the  Americans  will  for  an  indefinite,  and  it  is 
hoped  for  a  very  long  period  be  principally  demanded. 

My  countrymen  are  also  possessed  of  their  full  share  of  inge- 
nuity. This  you  may  perhaps  be  disposed  to  question.  Were 
you  to  reside  in  the  United  States  a  short  time  ;  and  to  make 
yourself  an  eye-witness  of  the  many  new  and  successful  modes, 
which  they  have  invented  for  the  purpose  of  facilitating  useful 
business,  and  which  they  are  every  day  inventing ;  the  question 
would  be  at  an  end.  With  this  ingenuity  they  are  now  adding 
continually  to  the  number,  kind,  and  degree,  of  their  enjoyments; 
reducing  the  prices  of  very  many  of  the  products  of  human  labour; 
and  giving  the  best  proofs  of  still  more  numerous  and  important 
improvements  of  this  nature,  to  be  made  hereafter.  From  this 
cause,  to  a  considerable  extent,  is  derived  the  extraordinary  fact, 
that  the  manufactories  of  the  United  States  have  within  a  few 
years  risen  from  small  begirujings  to  the  amount  of  two  hundred 
millions  of  dollars.  From  this  cause,  also,  my  countrymen  have 
built  a  vast  number  of  bridges  over  large  rivers  within  a  little  pe- 
riod ;  and  have  carried  the  arts  of  building,  and  navigating,  ships 
to  a  degree  of  perfection,  which,  it  is  believed,  has  not  been  ex- 
celled. 

The  colonization  of  these  States  was  begun  by  civilized  men ; 
and  not  by  ^  horde  of  hunters,  nor  of  shepherds.  Those,  who 
directed  their  affairs,  had  been  educated,  in  many  instances,  at 
universities  of  high  distinction  ;  and  brought  with  them  the  learn- 
ing, science,  arts,  and  refinements,  of  their  own  country.  These 
men-  laid  the  foundation  of  our  state  of  society.  The  disadvan- 
tages, with  which  they  had  to  struggle,  were,  I  acknowledge,  nu- 
mcirous,  and  great.  Still  they  conveyed  their  own  views,  spirit, 
a^nd  character,  into  the  institutions,  which  they  formed,  both  liter- 
ary and  civil;  and  sowed  effectually  in  a  soil,  where  they  could 
not  fail  of  taking  root,  the  seeds  of  future  improvement.  The 
fruit,  which  they  have  already  borne,  has  been  extensive,  and 
valuable  ;  and  they  are  now  promising  to  bear  much  more. 
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Among  the  blessings,  which  they  conveyed  to  succeeding  gen- 
erations, the  universal  establishment  of  schools,  for  the  education 
of  every  human  being  within  their  precincts,  was  certainly  of 
very  high  importance.  In  this  manner  they  laid  the  foundation 
of  thought,  ratiocination,  active  invention,  and  good  sense,  in 
every  one  of  their  descendants,  who  was  willing  to  think.  In  this 
manner  thev  fitted  them  to  think,  and  judge,  as  freemen  ;  and  fur- 
nished them  with  the  proper  means  of  becoming  christians  upon 
the  solid  basis  of  sober  conviction.  In  a  word,  they  raised  in  this 
manner  the  national  character  ;  that  is,  the  character  of  the 
many,  of  whom  nations  are  every  where  constituted  ;  to  a  degree 
on  the  scale  of  intellectual  existence,  not  often  reached  by  other 

nations. 

The  benefit  under  consideration  has  been  chiefly  realized,  hith- 
erto, by  the  people  of  New-England  ;  but  is  Aist  diffusing  itself, 
and  at  no  great  distance  of  time  will  in  all  probability  be  actually 
diffused,  throughout  the  Union. 

In  most  of  the  mechanical,  and  many  of  the  manufacturing, 
arts,  our  workmen  have  already  acquired  a  considerable  degree 
of  skill ;  and  the  products  of  their  labour  continually  enter  the 
markets  with  success.  In  these  and  other  useful  pursuits,  we  are 
also  improving  with  a  rapidity,  which  is  honourable  both  to  the 
industry,  and  the  ingenuity,  of  my  countrymen. 

The  circle  of  literature  and  science,  taught  at  English  univer- 
j^ities.  is  also  taught  here ;  on  a  less  extensive  scale,  I  acknowl- 
edge, than  in  Great-Britain;  but  on  one,  which  is  perhaps  suffi- 
cient to  satisfy  every  existing  demand  of  utility.  As  our  state  of 
society  advances,  and  these  demands  increase;  the  scale  of  in- 
'.truction  is  regularly  enlarged  ;  and  within  a  moderate  period 
will  probably  reach  the  European  extent. 

Our  laws  are  substantially  the  same  as  yours  ;  in  some  instau- 
ccs  worse,  and  in  some  better.  Your  common  law  is  adopted. 
imitatis  mutandis,  in  most  of  our  States.  Much  of  your  written 
hiw  is  copied,  as  to  its  substance,  into  our  statute-books.  What 
you  make  wor:«e,  from  your  prejudices  in  favour  of  ancient  cus- 
toms', we,  in  cons'equence  of  our  freedom  from  those  prejudices, 
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make  better.  What  you  make  better  by  superiour  skill,  we,  fur 
the  want  of  it,  make  worse.  Indeed,  most  of  our  jurisprudence 
is  little  else  than  a  copy  of  yours. 

The  morals  of  this  country  differ,  it  must  be  acknowledged, 
materially  in  its  different  parts.  As  a  whole,  they  are,  1  suspect, 
at  least  as  good  as  yours  ;  and  in  the  best  States  much  better. 
Massachusetts  and  Connecticut  will  in  this  respect  not  suffer  by 
a  comparison  with  any  other  countries.  All  the  same  observa- 
tions are  equally  applicable  to  our  religion.  Indeed,  where  the 
principles  of  the  reformation  are  adopted,  it  can  be  hardly  ne- 
cessary to  observe,  that  religion  and  morals  are  exactly  parallel 
in  their  progress  :  morality  being  only  one  branch  of  religion  thus 
understood. 

The  language,  spoken  in  the  United  States,  with  two  or  three 
exceptions  of  no  great  importance,  is  the  same.  The  French 
and  Spanish  are  spoken  in  Louisiana ;  and  the  German  in  Penn- 
sylvania, and  to  a  small  extent  in  a  few  other  places.  These, 
however,  as  a  part  of  current  speech,  will  soon  be  lost  and  forgot- 
ten ;  and  the  English,  within  iifty  years  from  the  present  time, 
will  probably  be  the  only  language,  spoken  throughout  the  Amer- 
ican Republic. 

The  white  population  of  this  country  is  universally  free.  This 
I  trust,  will  ere  long  be  true  of  the  black  population.  In  1810, 
near  two  hundred  thousand  of  these  people  had  been  emancipa- 
ted, or  been  born  in  a  state  of  freedom.  The  number  is  annu- 
ally increasing.  The  disposition  to  emancipate  slaves,  and  the 
conviction  that  they  ought  to  be  emamancipated,  are  gaining 
ground ;  and  there  is  no  reason  to  doubt,  that  they  will  spread 
wherever  slaves  are  holden.  In  every  other  respect  our  freedom 
is  as  entire,  as  that  of  any  country,  ancient  or  modern. 

If  you  admit  the  justice  of  these  summary  observations,  I  think 
you  will  agree  with  me,  that  no  such  scene  has  hitherto  been 
presented  to  the  eye  of  men,  as  that  which  the  American  States 
may  be  justly  said  to  exhibit.  The  colonization  of  almost  every 
country  in  the  world,  and  of  every  country  occupying  any  great 
extent,  has  been  begun,  and  usually  carried  on,  with  very  few  of 
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the  advantages,  which  have  hecri  recited.  The  Colonists,  vei'y 
gerx.'rally,  have  been  cither  savages,  or  at  hcst  btit  half  civihzed. 
Where  they  have  not  been  mere  hunters  or  shepherds,  or,  in  oth- 
er words,  mere  Indians  or  Tartars  ;  they  have  had  few  arts,  and 
scarcely  any  learning  or  science.  Long  after  Canada  had  been 
settled,  it  did  not  contain  a  single  man,  who  could  either  con- 
struct, or  tend,  a  mill.  The  whole  colonial  population  of  Eu- 
rope, in  its  earlv  ages,  did  not  contain  a  single  tribe  of  civilized 
men  ;  althoni^h  they  were  not  all  in  the  grossest  sense  savages. 
Greece  had  neither  arts,  nor  sciences,  till  she  gained  them  from 
Phoenicia  and  Egypt  :  nor  Rome,  till  she  learned  them  froni 
Greece.  The  first  collection  of  men,  in  possession  of  learning, 
laws,  freedom,  arts,  and  true  religion,  who  colonized  a  wilderness, 
were  derived  from  Great-Britain.  The  event  was  novel ;  its  con- 
seqticnccs  have  hitherto  been  singular. 

No  less  singular  is  the  field  of  colonization.  In  a  sense  it  is  a 
world.  It  requires  little  forecast  to  perceive,  that  the  people  of 
the  United  States  \v\\\  in  their  progress  fill  almost  the  whole  con- 
tnient  of  North- America  ;  populate,  in  the  end,  all  the  axtensive 
regions,  which  are  North  of  the  kingdom  of  Mexico  ;  and  station 
themselves,  within  half  a  century,  on  the  shores  of  the  Pacific 
Ocean.  This  is  a  tract,  laii^er  than  the  whole  Russian  empire  ; 
and  from  its  climate,  soil,  and  commercial  advantages,  is  capable 
of  supporting  twice  as  many  inhabitants. 

This  population,  you  will  observe,  will  consist  of  freemen  ;  of 
men,  enlightened  by  the  liberal  arts  and  sciences,  governed  by 
equitable  laws,  and  professing  the  Protestant  religion.  They 
will  of  course  be  intelligent,  refined,  and,  it  is  hoped,  virtuous 
and  happy. 

When  the  descendants  of  Noah  began  to  fill  Persia  and  its  en- 
virons with  inhabitants,  "  the  whole  earth,"  we  arc  told,  "  was 
of  one  language  and  one  speech."  Such,  substantially,  is  the  fact 
with  regard  to  the  colonists  of  this  Western  world.  One  language 
will  ultimately  be  spoken  throughout  the  vast  regions,  and  by  the 
immense  population,  which  I  have  mentioned.  The  only  par- 
allel  fact   is   found    in  the    empire  of  China ;  that  is,   in   (Jhina 
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proper.  In  less  than  two  centuries  tlie  population  of  the  American 
States  will  in  all  probahility  exceed  that  of  China  ;  and  the  ex- 
tent of  territory,  occupied  by  it,  will  be  quadrupled.  The  lan- 
guage, spoken  in  it,  is  wonderfully  superiour  to  that  of  the  Chi- 
nese. It  is  written  with  alphabetical  letters.  It  already  includes 
nearly  all  the  learning  and  science,  and,  generally,  all  the  useful 
information,  found  in  the  world.  In  words  which  denote  different 
ideas,  it  is  more  copious  than  any  other.  The  people  of  this 
country  will,  therefore,  enjoy  advantages  in  their  intercourse 
with  each  other,  and  in  their  access  to  fountains  of  knowledge 
and  improvement,  which  were  never  enjoj^ed  by  so  extensive  a 
population.  The  Russian  empire  will  soon  contain,  perhaps  it 
would  be  more  proper  to  say,  it  already  contains,  a  very  numer- 
ous population.  Beside  other  disadvantages,  under  which  it  la- 
bours, it  must,  for  a  considerable  period  at  least,  struggle  with 
the  serious  inconveniences,  arising  from  the  great  diversity  of  its 
languages.  Here  there  will  be  but  one ;  and,  if  we  may  argue 
from  our  experience  hitherto,  it  will  probably  be  spoken  with 
hardly  a-dialectic  variation.  Let  me  request  you  to  contemplate 
this  subject  for  a  moment.  Consider  how  many  minds  will  here 
be  set  in  motion  by  a  single  interesting  book,  on  any,  and  every, 
important  subject  of  information.  How  many  useful  thoughts  will 
be  started  at  once  by  every  serious  advancement  in  knowledge. 
What  strong  motives  to  intellectual  exertion  will  be  awakened  by 
the  amplitude  of  the  field  of  mental  labour  5  by  the  multitude  of 
those,  who  will  read,  examine,  and,  in  cases  of  real  merit,  ap- 
prove. How  vast  will  seem  the  prospect  of  usefulness  to  the 
writer,  who  feels  that  he  is  to  labour  for  such  a  multitude;  and 
that  he  is  to  write  in  a  language,  which  every  one  of  them  can 
understand.  Must  we  not  believe,  that  the  mind  will  put  forth 
all  its  powers ;  that  its  views  will  be  unusually  expanded,  and 
dignified  ;  and  that  its  efforts  will  partake  largely  of  that  energy 
and  ardour,  with  which  the  navigators  of  Europe  formerly  pur- 
sued discoveries  in  the  Western  world,  or  with  which  warriours 
have  attempted  the  conquest  of  the  Eastern, 
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The  prospect  which  here  opens  to  the  eye  of  contemplation,  is 
certainly  extraordinary  :  I  think  it  is  singular.  Almost  all  our 
institutions,  perhaps  all,  which  deserve  to  be  permanent,  have 
with  as  murn  regularity  as  seems  compatible  with  the  present 
state  of  makind,  been  in  a  course  of  improvement.  Manners, 
laws,  learning,  and  in  some  respects  religion,  may  be  justly  con- 
sidered as  being  nmr  progre^sive.  The  mechanical,  manufactur- 
ing, and  liberal  aits,  literature,  and  science,  are  at  the  present 
time  advanced,  upon  the  whole,  beyond  any  preceding  attain- 
ments. Agriculture  and  domestic  economy  are  better  understood, 
and  more  skilfully  pursued.  Roads,  bridges,  and  canals,  are  mul- 
tiplied, and  constructed  in  a  better  manner.  The  number  of 
schools  and  Colleges  is  increasing ;  and  those,  which  already  exist, 
are  more  successfully  directed.  Judicial  proceedings  are  daily 
becoming  more  accurate,  and  more  conformed  to  the  best  princi- 
ples of  legal  science,  and  political  measures  although  for  some 
time  past  in  a  state  of  deterioration,  are  yet  teaching  us  several 
valuable  lessons,  out  of  which  improvement  wmII  one  day  spring. 
In  spite  of  the  pride  of  self-consistency,  it  is  now  acknowledged 
by  those  who  are  most  opposed  to  making  the  acknowledgement, 
that  a  navy  is  the  proper  means  of  our  defence  and  safety;  that 
our  piincipal  harbours  ought  to  be  fortified  ;  that  our  tbrm  of 
government  is  ill  suited  to  offensive  war;  and  that  for  defraying 
the  expenses  of  war,  taxes  are  indispensable.  We  are  also  learn- 
ing, though  it  must  be  confessed  by  slower  degrees,  that  we  arc 
not  so  much  wiser,  and  better,  than  the  rest  of  mankind,  as  many 
of  our  people  have  heretofore  believed,  or  at  least  professed  to 
believe.  Persons  of  this  cast  are  beginning  to  suspect,  that  mod- 
esty is  one  exccllenee  of  the  human  character,  and  a  proof  of 
other  excellencies  ;  and  that  boasting  furnishes  fewer,  and  smaller, 
claims  to  respect  than  thoy  have  been  accustomed  to  imagine. 
This  melioration  of  our  character  will  undoubtedly  make  a  slow 
progress  ;  yet  I  believe  it  is  really  progressive.  The  religious 
part  of  the  community,  also,  are  evidently  assuming  a  higher 
character.  A  Catholicism,  heretofore  not  generally  cherished  by 
religious  men;  a  Catholicism  real  and  evangelical,  far  removed 
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from  that  gross  indifference  to  truth  and  falsehood,  to  right  and 
wrong,  so  often  boasted  of  under  the  sacred  name  of  cathoHcism, 
is  fostered,  and  exercised,  extensively,  by  men  of  real  piety. 
The  "  tithing  of  mint,  anise,  and  cummin,"  makes  a  less,  and 
"judgment,  mercy,  and  faith,"  make  a  much  more  prominent  ap- 
pearance on  the  roll  of  christian  attributes.  The  minds  of  good 
men  are  becoming  more  expansive;  their  prejudices  are  begin- 
ning to  disappear ;  and  the  benevolence  of  the  Gospel  is  exhibit- 
ing itself  in  its  own  proper  character  with  vigour  and  success. 
Seen  in  a  light  more  its  own,  and  operating  in  a  manner  more 
suited  to  its  nature,  it  is  claiming  higher  respect  from  mankind  ; 
and  daily  finds  its  claims  more  and  more  readily  acknowledged. 
The  world,  bad  as  it  is,  is  willing  that  christians,  in  some  modes 
at  least,  should  do  good  :  and  to  do  good  has,  to  a  considerable 
extent,  become  their  favourite,  and  even  their  acknowledged  em- 
ployment. 

With  all  these  objects  in  view,  you  will  suffer  me  to  indulge 
the  feelings  of  an  American,  while  I  contemplate  the  prospect, 
which  futurity  presents  concerning  my  country.  Permit  me  to 
remind  you  of  the  extent  of  these  States ;  the  climate,  the  soil, 
the  productions,  the  population ;  the  character  of  the  inhabit- 
ants ;  their  arts,  commerce,  education,  learning,  science,  free- 
dom, laws,  manners,  morals  and  religion.  Let  me  bring  to  your 
recollection  the  rapid  progress  of  our  population,  the  progressive 
state,  in  which  most  of  the  articles,  which  1  have  recited,  actual- 
ly exist  at  the  present  time,  and  the  promise  which  they  give  of 
superiour  advancement.  With  these  objects  in  contemplation,  a 
traveller,  passing  through  the  countries  which  I  have  described, 
surveying  the  scenes,  which  they  every  where  present  to  his  eye, 
and  remembering  within  how  short  a  period,  and  amid  how  many 
difficulties,  they  have  been  raised  up  in  a  howling  wilderness, 
will  think  it  no  extravagance  of  imagination  to  believe,  that 
throughout  this  vast  empire,  villages  innumerable  will  every 
where  speedily  adorn  its  surface  with  the  same  beauty  and  cheer- 
fulness, which  he  beholds  around  him.  To  these  he  will  add  the 
flourishing  towns,  and  splendid  cities,  which  not  only  the  shore 
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of  the  ocean,  but  the  numerous  hikes  luul  river.-,  will  in  the  intc- 
rioursee  risinij  on  their  borders;  the  seats  of  various  useful  nnan- 
\ifactures,  and  of  an  inland  comiuerce,  resembling,  and  excelling 
that  of  the  Chinese  empire.     Every  where  he  will  foresee  neat 
school  houses  stationed  at  little  distances,  diffusing  each,  over  its 
proper  circle,   the  education,  necessary  to  every  human  being, 
and  conlributing  to  create  a  new  national  character  by  elevating 
the  minds  of  those,  of  whom  the  i^vmd  body  of  every  nation  is  for- 
med.    To  these  his  fancy  will  add,  at  distances  somewhat  great- 
er, the  vast  collection  of  superiour  schools,  communicating  more 
extensive  information  to  a  multitude,  less  indeed,  but  still   very 
f^reat.     AVithin   every  twenty   thousand  square  miles,  his  mind 
will  easily   station  a  College;  where   literature  and  science  will 
-bed  their  light  upon  a  number  of  votaries,  sufliciently  great  to 
perform  all  the  kinds  of  human  business,  which  demand  extensive 
information.     Nor  will  he  hesitate,   since  he  sees  the   work  al- 
ready begun,  to  fix  here  and  there  scats  of  professional  science  ; 
in  which  shall  be  taught  whatever  is  known  by  man  concerning 
medicine,  law,  policy,  and  religion  ;  or  to  superadd  those  Nation- 
al institutions,  designed  not  so  much  to  teach,  as  to  advance,  the 
knowledge  of  man.     From  what  he  has  already  seen,  he  will  ea- 
sily anticipate  the  rise  of  temples,  consecrated  to  the  worship  of 
God,  diffusing,   like  so  many  stars,  light  and  splendour  over  the 
whole  horizon  of  his  view.     In  these  temples  a  hundred  thousand 
enlightened  ministers  of  the  Gospel  may  be  fairly  supposed  to 
teach  the  way  of  life  through  the  Redeemer  of  mankind,  to  an 
equal  number  of  congregations,  containing  at  least  as  many  mill- 
ions of  worshippers  ;  of  human  beings,  worshipping,  not  the  idol 
Fo  ;  nor  Juggernaut;  nor  Jupiter;  nor  the  Sun  ;  nor  Osiris  ;  but 
Jehovah.     I'he  ministers  intended,  will  be  such  as  are  enlight- 
ened  by   learning  and  science,  and  by  the  beams  of  the  Sun  of 
Righteousness;  and   will   illuminate  the  mass  of  iidiabitants,  in 
most  lands,  and  ages,  covered   by  the  clouds  of  ignorance  ;  but 
here  enjoying  the  means  of  that  education,  which  is  indispensable 
to  all  men,  and  sufficient  to  raise  them  to  the  proper  character 
of  intelligent  beings. 
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The  Chinese,  with  very  corrupt  morals,  have,  as  a  nation,  mild 
and  gentle  manners.  May  not  such  manners  grow  as  effectually 
out  of  freedom,  intelligence  and  Christianity,  as  out  of  idolatry, 
ignorance,  and  slavery  ?  Particularly,  will  not  such  manners 
spring  up  from  these  sources,  if  my  countrymen  should  as  a  body, 
come  to  understand  the  true  nature  of  war,  and  hate  it  accor- 
dingly"; and  should  they,  as  would  be  the  necessary  consequence, 
prize  peace  according  to  its  inestimable  value  ?  The  manners  of 
the  people  of  New-England,  unless  I  mistake,  are  already  more 
gentle,  more  softened,  in  the  middle,  and  inferiour  classes,  than 
in  those  of  the  same  classes  in  most  other  countries.  Perhaps, 
also,  they  more  generally  detest  war.  The  institutions,  which 
have  given  these  characteristics  to  the  people  of  New-England, 
will  give  them  to  any  other  people  ;  and  these  institutions  are 
spreading  both  their  reputation,  and  their  efficacy,  through  the  Uni- 
ted States  ;  their  progress  is  silent  indeed,  and  is  made  amid  many 
prejudices,  and  difficulties  5  but,  as  I  believe,  is  real.  Christian- 
ity stamps  an  immense  value  on  human  life,  as  the  period,  in  which 
the  blessings  of  immortality  are  to  be  obtained.  In  this  manner 
it  exterminates  duels,  and  all  other  wars,  beside  that,  which  is 
purely  defensive.  From  these  two  sources  have  arisen  most  of 
the  coarse,  harsh,  tyger-like  feelings  of  the  human  mind  ;  and  most 
of  that  gross,  odious,  and  brutal  behaviour,  extensively  seen,  both 
in  countries  which  called  themselves  civilized,  and  in  men,  who 
challenged  to  themselves  the  character  of  gentlemen.  Religion 
is  plainly  extending  its  influence  over  these  States,  although  much 
less  rapidly  than  every  good  man  must  wish  ;  and,  wherever  it 
prevails,  softens  and  humanizes,  both  the  heart  and  behaviour. 
That  it  will  hereafter  increase  with  wonderful  celerity,  and  that 
at  no  great  distance  of  time,  is  the  general  belief  of  christians. 
That  it  will  first  shed  its  happy  influence  upon  the  nations,  where 
it  already  exists,  may  be  regarded  as  a  thing  of  course  ;  and  here, 
certainly,  as  probably,  as  in  any  other  country.  Should  this  ex- 
pectation be  realized ;  both  the  manners  and  t1ie  morals  of  the 
Americans,  as  a  people,  will  be  raised  to  a  higher  degree  on  the 
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scale  of  iiUcllectunl  existence,  than  the  world  h.i?  hitherto  wit- 
nessed. 

As  a  consequence  of  this  "consummation,"  so  "devoutly  to  hr 
wished,"  the  inhabitants  of  these  states  may  be  fairly  expected 
to  unite  their  ctrorts  with  those  of  their  brethren,  on  the  Eastern 
side  of  the  Atlantic  in  spreading  the  blessings  of  Christianity 
through  the  world.  Already  they  are  extensively,  and  deeply,  en- 
gaged in  sending  the  Gospel,  and  faithful  ministers  to  preach  it, 
into  tlie  "  regions  of  darkness,  and  the  shadow  of  death.""  The 
spirit  with  which  this  is  done,  and  the  exertions  to  which  it  gives 
birth,  are  as  you  have  seen,  rapidly  increasing.  It  is  difiicult  to 
assign  limits  to  their  future  progress,  or  their  future  efficacy. 
^Vhen  we  consider  the  number  of  those,  who  within  a  few  years 
will  \n  all  probability  unite  to  accomplish  this  glorious  object  ; 
when  we  remember  that  the  elForts,  made  hitherto,  have  only  in- 
vigorated the  disposition  to  make  more  and  greater  etTorts  ;  there 
will  be  nothing  romantic  in  believing,  that  Colleges  here  may  reg- 
ularly send  out  their  quotas  of  missionaries ;  or  that  ships,  exten- 
sively freighted  with  bibles  may  convey  these  messengers  of 
peace  and  good  will  over  every  ocean,  and  to  every  benighted 
corner  of  the  globe. 

It  will  be  very  naturally  objected  to  these  observations,  that 
the  American  states  will  soon  be  dissevered,  and  will  then  form 
-eparate  empires.  These  empires,  it  will  be  further  observed, 
\\  ill  then,  like  those  on  the  Eastern  Continent,  have  discordant 
int('re>t> :  and,  like  them,  will  of  course  carry  on  a  series  of  wars, 
which  will  partly  prevent,  and  partly  destroy,  that  state  of  prosper- 
ity here  described. 

All  this  may,  I  acknowledge,  be  true;  and,  possibly,  to  an  ex- 
tent not  even  dreamed  of  by  the  objector.  We  certainly  have 
hitherto  had  sins  enough  to  merit  such  a  puni?hment,  and  folly 
rnongh  to  adopt,  and  vohnitarily  to  contrive  and  execute,  the 
measures,  by  which  it  will  be  etfectuated.  The  causes,  which  to 
my  eye  furnish  a  rational  hope  of  brighter  scenes,  may  cease  to 
operate  ;  and  the  a'ra  of  p(jaro  and  prosperity,  to  the  human  race 
may  be  more  distant  than  1  have   imagined.      \^  I   have  not  in- 


LETTER  II. 


527 


tended  to  prophecy,  I  shall  not  insist  upon  the  probability,  tliat 
these  conjectures  will  be  verified  ;  but  shall  still  take  the  liberty 
of  indulging  hopes,  that  events,  substantially  like  those  which  1 
have  exhibited,  will  be  found  in  the  future  destinies  of  my  coun- 
try. 

It  ought  to  be  remarked,  however,  that  the  mere  separation  of 
the  American  empire  into  independent  districts,  will  not,  of  course, 
cither  prevent,  or  destroy  the  happiness  in  question.  It  may  re- 
tard its  advent,  or  preclude  the  perfection  which  it  might  other- 
wise reach  ;  but  it  may  also  hasten  the  former,  and  insure  the  lat- 
ter. Small  states,  when  safe  from  foreign  invasion,  have  been 
usually  happier  than  great  ones.  The  limited  powers  of  the  hu- 
man mind  seem,  hitherto  to  have  been  incompetent  to  direct  with 
success  the  internal  affairs  of  a  great  empire ;  so  as  to  secure  to 
its  inhabitants  that  degree  of  happiness,  which  has  been  realized 
in  states  of  a  moderate  extent.  The  present  arrangement  of  the 
American  territory  was  intended  to  promote  the  internal  prosperi- 
ty of  the  people  by  the  division,  and  their  safety  by  the  union  of 
the  states.  How  far  it  will  answer  this  end  is  yet  to  be  proved. 
For  aught  which  man  can  foresee,  other  divisions,  and  other 
unions,  may  be  unnecessary. 

Should  these  hereafter  take  place ;  New-England  and  New- 
York  will,  almost  of  course,  be  united  in  the  same  political  body. 
The  inhabitants  are  now  substantially  one  people.  Their  inter- 
ests of  every  kind  are  inseparably  blended  ;  and  not  a  natural,  or 
rational  cause  of  division  can  be  found  in  either  their  physical  or 
moral  circumstances.  Should  they  be  separated  from  their  sis- 
ter states  ;  there  cannot  be  a  doubt,  that  their  citizens  will  here- 
after find  in  their  local  situation,  soil,  and  climate;  in  their  reli- 
gious and  political  systems  ;  in  their  arts,  literature  and  science  ; 
in  their  manners,  and  morals;  in  their  health,  energy,  and  activi- 
ty ;  ample,  perhaps  peculiar,  sources  of  national  greatness  and 
prosperity.  J  am.  Sir,  yours,  &;c. 
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